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*  PREFACE 


y) 


This  volume  has  been  prepared  primarily  for  the  use  of  students 
in  the  Departments  of  Engineering  in  the  Massachusetts  Insti- 
tute of  Technology  and  is  intended  to  cover  the  fundamentals  of 
the  subject,  in  so  far  as  they  may  be  required  in  subsequent  work 
in  structural  and  machine  design  and  in  the  ordinary  problems  of 
engineering  practice. 

As  preparation  a  student  should  have  a  knowledge  of  Differ- 
ential and  Integral  Calculus,  the'  principles  of  Statics  and  Dy- 
namics and  the  methods  of  determining  Centers  of  Gravity  and 
Moments  of  Inertia  of  areas  and  solids. 

Considerable  attention  has  been  given  to  the  logical  develop- 
ment of  the  subject  and  care  has  been  taken  to  point  out  the 
limitations  of  the  different  theories;  emphasis  being  laid  on  the 
divergence  of  the  conditions  met  in  practice  from  the  ideal  con- 
ditions, under  which  the  theoretical  formulas  are  deduced,  and 
on  modifications  necessary,  or  advisable,  when  the  formulas  are 
used  imder  ordinary  working  conditions. 

The  methods  of  the  Calculus  have  been  employed  throughout 
the  text,  when  these  furnish  the  most  direct  method  of  analysis, 
and  in  the  more  difficult  parts  of  the  subject  the  derivation  of 
equations  has  been  given  in  detail,  for  the  benefit  of  the  student 
who  may  imderstand  the  principles  employed  but  may  not  have 
acquired  facility  in  the  solution  of  the  differential  equations  in- 
volved. 

Graphical  methods  of  solution  and,  particularly,  graphical 
representations  of  results,  such  as  diagrams  of  load  intensities, 
shearing  forces,  bending  moments,  normal  and  shearing  stresses, 
have  been  freely  employed.  A  considerable  number  of  problems, 
involving  the  application  of  each  of  the  theories  discussed,  have 
been  included  in  the  text  and  solutions  have  been  given  in  detail 
wherever  it  has  appeared  that  these  would  be  an  aid  to  a  clear 
understanding  of  the  subject. 

iii  . 
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IV  PREFACE 

While  the  text  is  intended  to  inchide  the  material  required  for 
a  fairly  comprehensive  knowledge  of  the  subject,  the  chapters 
have  been  arranged  in  such  a  manner  that  the  more  difficult 
parts  appear  at  the  end;  and  hence,  for  a  briefer  course  the  latter 
parts  of  certain  chapters  and  in  some  cases  the  entire  chapter 
may  be  omitted  without  destroying  the  continuity  in  the  presen- 
tation of  the  subject.  For  example,  in  a  brief  course  parts  of 
Chapters  II,  III,  IV,  V,  VII,  IX  and  X,  and  the  whole  of  Chapters 
VI  and  XI  to  XIV,  inclusive,  may  be  omitted. 

Finally,  to  our  colleagues  on  the  instructing  staff  of  the  Massa- 
chusetts Institute  of  Technology  we  wish  to  express  our  appreci- 
ation of  the  helpful  suggestions  for  which  we  have  been  indebted 
to  them  during  the  preparation  of  this  volume. 

C.  E.  F.  AND  W.  A.  J. 

December,  1918. 
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CHAPTER  I. 
PHTSICAL  PROPERTIES  OF  MATERIALS. 

1.  Strength  of  Materials.  —  The  subject  entitled  Strength  of 
Materials  ordinarily  includes  the  study  of  the  strength  and  sta- 
bility, the  distribution  of  the  internal  forces  and  the  deformations 
in  the  different  parts  of  machines  and  structures. 

The  larger  part  of  the  underlying  theory  is  based  on  the  pirin- 
c^les  of  Statics  and  certain  laws,  governing  the  elasticity  of 
materials,  which  are  determined  by  experiment.  Where  these  are 
insufficient  to  provide  a  solution  of  a  problem,  purely  empirical 
formulas,  based  on  the  results  of  experiments  or  the  experience  of 
practice,  are  used. 

The  subject  may,  therefore,  be  considered  as  comprising  two 
parts:  the  mathematical,  based  on  the  principles  of  Statics  as 
appHed  to  rigid  bodies;  and  the  experimental,  by  which  the  laws 
governing  the  deformation  of  elastic  bodies  and  the  strength  of 
different  materials  are  determined.  The  elasticity  and  the 
strength  of  different  materials  vary  to  a  wide  extent  and  in  many 
cases,  particularly  the  different  metals,  these  properties  are  very 
considerably  affected  by  external  conditions  and  by  treatment  in 
the  process  of  manufacture.  Hence  it  will  be  found  that  the 
mathematical  and  experimental  parts  of  the  subject  are  practically 
inseparable  and  that,  in  applying  the  formulas  deduced  by  the 
theory,  different  constants  must  be  obtained  to  suit  each  particular 
case  as  it  arises.  This  makes  practically  all  the  derived  formulas 
semi-empirical  at  least,  and  in  the  choice  of  the  different  constants 
required,  the  judgment  and  experience  of  the  engineer  must  play  an 
important  part. 
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The  larger  part  of  this  volume  will  necessarily  deal  with  the 
theoretical  side  of  the  subject  and  we  shall  be  obliged  to  restrict 
the  illustrations  of  its  appUcation  to  a  few  of  the  more  dommon 
materials  which  are  used  in  engineering  work.  In  order  to  obtai^ 
a  thorough  facility  in  the  practical  application  of  the  formulas 
which  are  to  be  deduced,  a  comprehensive  knowledge  of  the  physi- 
cal properties  of  materials  is  required.  Within  the  limits  of  this 
volume,  however,  it  will  be  necessary  to  confine  ourselves  to  the 
definitions  of  those  properties  and  the  discussion  of  the  methods 
of  applying  the  experimental  data  obtained  from  the  tests  of  a  few 
materials,  which  may  be  taken  as  representative  of  the  methods  to 
be  followed  in  further  appUcations  of  the  principles  of  the  subject. 

2.  Properties  of  Materials.  —  Whenever  a  body  of  any  ma- 
terial is  subjected  to  the  action  of  external  forces,  a  certain  amount 
of  deformation  occurs.  This  deformation  may  be  permanent  or, 
if  the  external  forces  are  removed,  the  body  may  return  partly,  or 
wholly,  to  its  original  shape  and  dimensions. 

Elasticity.  —  The  material  is  said  to  be  perfectly  elastic  if  the 
deformation  produced  by  a  system  of  forces  acting  upon  the  body 
entirely  disappears  when  the  forces  are  removed. 

Plasticity.  —  The  material  is  said  to  be  perfectly  plastic  if  the 
entire  deformation  produced  by  a  system  of  forces  acting  upon  the 
body  remains  when  the  forces  are  removed. 

Ductility.  —  A  material  is  said  to  be  ductile  when  it  can  be 
drawn  out  by  tension,  as  in  the  process  of  drawing  wire. 

Malleability.  —  A  material  is  said  to  be  malleable  when  it  can 
be  flattened  out  under  compression,  as  in  the  process  of  rolling 
plates.  This  property  is  similar  to  ductility,  but  different  materials 
do  not  possess  the  two  properties  to  the  same  degree.  Both 
properties  are  evidently  forms  of  plasticity. 

Brittleness.  —  A  material  is  brittle  when  it  lacks  toughness  and 
tenacity.  Such  a  material  breaks  easily  under  a  sudden  shock  or 
blow. 

Hardness.  —  This  term  is  used  in  two  senses:  first  to  denote 
resistance  to  abrasion  and  second  to  denote  resistance  to  indenta- 
tion. The  two  kinds  of  hardness  are  more  or  less  related,  but  do 
not  diffes  in  the  same  degree  for  all  materials. 

As  a  matter  of  fact,  no  soUd  material  is  thoroughly  plastic,  that 
is,  absolutely  devoid  of  elasticity,  and  no  solid  material  is  perfectly 
elastic,  but  the  materials  ordinarily  used  in  engineering  construc- 
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tioiii  such  as  iron,  steel,  wood,  stone  and  concrete,  within  certain 
limits,  possess  the  latter  property  to  a  very  marked  degree.  When 
the  recovery  of  form  of  a  body  which  has  been  subjected  to  stress 
is  only  partial  we  say  that  the  recovery  is  dile  to  the  elasticity 
which  the  material  possesses  and  that  the  permanent  deformation 
after  the  stress  is  removed  is  due  to  its  plasticity.  In  the  case  of 
the  materials  mentioned  above,  however,  imless  the  forces  to 
which  they  are  subjected  exceed  certain  limits,  the  plasticity  is  so 
small  that  it  is  negUgible  and  the  materials  may  be  considered  to 
be  perfectly  elastic. 

The  amount  of  ductility  and  malleabiUty  and  the  degree  of 
hardness  and  brittleness  possessed  by  certain  materials,  the  metals 
in  particular,  will  be  found  to  be  affected  to  a  very  considerable 
extent  by. the  treatment  which  they  receive  in  the  process  of 
manufacture. 

3.  Stress.  —  We  have  defined  stress  (Vol.  I,  Art.  77)  as  the  force 
exerted  at  a  section  between  two  contiguous  bodies  or  two  parts 
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Fig.  1. 


of  the  same  body,  the  section  in  most  cases  being  taken  as  a 
plane.  A  stress  may  be  simple  or  complex.  The  simple  stresses 
are:  (a)  tension,  such  as  the  stress  on  the  right  cross  section 
mn  (Fig.  1),  of  a  straight  rod  subjected  to  a  pull  along  its  axis; 
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Fig.  2. 

(b)  compression,  such  as  the  stress  on  the  right  cross  section  mn 
(Fig.  2)  of  a  straight  bar  subjected  to  pressure  along  its  axis; 

(c)  shear,  such  as  the  stress  on  the  section  mn  (Fig.  3)  of  a  rivet 
joining  two  jdates,  which  are  subjected  to  a  pull  P,  as  shown. 
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4  APPLIED  MECHANICS 

Tension  and  compression  stresses  are  sometimes  called  normal  or 
direct  stresses. 

A  complex  stress^  or  oblique  stress,  is  the  resultant  of  a  normal 
and  a  shear  stress  and  can  always  be  analysed  by  resolving  into 
the  simple  stresses  which  are  its  components.    (Vol.  I,  Art.  78.) 


FiQ.  3. 

A  stress  may  be  uniform f  or  it  may  bo  varying.  The  intensity 
of  stress,  or  stress  intensity,  in  the  oase  of  a  uniform  stress  is  the 
stress  exerted  on  a  unit  of  area;  and  hence  it  will  be  equal  to 

P 

T 

where  P  is  the  stress  on  the  area  A.  In  the  case  of  a  varying 
stress,  the  stress  intensity  at  any  point  is  the  quotient  obtained 
by  dividing  the  stress  on  a  very  small  area  at  the  point  by  the  area, 
which  at  t^e  limit  is  evidently  equal  to 

dP 
dA 

Units  of  Stress.  —  The  units  in  which  stresses  are  measured  are 
the  units  of  force:  the  pound,  the  ton,  etc.  The  imits  in  which 
intensities  of  stress  are  measured,  or  the  unit  stresses,  as  they  are 
frequently  called,  are  the  Jb.  per.  sq.  in.,  the  ton  per  sq.  ft.,  etc. 

Hereafter  tensile  and  compressive  stress  intensities  may  be 
denoted  by  the  symbols  pt  and  pe,  respectively,  or  simply  by  the 
letter  p,  and  a  shearing  stress  intensity  will  be  denoted  by  the 
letter  s. 

In  emphasizing  the  distinction  between  stress  and  intensity  of 
stress  it  frequently  adds  to  clearness  to  denote  the  former  by  the 
term  total  stress,  although,  if  we  adhere  to  the  exact  definition  of 
the  term  stress  as  heretofore  given,  the  use  of  the  word  total  is 
unnecessary.  It  is  also  frequently  true  that  a  considerable  repeti- 
tion of  terms  is  required  if  the  term  stress  intensity,  or  unit  stress,  is 
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used  in  every  case  where  a  strict  rendering  requires  it.  In  such 
cases  the  term  stress,  simply,  is  used  to  denote  intensity  of  stress, 
the  context  making  it  clear  that  the  imit  stress  rather  than  the  total 
stress  is  meant.  The  student  should  always  note,  wherever  the 
term  stress  is  used,  whether  the  total  stress  or  the  stress  intensity 
is  meant. 

4.  Strain.  —  When  a  body  is  subjected  to  the  action  of  forces 
it  undergoes  a  certain  amount  of  deformation.  In  general,  any 
two  points  in  the  body  undergo  a  relative  displacement  when  the 
deformation  takes  place.  The  displacement  may  be  such  that: 
(a)  The  line  joining  the  two  points  changes  in  length  only,  its 
direction  remaining  the  same;  (b)  the  line  changes  in  direction 
only,  its  length  remaining  the  same;  (c)  the  line  changes  in  both 
length  and  direction.  If  0  and  A  are  two  points  a  small  distance 
apart  and  AOA  represents  the  change  in  the  distance  between 

them  during  the  displacement,  the  limit  of  the  ratio  -jrj-  as  OA 

approaches  zero  is  the  strain  in  the  direction  OA.  In  a  few  com- 
mon cases  where  bodies  are  subjected  to  simple  stresses  it  is  very 
easy  to  define  and  measure  the  strains  produced,  but  in  cases 
where  the  stresses  are  complex  the  analysis  of  the  strain  becomes 
more  complicated. 

Tensile  Strain,  — A  bar  of  uniform  section  and  material  which  is 
subjected  to  a  uniform  tensile  stress  P  (Fig.  1)  may  be  taken  as  an 
illustration  of  a  case  in  which  the  strain  can  be  easily  determined. 
All  lines  within  the  bar  which  are  parallel  to  its  axis  will  undergo  a 
change  in  length,  the  increase  in  the  length  of  each  line  being 
proportional  to  its  length  in  the  unstrained  state. 

If  Z  is  the  distance  between  any  two  points  on  the  axis  of  the  bar 
before  the  stress  is  applied,  this  distance  will  be  increased,  by  a 
small  amount  a,  when  the  bar  is  under  stress.  The  ratio  obtained 
by  dividing  the  increase  a  by  the  original  length  I  is  called  the 
tensile  strain  in  the  bar.  We  shall  denote  this  strain  by  the  sjrmbol 
et;  hence 

«•=? a) 

Since  the  ratio  y  is  the  same,  whatever  the  original  distance  be- 
tween the  points,  the  strain  is  uniform  throughout  the  length  of  the 
bar.    If  the  bar  were  not  of  uniform  section  and  material,  the 
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strain  would  vary  from  point  to  point  and  the  value  of  e^  at  any 
point  would  evidently  be  represented  by  the  expression 

"     «-| (2) 

Compressive  Strain.  —  If  a  bar  of  uniform  section  and  material 
is  subjected  to  a  uniform  compressive  stress  under  a  load  P,  applied 
along  the  axis  (Fig.  2),  the.distance  I,  between  two  points  on  the 

axis,  will  decrease  by  an  amount  c.    In  this  case  the  ratio  j  is 

called  the  compressive  strain  in  the  bar.  As  in  the  case  of  tension 
this  ratio  is  the  same  whatever  the  distance  {  may  be  and  the 
strain  is  uniform.    We  will  denote  this  strain  by  the  symbol 

ec  =  f (3) 

For  a  bar  of  non-imiform  section  or  material  the  expression  for 
the  strain  at  any  point  would  evidently  be 

'-^a (*> 

Units  of  Strain. — It  should  be  noted  that  tensile  and  compressive 
strains  are  ratios  of  the  change-in  length  of  a  line  joining  two  points 
to  its  original  length  and  henfte  the  units  in  which  the  quanti- 
ties are  expressed  are  numbers  only.  When  a  bar  is  subjected  to 
a  uniform  tensile,  or  a  uniform  compressive,  stress,  it  is  obvious  that 
the  strain  produced  is  nimierically  equal  to  the  extension,  or  con- 
traction, per  imit  of  length;  but  the  magnitude  of  the  strain  is 
expressed  in  numbers  and  not  in  linear  imits. 

Hereafter  we  shall  frequently  use  the  letter  6,  simply,  to  denote 
either  a  tensile  or  a  compressive  strain,  the  sign  of  e,  where  neces- 
sary, being  taken  plus  for  tension  and  minus  for  compression. 

In  both  of  the  preceding  cases  the  strains  along  the  axis  of  the  bar 
are  accompanied  by  lateral  strains  in  directions  at  right  angles  to  the 
axis,  the  tensile  stress  producing  a  contraction  and  the  compressive 
stress  an  extension  in  that  direction,  A  discussion  of  the  relations 
between  these  strains  will  follow  later.     (Art.  5.) 

Simple  Extension,  —  Both  tensile  and  compressive  strains  may 
be  designated  by  the  term  extension^  the  extension  being  positive 
in  the  case  of  a  tensile  sti:p.in  and  negative  in  the  case  of  a  com- 
pressive strain.    In  either  of  the  cases  represented  by  Figs.  (1 
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and  2)  the  lateral  strains  accompanying  the  strain  in  the  direc- 
tion of  the  axis  of  the  bar  could  be  prevented  by  the  application 
of  forces  at  right  angles  to  the  axis  uniformly  distributed  over 
the  surface  of  the  bar.  If  this  were  done  the  resulting  strain  in  the 
direction  of  the  axis  would  be  known  as  a  simple  extension. 

Shearing  Strain.  —  We  shall  not  be  able  to  give  a  simple  prac- 
tical illustration  of  this  case,  as  a  deformation  of  this  kind  nearly 
always  occurs  either  in  combination  with  an  elongation  or  a  con- 
traction, or  in  cases  where  the  amount  of  the  distortion  varies 
from  point  to  point  through  the  body  under  strain.  The  following 
may  be  given,  however,  as  an  hypothetical  illustration. 

Suppose  the  opposite  faces  of  a  rectangular  prism  (Fig.  4)  to  be 
subjected  to  the  equal  and  opposite  uniform  shearing  stresses  P 
parallel  to  the  face  mnop.  Under  the  action  of  these  stresses  the 
prism  will  tend  to  distort  into  the  shape  mnoipi.  ' 


L-.«..J 


Fig.  4. 

Other  forces  acting  on  the  prism  will  be  required  to  maintain 
equiUbrium,  but  with  these  we  need  not  be  concerned.  AH  points 
along  the  line  po  will  be  displaced  the  same  amount  along  that  line, 
and  Any  line  a6,  parallel  to  mp,  will  be  displaced  to  the  position 
a6i,  parallel  to  mpi. 

A  distortion  such  as  this  is  known  as  a  simple  shear.  It  may  be 
considered  to  be  the  result  of  the  sliding  of  elementary  layers 
parallel  to  the  faces  mn  and  op  under  the  action  of  the  shearing 
forces  P. 

Units  of  Strain.  —  The  change  in  inclination  y  of  the  perpendicular 
ab,  expressed  in  radians,  will  be  the  numerical  measure  of  the  strain, 
and,  since  this  is  always  small,  the  value  of  y  may  be  expressed  as 

(5) 


^  =  1- 
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The  prisna  mnop  may  be  considered  to  be  a  portion  of  a  body 
distorted  in  simple  shear,  and,  if  all  portions  are  distorted  the  same 
amount,  the  shear  may  be  said  to  be  uniform.  If  the  amount  of 
the  shear  in  different  portions  of  the  body  varies,  the  value  of  y 
will  evidently  be  given  by  the  expression 

-s ■••••(«) 

The  foregoing  description  of  a  simple  shear  affords  a  definition 
of  an  elementary  type  of  shearing  strain.  It  should  be  noted  that 
the  volume  of  the  prism  is  unchanged  by  the  shear  and  that  the 
shear  is  measured  by  the  change  in  inclination  of  two  lines  origi- 
nally at  right  angles. 

6.  Change  of  Volume  under  Stress.  —  As  stated  in  Art.  (4), 
a  tensile  strain  is  accompanied  by  contraction  and  a  compressive 
strain  by  extension  in  all  directions  at  right  angles. 

For  example,  a  bar  of  elastic  material,  subjected  to  a  imiforiji 

tensile  stress,  undergoes  a  imiform  contraction  in  all  directions  at 

right  angles  to  the  axis  of  the  bar.    If  this  contraction  is  expressed 

in  strain  units,  it  will  be  found,  in  the  case  of  a  bar  of  iron  or  steel, 

•  1  1 

to  be  between  ^  and  -r  of  the  strain  in  the  direction  of  the  axis. 
6  4 

While  this  ratio  between  the  two  strains  varies  for  different  ma- 
terials; and  different  grades  of  the  same  material,  it  is  practically 
constant  for  all  bars  of  the  same  grade  of  any  one  material.  It  is 
customarily  called  Poisson's  ratio  and  may  be  denoted  by  the 

symbol  — .    Hence  the  lateral  strain  in  all  directions  at  right  angles 

to  the  axis  of  a  bar  subjected  to  tension  (Pig.  1)  will  be  equal  to 

_?* 
m 

the  n^ative  sign  indicating  that  this  strain  is  of  the  opposite 
character  to  the  strain  e«  in  the  direction  of  the  axis. 

Similarly,  in  the  case  of  a  bar  subjected  to  a  uniform  compres- 
sive stress  (Fig.  2),  a  lateral  strain  is  produced  in  all  directions  at 
right  angles  to  the  axis,  which  will  be  equal  to 

the  value  of  m  in  this  case  being  practically  the  same  as  when  the 
bar  is  subjected  to  tension. 


Digitized  by 


Google 


ELASTIC  UMITS  9 

To  determine  the  proportionate  change  in  volume  in  a  bar 
subjected  to  a  tensile  stress  we  may  assume  the  bar  to  be  of  square 
section,  the  dimensions  of  which  in  the  unstrained  state  are 
aX  a^  the  original  length  being  I.  The  volume  of  the  bar  in  the 
unstrained  state  will  then  be  equal  to 

7  =  la* (1) 

If  6i  is  the  tensile  strain  in  the  direction  of  the  axis  of  the  bar, 
its  length  after  straining  will  be  equal  to 

l  +  etl=-l{l.+  et)  (Art.  4) 

and  the  dimension  of  the  side  of  the  square  cross  section  will  be' 

m  \       mj 

The  volume  of  the  strajned  bar  will,  therefore,  be  equal  to 

r.-!(i  +  .,).'(i-g)' 

The  change  in  volume  due  to  the  strain  will  be  equal  to    • 

.,_K-^.[.,(^)-..(?^)+g].     .    (3, 

The  strain  et  is  such  a  small  quantity  that  all  terms  containing 
higher  powers  of  e«  than  the  first  may  be  neglected  without  intro- 
ducing an  appreciable  error;  and  an  inspection  of  equation  (3) 
shows  that  if  the  value  of  m  is  greater  than  2,  the  volume  is  slightly 
increased  when  the  bar  is  subjected  to  a  tensile  stress.  Hence  the 
denaity  will  be  correspondingly  less. 

A  similar  analysis  in  the  case  of  a  bar  subjected  to  compression 
would  show  a  slight  decrease  in  volume  and  increase  in  density  due 
to  the  stress. 

6,  Elastic  Limits.  —  As  previously  stated  (Art.  2)  the  metals 
and  other  materials  used  in  construction  are  very  nearly  elastic 
provided  the  forces  to  which  they  are  subjected  are  not  too  great. 

It  will  be  found  in  the  case  of  all  the  materials  mentioned, 
however,  that  if  loads  suflScient  to  produce  stresses  above  certain- 
limits  are  applied,  a  permanent  deformation,  or  «e^,  as  it  is  called, 
will  remain  c^ter  the  load  is  removed. 
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The  greatest  stress  intensity  to  which  a  body  of  any  given  materidl 
can  be  svi^ected  without  the  occurrence  of  a  permanent  set  when 
the  load  producing  the  stress  is  removed  is  called  the  elastic  limit  of 
the  material.  The  definition  will  apply  in  the  case  of  each  of  the 
simple  stresses;  thus  we  speak  of  the  elastic  limit  in  tension,  the 
dastic  limit  in  compression  and  the  elastic  limit  in  shear. 

It  is  frequently  the  case  that  when  a  material  undergoes  a  stress 
below  the  elastic  limit  for  the  first  time  a  very  slight  permanent  set 
will  remain  on  the  removal  of  the  stress,  but  succeeding  applica- 
tions of  the  same  stress  produce  no  additional  permanent  defor- 
mation. Such  a  material  can  be  considered  to  be  perfectly  elastic 
for  all  practical  purposes,  the  slight  permanent  set,  caused  by  the 
first  appUcation  of  stress,  being  probably  due  to  overcoming  cer- 
tain initial  strains,  as  they  are  called,  which  are  set  up  during  the 
process  of  manufacture. 

In  the  case  of  most  of  the  materials  used  in  construction,  the 
strains  produced,  when  stresses  below  the  elastic  limit  are  applied, 
are  proportional  to  the  stress  intensities.  This  law  is  commonly 
known  as  Hookers  law.  It  leads  to  a  definition  frequently  given 
for  the  elastic  limit,  viz. :  The  dastic  limit  of  a  material  is  the  limit 
of  stress  intensity  above  which  the  intensity  of  stress  ceases  to  be  pro^ 
portional  to  the  strain.  While  this  definition  is  practically  correct 
for  some  of  the  materials  mentioned,  it  is  not  strictly  true  that  the 
stress  intensity  is  proportional  to  the  strain  for  all  elastic  materials, 
and  hence  the  first  definition  given  for  the  elastic  limit  is  a  more 
correct  one. 

When  a  body  is  subjected  to  a  stress  exceeding  the  elastic  limit 
the  ratio  between  the  stress  and  the  strain  is  less  than  that  between, 
stresses  and  strains  below  the  elastic  limit.  In  other  words,  the 
strain  increases  more  rapidly  than  the  stress  aft^r  the  elastic  limit 
is  exceeded  and,  as  a  rule,  the  rate  of  increase  in  the  strain  becomes 
greater  and  greater  in  proportion  to  the  increase  in  stress,  until  the 
breaking  point  of  the  material  is  reached. 

The  foregoing  statement  of  the  relations  between  stresses  and 
strains  is  true  in  general  for  each  of  the  simple  stresses,  except  that, 
as  we  shall  see  later,  a  slight  modification  will  be  necessary  in  the 
case  of  certain  materials,  when  subjected  to  compressive  stresses. 

7.  Moduli  of  Elasticity.  —  For  any  elastic  material  which 
follows  Hooke's  law  the  ratio  of  the  tensile  stress  intensity  to  the 
strain  produced  by  that  stress  is*  called  the  tensile  modidus  of 
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^elasticity.    We  shall  denote  its  value  by  the  symbol  Et.    Hence, 
following  the  notation  previously  adopted, 

£«=? (1) 

Similarly,  the  ratio  of  the  compressive  stress  intensity  to  the 
strain  produced  is  called  the  compressive  modulus  of  elasticity  and 
will  be  denoted  by  the  symbol 

Ec  =  ^ (2) 

The  metals  and  most  of  the  other  materials  with  which  we  have 
to  deal  follow  the  law  of  proportionality  of  stress  and  strain  quite 
closely,  if  not  exactly,  below  the  limits  of  stress  to  which  they  are 
ordinarily  subjected;  and  it  is  customary  tq  assign  values  for  the 
modulus  of  elasticity  of  each  of  these  materials,  even  if  the  stress 
to  strain  ratio  is  not  quite  constant.  In  the  cases  where  this  ratio 
is  not  exactly  constant  the  values  usually  given  for  the  moduli  of 
elasticity  are  the  averages  obtained  for  low  limits  of  stress. 

For  all  elastic  materials  the  values  of  the  tensile  and  compressive 
moduli  of  elasticity  are  practically  the  same  and  it  is  customary 
to  denote  both  quantities  by  the  letter  E,  hence 

E^Et  =  Ec.     .^ (3) 

This  quantity  is  also  commonly  known  as  Young^s  m^vlus,  after 
Dr.  Thomas  Young,  who  was  the  first  to  define  it. 

The  ratio  of  the  intensity  of  a  shearing  stress  to  the  shearing 
strain  for  an  elastic  material,  following  Hookers  law,  is  called  the 
shearing  modvlus  of  elasticity^  or  the  modulus  of  rigidity.  We  shall 
denote  it  by  the  symbol  G;  hence,  following  the  notation  pre- 
viously adopted, 

G  =  - (4) 

7 

The  modulus  of  rigidity  in  general  has  a  different  value  from  the 
tensile  modulus  of  elasticity,  the  relation  between  the  values  in  the 
case  of  steel;  for  example,  being  approximately 

G  =  Ie (5) 

Units  of  E  and  G.  —  The  imits  in  which  the  values  of  E  and  G  are 
expressed  are  the  same  as  the  units  of  stress  intensity,  viz. :  lbs. 
per  sq.  in.,  lbs.  per  sq.  ft.,  etc.    Since  a  strain  is  always  expressed  by 
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a  number,  which  is  the  same  whatever  system  of  linear  imits  ii^ 
used,  it  is  evident  that  the  imits  in  which  the  ratio  of  stress 
intensity  to  strain  is  expressed  must  be  the  same  as  the  imit 
stresses.  This  fact  may  possibly  be  made  clearer  by  the  following 
modification  of  the  original  definition  given  by  Young  for  the 
quantity  we  call  the  modulus  of  elasticity,  vizii 

The  modulus  of  elasticity  is  the  weight,  which,  if  applied  along 
the  axis  of  a  bar  of  a  unit  cross  section,  would  produce  an  elonga- 
tion equal  to  the  original  length  of  the  bar,  provided  the  ratip  of 
stress  to  strain  could  remain  constant  during  the  distortion. 

8.  Relation  of  Tensile  Stresses  to  Strains  above  the  Elastic 
Limit.  —  If  a  straight  bar  of  very  ductile  steel,  or  soft  stedy  as  it  is 
called,  is  subjected  to  an  increasing  load  in  tension,  the  tensile 
strain  in  the  bar  will  increase  in  direct  proportion  to  the  load,  very 
nearly,  until  the  elastic  limit  is  reached.  After  passing  the  elastic 
limit  the  rate  of  increase  in  the  strain  becomes  greater  than  the 
rate  of  increase  in  the  stress. 

When  the  stress  intensity  has  reached  a  value  a  little  higher  than 
the  elastic  limit,  a  sudden  yielding,  or  stretching,  of  the  bar  takes 
place  without  any  increase  in  load;  in  fact,  this  yielding  may 
continue  at  a  stress  slightly  below  that  at  which  it  begins  and  the 
bar  will  elongate  a  very  considerable  amount  before  any  further 
increase  in  the  load  is  made. 

Yield  Point.  —  The  stress  intensity  at  which  this  action  occurs 
is  called  the  yield  point  of  the  material  in  tension.  At  this  point 
there  is  apparently  a  partial  breaking  down  of  the  structure  of  the 
metal  which  results,  as  will  be  shown  later,  in  a  marked  change  in 
some  of  its  properties.  While  very  fine  measurements  are  neces- 
sary to  determine  the  stretch  in  the  bar  at  lower  loads,  the  elonga- 
tion at  this  point  is  easily  discernible  by  the  eye. 

After  passing  the  yield  point  an  increase  in  stress  is  required 
to  produce  a  further  increase  in  strain,  but  the  proportion  between 
the  increase  in  strain  and  the  corresponding  increase  in  stress 
becomes  greater'as  the  load  is  increased. 

For  loads  below  the  yield  point  the  diminution  in  the  cross 
section  of  the  bar,  due  to  the  lateral  strain  (Art.  5),  can  be  deter- 
mined only  by  very  accurate  measurement,  but  above  this  stress 
it  is  easily  discernible.  The  ratio  between  the  lateral  and  the 
longitudinal  strain  is  not  the  same  as  for  stresses  below  the  elastic 
limit  (Art.  5),  but  increases  as  the  load  increases. 
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After  the  load  reaches  the  maximum  required  to  break  the  bar, 
the  stretching  continues  to  a  very  considerable  extent  until,  just 
before  fracture,  a  local  reduction  in  the  cross  section  takes  place 
as  indicated  at  A  (Fig.  5).    As  this  reduction  increases, 
the  load  required  to  continue  the  stretching  becomes 
less  until  at  the  point  of  fracture  the  tptal  stress  is 
considerably  less  than  the  maximiun  required  to  break 
the  bar. 

Stress-Strain  Diagram.  —  If  we  plot  the  results  of  a 
tensile  test,  like  the  one  just  described,  with  the  ordi- 
nates  representing  stress  intensities  and  the  abscissse  the 
corresponding  strains,  the  smooth  line  drawn  through 
the  points  thus  obtained  is  called  a  stress-strain  diagram. 
Such  a  diagram  for  a  bar  of  soft  steel  tested  in  tension 
is  shown  by  the  curve  marked  C  (Fig.  6). 

In  computing  stress  intensities  it  is 'customary  to 
divide  the  total  stress  by  the  original  area  of  the 
cross  section  of  the  bar  before  undergoing  strain,  and 
hence  above  the  yield  point  the  stress-strain  diagram  C  Fig.  5. 
does  not  show  the  actual  stress  intensities,  but  only  the 
arbitrary  values  obtained  on  the  assumption  that  the  area  of  the 
cross  section  remains  unchanged. 

Breaking  Strength.  ^-  The  maximum  stress  intensity,  computed 
in  the  above  mariner,  which  the  bar  sustains  before  breaking,  is 
called  the  breaking  strength,  or  ultimate  strerigth,  of  the  material  in 
tension,  or,  simply,  its  tensile  strength.  An  inspection  of  the  plot 
C  (Fig.  6)  will  show  that  the  breaking  strength  of  the  soft  steel  bar 
is  50,000  lbs.  per  sq.  in.  and  that  the  yield  point  is  between  33,000 
and  34,000  lbs.  per  sq.  in. 

The  curve  marked  c  (Fig.  6)  is  obtained  by  plotting  the  actual 
stress  intensities  as  ordinates.  For  stresses  below  the  yield  point 
this  line  practically  coincides  with  the  curve  C  but  diverges  more 
and  more  from  it  as  the  breaking  point  is  approached.  Such  a 
plot,  when  compared  with  the  stress-strain  diagram  C,  shows  the 
difference  between  the  stress  intensity,  figured  in  the  usual  way, 
and  the  actual  stress  intensity,  but  is  of  no  practical  value. 

Elastic  Limit.  —  In  order  to  indicate  the  elastic  limit  clearly  it 
is  necessary  to  plot  the  strains  to  a  larger  scale  than  that  used  in 
Fig.  6.  The  diagram  marked  C  (Fig.  7)  is  made  by  plotting  the 
strains  in  the  soft  steel  to  a  scale  25  times  as  large  as  that  used  in 
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Fig.  6.  From  this  diagram  it  may  be  seen  that  the  elastic  limit  of 
the  steel  is  between  24,000  and  25,000  lbs.  per  sq.  in.  It  is  evi- 
dently impossible  to  represent  any  strain  beyond  the  jdeld  point 
within  the  limits  of  the  plot. 


0     JXb  .060  .076  JOO   0^  .150  .m  .«»  .886  .880  .875  .800  .835  .360  .875  M 
Strain- Tension 

Fig.  6. 


Modulus  of  EldsticUy.  —  A  computation  of  the  ratio  of  stress 
intensity  to  strain  for  any  point  below  the  elastic  limit  will  give 
30,000,000  lbs.  per  sq.  in.  as  the  value  of  the  modulus  of  elasticity 
of  the  material. 

Similar  diagrams  for  two  other  grades  of  steel,  for  cast  iron, 
copper  and  aluminum  are  shown  in  Fig.  6.  The  plots  marked 
with  the  large  letters  are  made  with  the  stress  intensities  computed 
in  the  ordinary  way  and  those  marked  with  the  small  letters  repre- 
sent the  actual  stress  intensities.  In  Fig.  7,  the  same  diagrams 
are  plotted  with  strains  to  the  larger  scale. 

The  curves  marked  B  and  b  are  plotted  from  the  results  of  a 
test  on  a  bar  of  what  is  usually  called  "mediiun*'  steel  and  those 
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marked  A  and  a  from  a  test  on  a  bar  of  a  still  harder  grade  of 
"machinery"  steel,  so  called. 

The  elastic  limits,  yield  points  and  breaking  strengths  may 
easily  be  determined  from  an  inspection  of  the  plots,  and  it  will 
also  be  seen  that  the  values  of  the  moduli  of  elasticity  of  the  three 
grades  of  steel  are  the  same. 


.0080.0070.0060.0060.0040.0000.0020.0010    0   .0010.0020.0080.0040.0000.0080.0070.0080 

Oompreasioii  Strain  Tension 

FiQ.  7. 


The  curves  marked  D  are  plotted  from  the  results  of  a  tensile 
test  on  a  bar  of  cast  iron  of  ordinary  grade.  An  inspection  of  these 
plots  shows  that  cast  iron  does  not  follow  Hooke's  law  exactly, 
even  for  low  stresses,  the  stress-strain  diagram  being  a  curve 
throughout.  There  is  no  marked  elastic  limit  and  no  yield  point, 
and  the  reduction  in  the.  area  of  the  cross  section  is  so  slight  that 
the  curve  D,  for  which  the  stress  intensities  are  figured  from  the 
original  area  of  the  section,  gives  very  nearly  the  actual  stress 
intensities  also.  Although  the  ratio  of  stress  to  strain  is  not 
constant  it  is  customary  to  assign  a  value  for  the  modulus  of 
elasticity  of  cast  iron,  calculated  from  the  values  of  the  stress 
intensity  and  straih  at  a  low  load;  the  value  in  the  case  illustrated 
being  about  11,000,000  lbs.  per  sq.  in. 

The  curves  marked  E  and  e  represent  the  results  of  a  tensile 
test  on  a  piece  of  copper  trolley  wire  and  those  marked  F  and  /  the 
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results  of  a  tensile  test  on  a  piece  of  rolled  aluminum  rod.  An 
inspection  of  the  diagrams  (Fig.  7)  shows  that  while  the  material 
in  these  specimens  did  not  follow  Hooke's  law  exactly,  the  ratio 
of  stresses  to  strains  for  low  loads  was  more  nearly  constant  than 
in  the  case  of  cast  iron.  The  elastic  limits,  are  not  definitely 
marked;  in  fact,  there  are  none  if  the  second  definition  of  the 
elastic  limit  (Art:  6)  is  strictly  adhered  to.  An  inspection  of  the 
plots  (Fig.  6)  shows  that  ther6  is  no  yield  point  similar  to  that 
obtained  on  a  steel  specimen,  no  marked  yielding  occurring  until 
the  breaking  point  is  nearly  reached.  As  in  the  case  of  cast  iron 
the  moduli  of  elasticity  may  be  computed  from  the  stress  intensity 
to  strain  ratios  at  low  loads,  the  value  for  the  copper  trolley  wire 
being  very  nearly  18,000,000  lbs.  per  sq.  in.  and  that  for  the 
aluminiun  12,000,000  lbs.  per  sq.  in. 

The  foregoing  results  have  been  cited  to  illustrate  the  variation 
in  the  physical  properties  of  a  few  of  the  metals.  If  other  ma- 
teriab  are  investigated  a  much  wider  variation  will  be  found. 
Other  tests  might  be  cited  to  show  that  the  same  materials  when 
subjected  to  different  treatment  show  marked  variations  from  the 
results  given. 

Load-Deformation  Diagrams.  —  In  ordinary  experimental  work  it 
is  not  customary  to  plot  the  stress-strain  diagrams  as  illustrated, 
but  instead  to  use  the  values  of  the  total  tensile  load  on  the  bar 
as  ordinates  and  the  total  elongations  in  a  given  length,  called  the 
gaged  length  as  abscissa.  A  diagram  plotted  in  this  way  is  called 
a  loadrdeformalion  diagram  and,  if  the  scales  are  properly  chosen, 
it  will  be  very  similar  to  the  stress-strain  diagram  in  form. 

9.  Meastire  of  Ductility.  —  In  addition  to  determining  the 
physical  properties  of  a  material  as  given  in  Art.  8  it  is  customary 
to  measure  its  ductility  when  subjected  to  tension  in  one,  or  both, 
of  two  ways. 

First  Method:  By  determining  the  total  amount  a  certain 
gaged  length  of  a  test  bar  elongates  before  fracture  occurs.  The 
result  is  expressed  as  a  percentage  ratio  between  the  increase  in 
the  gaged  length  and  its  original  value  before  the  bar  is  subjected 
to  strain  and  is  commonly  called  the  percentage  of  uUimaie  elonga- 
tion. The  values  obtairifed  from  the  tests  on  the  three  grades  of 
steel  (Art.  8)  were,  respectively,  for  Ay  24.4  per  cent;  for  B,  31.4 
per  cent  and  for  C,  37.5  per  cent.  The  value  obtained  for  cast 
iron  was  very  small,  viz.,  for  Z),  0.6  per  cent.    The  values  obtained 
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from  the  tests  on  the  copper  and  aliumnum  were,  respectively,  for 
Ey  6.5  per  cent  and  for  F,  6.8  per  cent.  These  values  may  be  easily 
verified  from  thg  diagrams  (Figs.  6  and  7).  The  gage  length  in 
each  case  was  8  inches. 


ISOOOOr 


.060     .100    .laO     .800     .850    .800    .850    .400    .450    .500    .550     .000    .600 
Strain-  Compression 

FiQ.  8. 

Second  'Method:  By  dividing  the  difference  in  the  area  of  the 
smallest  cross  section  at  the  time  of  fracture  and  the  origmal  area 
before  the  stress  is  applied  by  the  original  area  and  expressing  the 
ratio  in  per  cent.  The  result  is  called  the  percentage  of  redv4iion 
of  the  area  of  the  cross  section.  Designating  the  materials  by  the 
letters  on  the  plots  (Figs.  6  and  7),. the  values  obtained  from  the 
tests  quoted  were,  respectively:  machinery  steel,  il,  51.4  per  cent; 
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medium  steel,  B,  66,4  per  cent;  soft  steel,  C,  73,3  per  cent;  cast 
iron,  Z),  0.6  per  cent;  copper  trolley  wire,  E^  52.3  per  cent;  rolled 
aluminum  rod,  F,  67.8  per  cent. 

10.  Effect  of  Shape  of  Test  Piece  on  Tensile  Properties.  — 
The  most  common  form  of  test  piece  for  determining  the  proper- 
ties of  a  material  in  tension  is  circular  in  section  and  of  uniform 
diameter,  either  throughout  its  entire  length  (Fi^.  9  a)  or  through- 
out the  middle  portion  of  its  length  (Figs.  9  h  and  9  c). 


n 


\  / 


Fig.  9. 

The  straight  cylindrical  piece  (Fig.  9  a)  is  suitable  for  a  ductile 
material  but  in  the  case  of  a  less  ductOe  material  there  is  a  liability 
of  breaking  the  piece  at  the  points  at  which  it  is  held  by  the  grips 
of  the  testing  machine.  For  the  latter  material  the  test  piece 
(Fig.  9  6)  is  better  suited,  where  it  is  evident  that  the  break  must 
occur  in  the  straight  portion  between  the  large  ends  to  which  the 
grips  are  applied.  For  brittle  material,  like  cast  iron,* the  form 
Fig.  9  c  is  used.  This  is  a  modification  of  Fig.  9  6,  the  ends 
being  threaded  to  fit  suitable  holders,  which  should  be  made  with 
spherical  bearings  to  ensure  a  correct  alignment  of  the  pull  on  the 
test  piece. 

In  determining  the  tensile  properties  of  any  material  it  will  be 
found  that,  provided  the  length  of  the  straight  portion  of  the  test 
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piece  is  four  diameters  or  more,  th^  values  obtained  for  the  elastic 
properties  and  for  the  breaking  strength  of  the  material  are  not 
affected  to  any  appreciable  extent  by  varying  the  size  of  the  piece. 
It  will  be  found,  however,  that  the  measurements  of  ductility  will  be 
affected  by  varying  either  the  diameter  or  the  length  of  the  test 
piece.  Both  the  percentage  of  the  reduction  of  area  and  the  ulti- 
mate elongation  will  decrease  as  the  diameter  of  the  piece  is  in- 
creased, and  for  any  given  diameter  the  percentage  of  the  ultimate 
elongation  will  diminish  as  the  gaged  length  of  the  piece  is  in- 
creased. 

It  is,  therefore,  apparent  that  comparative  values  of  the  tensile 
properties  of  different  materials,  particularly  of  their  ductility, 
can  be  obtained  only  by  using  test  pieces  of  the  same  dimensions. 

The  test  piece  of  the  form  (Fig.  9  d)  is  given  as  an  example  of 
a  form  which  gives  incorrect  results.  It  is  evident  that  the  frac- 
ture must  occur  at  the  section  at  the  bottom  of  the  groove  and 
that  it  would  be  impossible  to  measure  the  elastic  properties  or  the 
ductility  of  the  material  in  the  ordinary  way.  Moreover,  the 
breaking  strength  obtained  from  such  a  specimen  will  be  from  3  to 
30  per  cent  higher  than  the  value  obtained  from  the  cylindrical 
test  piece  of  a  length  of  four  diameters  or  over,  the  amount  of  the 
variation  depending  on  the  ductility  of  the  material. 

In  determining  the  properties  of  sheet  metal,  fiat  plates  and 
certain  rolled  sections  it  is  customary  to  use  a  test  piece  of  rec- 
tangular cross  section  of  the  form  (Fig.  9  e),  cut  to  certain  standard 
dimensions,  the  thickness  of  the  piece  being  uniform  throughout. 

11.  Relation  of  Compressive  Stresses  to  Strains  above  the 
Elastic  Limit  —  A  cube,  a  short  cylinder,  or  a  prism,  of  a  brittle 
material  when  subjected  to  an  increasing  compressive  stress  will 
finally  fail  by  breaking  down  along  certain  lines  of  cleavage, 
making  angles  in  the  neighborhood  of  30  degrees  with  the  direction 
of  the  line  of  pressure,  as  indicated  by  the  sketch  (Fig.  10  a). 

A  similar  piece  of  a  ductile  material  when  subjected  to  the  same 
treatment  will  squeeze  out  into  a  form  similar  to  that  illustrated 
(Fig.  10  b).  After  a  certain  pressure  is  reached,  longitudinal  cracks 
similar  to  those  indicated  in  the  sketch  will  appear  at  the  circum- 
ference, but  the  piece  will  continue  to  fiatten  out  and  sustain  a 
continually  increasing  load. 

Hence  a  brittle  material  will  have  a  definite  breaking  strength  in 
compression,  but  in  the  case  of  the  ductile  material  no  breaking  or 
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ultimate  load  is  reached.  Under  lower  pressures,  however,  both 
the  brittle  and  the  ductile  materials  exhibit  properties  very 
similar  to  those  shown  when  they  are  subjected  to  tension  and  the 
elastic  limits  and  yield  points  in  compression  agree  very  closely 
with  those  shown  in  tension. 

The  plots  Au  etc.  (Fig.  7),  show  the  compressive  stress-strain 
diagrams  for  short  cylinders  cut  from  the  same  pieces  from  which 


Fig.  10. 

were  taken  the  tensile  test  pieces  for  which  the  diagrams  A^  etc. 
(Fig.  7),  were  made.  In  each  case  the  letter  on  the  compression 
diagram  is  the  same  as  that  for  the  same  material  on  the  tension 
diagram  with  the  subscript  added. 

A  comparison  of  the  diagrams  Ai,  Bi,  Ci  with  the  diagrams  A, 
B,  C  will  show  that  for  each  of  the  three  grades  of  steel  the  moduli 
of  elasticity,  the  elastic  limits  and  the  yield  points  are  very  nearly 
the  same  in  compression  as  in  tension.  A  comparison  of  the  dia- 
grams Ely  Fi  and  E,  F  will  show  that  for  the  stresses  within  the 
limits  of  the  plots  the  properties  of  the  copper  and  aluminum  are 
very  nearly  the  same  in  both  compression  and  tension.  The 
diagram  Di  for  cast  iron  shows  that  there  is  not  nearly  as  rapid  a 
decrease  in  the  stress-strain  ratio  in  compression  as  there  is  in 
tension,  that  the  breaking  strength  in  compression  is  much  higher 
than  in  tension  and  that,  as  in  tension,  there  is  no  definite  elastic 
limit  and  no  yield  point. 

The  plots  shown  (Fig.  8)  represent  the  compressive  stress-strain 
diagrams  for  the  same  materials  with  the  strains  measured  to  a 
small  enough  scale  to  enable  the  stress-strain  relations  above  the 
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jdeld  points  of  the  ductile  materials  to  be  shown.  As  in  the 
case  of  the  tensile  tests,  the  stress  intensities  were  computed  by 
dividing  the  total  load  on  the  test  piece  by  the  area  of  the  original 
cross  section.  The  plots  of  these  intensities  are  shown  by  the  full 
lines  ill,  etc.,  and  may  be  compared  with  the  corresponding  tensile 
stress  intensities  to  a  similar  scale  (Fig.  6).  The  dotted  lines  ai, 
etc.  (Fig.  8),  represent  the  actual  stress  intensities  computed  by 
dividing  the  load  by  the  area  of  the  greatest  cross  section  at  the 
time  the  load  was  sustained.  The  plots  are  of  interest  as  they 
show  the  relation  between  the  nominal  stress  intensity  computed 
from  the  original  area  and  the  actual  stress  intensity  on  the 
greatest  cross  section,  but  otherwise  are  of  no  practical  value. 

With  the  exception  of  the  cast  iron  shown  by  the  plots  Di  and 
di  no  breaking  or  ultimate  strengths  were  obtained  and  the  dia- 
grams might  have  been  continued  indefinitely  beyond  the  limits 
shown. 

The  breaking  strength  of  the  cast  iron  in  compression  was 
98,000  lbs.  per  sq.  in.,  nearly  4.5  times  the  breaking  strength  in 
tension  (Fig.  7). 

If  cylinders,  or  prisms,  of  moderate  length  were  used  for  test 
pieces,  instead  of  the  short  pieces  from  which  the  foregoing  results 
were  obtained,  it  would  be  found  that  the  stress-fitrain  diagrams 
below  the  elastic  limits  for  the  ductile  materials  would  be  nearly 
identical  with  those  shown;  but  that,  at  stresses  very  little  greater 
than  the  yield  points,  the  test  pieces  would  buckle  in  the  manner 
indicated  (Fig.  10  c),  after  which  the  loads  which  they  sustained 
would  gradually  diminish.  Hence,  with  such  test  pieces,  maxi- 
mum values  of  stress  intensities,  or  ultimate  strengths  in  com- 
pression, would  be  obtained.  Even  a  brittle  material  like  cast 
iron  when  tested  in  this  manner  would  fail  by  buckling  with  an 
ultimate  strength  much  less  than  that  obtained  with  the  short 
test  piece. 

If  the  test  pieces  were  made  extremely  long  in  comparison  with 
the  dimensions  of  the  cross  sections  they  will  be  found  to  bend 
and  fail  to  sustain  an  increase  in  load  before  the  stress  intensity 
has  reached  the  elastic  limit  of  the  material. 

Hence  the  uUimcUe  strength  of  a  material  in  compression  depends 
on  the  relation  between  the  length  and  the  cross  section  of  the  piece 
which  is  subjected  to  pressure.  A  more  complete  discussion  of  this 
relation  will  follow  later  under  the  theory  of  columns. 
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12.  Stress-Strain  Relations  in  Shear.  —  It  is  Impracticable  to 
determine  the  stress-strain  relations  in  shear  by  direct  measure- 
ments as  m  the  case  of  tensile  or  compressive  stresses.  An  indirect 
method  of  doing  this  will  be  discussed  later  under  the  theory  of 
torsion. 

To  determine  the  ultimate  or  breaking  strength  in  shear^  a 
piece,  such  as  a  rivet  or  a  bolt  joining  two  plates  together,  may  be 
broken  in  shear  along  the  cross  section  between  the  plates  by 
appl3ring  a  pull  in  the  manner  indicated  in  Fig.  3,  means  being 
used  at  the  same  time  to  prevent  the  bending  of  the  plates  due  to 
the  lines  of  pull  on  the  two  not  coinciding.  The  ultimate  strength 
of  such  a  piece  in  shear,  or  the  shearing  strength  as  it  is  usually 
called,  is  computed  by  dividing  the  greatest  load  which  the  piece 
sustains  before  failure  by  the  area  of  its  original  cross  section. 
The  shearing  strengths  of  other  materials  may  be  determined  in 
a  similar  manner. 

When  the  material  is  in  the  form  of  a  flat  plate,  another  method 
of  determining  its  shearing  strength  is  to  find  the  pressure  neces- 
sary to  force  a  hole  through  the  plate  by  means  of  a  punch  and  die 
and  to  divide  this  pressure  by  the  original  area  of  the  section  of  the 
metal  cut  through*  Owing  to  the  fact  that  the  amount  of  dis- 
tortion before  failure  is  generally  less  in  this  case  than  when  a 
bolt  or  rivet  is  broken  in  shear,  the  value  of  the  shearing  strength 
of  a  material  determined  in  this  way  is,  as  a  rule,  higher  than  the 
value  obtained  by  testing  a  bolt  or  rivet. 

13.  Strains  and  Stresses  due  to  Changes  in  Temperature.  — 
All  materials  undergo  small  deformations  with  changes  in  tem- 
perature unless  restrained  by  the  action  of  external  forces.  When 
free  from  stress  the  amount  of  the  deformation,  or  strain,  due  to  a 
change  in  temperature  depends  not  only  on  the  material  but  also, 
to  a  sUght  extent,  on  the  treatment  it  has  received  during  the 
process  of  manufacture. 

Practically  all  the  materials  with  which  we  have  to  deal  expand 
equally  in  all  directions  under  an  increase  in  temperature  and  the 
ratio  of  the  increase  in  any  linear  dimension  of  a  body,  under  a 
change  in  temperature  of  one  degree,  to  the  original  value  of  the 
dimension  is  called  the  coefficient  of  linear  expansion  of  the  material 
of  which  the  body  is  composed. 

•  In  the  case  of  a  straight  rod  the  coefficient  of  linear  expansion 
would  evidently  be  equal  to  the  change  in  length  of  a  unit  length 
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of  the  rod  under  a  change  in  temperature  of  one  degree.  In  other 
words,  the  coefficient  of  linear  eocpanaion  is  the  extension  due  to  a 
unit  change  in  temperature,  and  its  value  for  any  material  will 
depend  on  the  scale  of  temperature  used. 

If  a  body  is  constrained  so  that  it  is  not  free  to  expand  or  con- 
tract, stresses  will  be  set  up  by  a  change  in  temperatiu^.  If  a 
straight  rod,  for  example,  is  rigidly  held  at  the  ends,  a  compressive 
stress  will  be  set  up  by  an  increase  and  a  tensile  stress  by  a  decrease 
in  its  temperatiure. 

The  intensity  of  stress  on  any  cross  section  of  the  rod  due  to  a 
temperature  change  would  be  the  same  as  that  corresponding  to 
the  strain  which  would  be  induced  by  the  same  change  in  tempera- 
ture if  the  rod  were  free. 

14.  Effect  of  a  Stress  above  the  Elastic  Limit.  —  If  a  bar 
of  steel  is  subjected  to  a  tensile  stress  beyond  the  elastic  limit  and 
the  stress  is  then  gradually  renioved  and  measurements  of  strain 
are  taken  meanwhile,  the  stress-strain  diagram  will  be  very  nearly 
a  straight  line  and  when  the  stress  is  entirely  removed  a  certain 
permanent  strain,  or  set  (Art.  6),  will  remain.  The  difference  be- 
tween this  permanent  strain  and  the  total  strain  in  the  bar  before 
the  load  was  removed  may  be  called  the  elastic  strain  at  that  load 
and  the  ratio  between  this  elastic  strain  and  the  corresponding 
stress  intensity  will  be  approximately  the  same  as  the  stress-strain 
ratio  before  the  elastic  limit  was  exceeded. 

If,  immediately  after  the  stress  has  been  reduced  to  zero,  the 
load  on  the  bar  is  again  gradually  increased  and  measvu-ements  of 
strains  are  made,  no  definite  elastic  limit  will.be  found  until  the 
load  previously  applied  to' the  bar  has  been  very  nearly  reached. 

The  diagram  for  a  bar  of  soft  steel  which  has  been  tested  in  the 
above  manner  is  shown  by  the  plot  A  (Fig.  11).  The  original 
elastic  limit  for  this  steel  was  27,500  lbs.  per  sq.  in.  After  in- 
creasing the  stress  to  35,500  lbs.  per  sq.  in.  the  load  was  gradually 
reduced  to  zero  and  then  increased  immediately.  On  the  second 
increase  of  load  the  elastic  limit  was  foimd  to  be  about  35,000  lbs. 
per  sq.  in. ,  Qn  the  diagram  the  line  6c  for  the  decreasing  load  and 
the  line  cd  for  the  increasing  load  very  nearly  coincide  and  differ 
very  little  from  a  straight  line  parallel  to  oa,  the  stress-strain  line 
below  the  elastic  limit.  The  permanent  set  is  represented  by  the 
abscissa  oc.  Aft^r  reaching  the  second  elastic  limit  the  load  was 
still  further  increased,  the  stress-strain  diagram  following  very 
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nearly  the  same  line  that  it  would  if  no  reduction  in  the  load  had 
been  made,  until  a  stress  of  about  46,000  lbs.  per  sq.  in.  was 
reached.  The  load  was  again  reduced  to  zero  and  immediately 
increased,  with  a  result  very  similar  to  that  obtained  before,  the 
elastic  limit  this  time  being  a  little  over  45,000  lbs.  per  sq.  in. 
The  test  was  then  completed  by  carrying  the  load  to  the  breaking 
point. 

The  diagram  marked  B  (Fig.  11)  shows  the  results  of  a  similar 
test  on  a  bar  of  medium  steel.      In  this  case  the  elastic  limits 
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obtained  after  decreasing  the  stress  to  zero,  first  from  44,500  lbs. 
per  sq.  in.  and  then  from  57,500  lbs.  per  sq.  in.,  were  slightly  higher 
than  the  stresses  previously  sustained  by  the  bar.  A  further 
increase  in  the  values  of  these  special  elastic  limits  would  be 
obtained  if,  after  the  load  had  been  removed,  the  bar  had  been 
allowed  a  period  of  rest  before  the  load  was  again  increased.  Such 
a  period  of  rest  would  result  also  in  a  decrease  in  the  amount  of 
ductility  remaining  in  the  bar  below  the  normal,  which  would 
differ  little,  if  any,  from  that  represented  by  th§  ultimate  strain 
on  the  plot.    In  other  words,  a  period  of  rest  after  the  overstrain, 
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as  it  is  frequently  called,  will  further  increase  the  elastic  limit  and 
reduce  the  ductility  of  the  material. 

If  the  lines  he,  cd,  ef,  fg  on  diagram  A  and  the  lines  kl,  Im,  np, 
pq  on  diagram  B  were  plotted  with  the  strains  to  a  much  larger 
scale  they  would  be  found  to  be  slightly  curved  instead  of  straight; 
that  is,  the  stress  intensities  are  not  exactly  proportional  to  the 
strains  below  the  new  elastic  limits  produced  by  overstraining. 
The  proportion  varies  so  little,  however,  that  the  term  elastic 
limit  is  used  to  denote  the  stress  intensity  at  which  a  distinct 
change  occurs. 

Hysteresis  of  Strain. — The  time  which  elapses  during  the  de- 
crease or  increase  of  the  load  on  the  bar  will  also  affect  the  strains 
obtained.  If  the  stress  is  quickly  decreased  and  then  held  constant 
the  strain  will  continue  to  decrease  for  a  considerable  time  after^ 
The  reverse  is  true  if  the  stress  is  suddenly  increased  to  a  value 
below  the  elastic  limit,  tj^e  strain  in  this  case  increasing  for  a  con- 
siderable time  under  a  constant  stress  until  a  state  of  equilibrium 
is  finally  reached.  This  change  in  strain  under  a  constant  stress 
is  called  the  hysteresis  of  strain.  It  may  be  measured,  by  the 
difference  between  the  initial  strain  at  a  given  stress  and  its  final 
value  after  the  strain  has  become  constant.  For  stresses  below 
the  original  elastic  limit  the  hyBteresis  is  barely  discernible,  but 
it  becomes  more  distinct  after  a  piece  has  been  subjected  to  a 
stress  beyond  the  elastic  limit  and  the  stress  is  then  removed. 

In  the  foregoing  discussion  the  results  of  tensile  tests  on  steel 
have  been  cited  as  illustrations.  Similar  results  would  be  ob- 
tained with  steel  under  compression  and  with  other  ductile  ma- 
terials in  a  greater  or  less  degree. 

16«  Resilience.  —  In  a  general  sense  resilience  may  be  defined 
as  the  ability,  which  a  body  under  strain  possesses,  of  returning 
to  its  original  dimensions  when  the  cause  of  the  strain  is  removed. 

In  mechanics  the  term  is  used  to  denote  the  amount  of  work 
which  a  body  under  strain  is  capable  of  doing  in  returning  to  its 
unstrained  state;  that  is,  the  resilience  is  the  potential  energy  dtie  to 
the  strain.  A  distinction  must  be  made  between  this  quantity  and 
the  work  done  in  producing  deformation,  which  will  be  equal  to 
the  resilience  only  when  the  body  is  composed  of  a  perfectly 
elastic  material. 

If  we  refer  to  Fig.  12,  in  which  the  first  part  of  the  stress-strain 
diagram  B  (Fig.  11)  is  reproduced  with  the  strains  to  a  larger 
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scale,  it  will  be  evident  that  the  work  done  in  producing  the  stress 
intensity  a  on  the  cross  section  of  the  bar  will  be  equal  to  the 
shaded  area  oag  multiplied  by  the  proper  factor.  Since  the  dia- 
gram is  plotted  to  represent  unit  stresses  and  strains  this  factor 
would  be  equal  to  the  product  of  the  scales  of  the  stress  intensities 
and  strains  multiplied  by  another  factor  depending  on  the  area  of 
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the  cross  section  and  the  length  of  the  bar.  In  this  case  the  work 
done  in  producing  the  strain  is  very  nearly  equal  to  the  resilience 
at  the  stress  intensity  a,  since  practically  no  permanent  set  would 
remain  after  the  removal  of  the  load,  and  the  area  oag  would  repre- 
sent the  work  done  by  the  bar  during  the  recovery  of  its  original 
length. 

If,  however,  a  load  sufficient  to  produce  a  stress  intensity  6, 
above  the  elastic  limit,  were  applied,  the  work  done  in  producing 
the  strain  would  be  equal  to  the  area  ohkhfo,  multiplied  by  the  same 
factor  as  before.  In  this  case  the  resilience  at  the  stress  intensity 
6  would  be  equal  to  the  area  c6/,  multiplied  by  the  same  factor;  be 
being  the  stress-strain  line  under  the  decreasing  load.  It  is  evi- 
dent that  when  the  stress  intensity  is  above  the  yield  point  a  large 
part  of  the  work  done  is  used  up  in  producing  permanent  strain, 
a  very  small  portion  remaining  in  the  form  of  strain  energy. 
Similar  results  would  be  obtained  with  a  steel  bar  subjected  to 
compression  and  to  a  varying  degree  with  other  materials  sub- 
jected to  tension  or  compression. 
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In  the  light  of  the  forgoing  discussion  the  expression  represent- 
ing the  resilience  of  a  bar  of  any  material  which  follows  Hooke's 
law,  under  a  uniform  tensile  stress,  may  be  deduced  as  follows: 
Let  A  =  the  area  of  the  cross  section,  I  =  the  length  of  the  bar, 
E  =  the  modulus  of  elasticity  and  e  =  the  strain  when  the  stress 
intensity  is  equal  to  p.  The  total  stress  on  the  cross  section  of  the 
bar  will  then  be  equal  to  P= p^l  and  the  total  elongation  in  the  bar 
to  a  =  ei  and  from  the  form  of  the  shaded  portion  oag  of  the  dia- 
gram (Fig.  12),  it  is  evident  that  the  resilience  will  be  equal  to 

^==1  x«  =  T^^ ^^> 

But  e^^\ 

where  V  =  Aly  the  volume  of  the  bar. 

In  the  case  of  a  bar  subjected  to  uniform  compressive  stress,  the 
expression  for  the  resilience  at  any  stress  intensity  p  will  evidently 
be  that  given  by  equation  (2) ;  and,  if  the  modulU)f  elasticity  in 
tension  and  compression  are  equal,  the  values  of  the  resiUence  in 
tension  and  compression  will  be  the  same. 

Modvlus  of  Resilience.  —  If  7  =  unity,  equation  (2)  becomes 

^==2¥ ^^^ 

The  quantity  Ro  is  called  the  modulus  of  resilience  of  the  material 
at  the  stress  intensity  p.  It  is  evident  that  the  resilience  of  a  bar 
of  any  dimensions  subjected  to  a  imiform  tensile  or  compressive 
stress  of  intensity  p  will  be  equal  to 

R^RoV, (4) 

where  Rq  =  the  modulus  of  resilience  of  the  material  at  the  stress 
intensity  p. 

Proof  Resilience.  —  When  the  stress  intensity  p  is  equal  to  the 
elastic  limit  of  the  material  the  value  of  /2  is  sometimes  called  the 
proof  resilience  of  the  bar. 

When  the  stress-strain  lines  for  decreasing  stresses  are  approxi- 
mately parallel,  as  those  shown  in  Fig.  11,  it  is  evident  that  the 
resilience  under  a  direct  stress  above  the  elastic  limit  will  be 
approximately  represented  by  the  same  equation  (2)  as  when  the 
stress  intensity  is  equal  to  or  less  than  the  elastic  limit. 
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The  term  resilience  is  not  restricted  in  its  application  to  cases  of 
direct  stress  only,  but  is  used  to  denote  the  strain  energy  due  to 
shear  and  also  that  due  to  more  complex  stresses,  such  as  are  pro- 
duced by  bending  and  torsion.  The  deduction 
of  the  expressions  for  its  value  in  such  cases 
must  be  deferred  until  later. 

16.  Effect  of  an  Impact  Producing  a  Direct 
Stress.  —  A  tensile  stress  due  to  an  impact 
may  be  produced  by  allowing  a  sliding  weight 
to  fall  against  a  stop  on  the  lower  end  of  a  bar 
which  is  rigidly  held  in  a  vertical  position  by  a 
support  at  its  upper  end,  as  shown  in  Fig.  13. 
If  the  bar  is  perfectly  elastic  it  will  act  like  a 
spring,  stretching  a  maximum  amount  a  when 
the  blow  is  struck  and  then  oscillating  slightly 
until  equilibrium  is  restored,  the  final  elongation 
being  the  same  as  would  be  produced  by  a  gradual  application 
of  the  weight. 

If  the  bar  is  of  uniform  section  and  material,  and  Z  =  its  original 
length,  A  =  the  area  of  the  cross  section,  p  =  the  maximum  stress 
intensity  produced  and  h  =  the  distance  through  which  the  weight 
falls  before  striking  the  stop,  we  may  write 


Fig.  13. 


W{h  +  a)^lpAa=^l^. 


Solving  for  p  we  obtain 


_2W/h  +  a\  ^  j2WEih  +  dj 
'^       A   \    a    }      y  Al 


(1) 


(2) 


-Vl 


If  we  eliminate  a,  by  substitutii^  its  value  a  =^'m  equation 
(2),  and  reduce  we  obtain 

The  above  equations  are  based  on  the  assumption  that  all  of  the 
work  done  by  the  force  of  gravity  acting  on  the  falling  weight  is 
used  up  in  stretching  the  bar.  Since  neither  the  weight  nor  the 
stop  can  be  absolutely  rigid  it  is  evident  that  a  part  of  the  energy 
of  the  blow  would  be  absorbed  in  compressing  the  weight  and  the 
stop  and  hence  the  actual  value  of  p  would  always  be  somewhat 
less  than  that  given  by  equation  (2)  or  (3). 
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The  effect  of  a  weight  faUing  on  a  bar  of  elastic  material  in  a 
manner  to  produce  compression  would  evidently  be  the  same  as  in 
the  case  of  tension. ' 

When  the  force  of  the  blow  is  great  enough  to  produce  a  stress 
above  the  elastic  limit  it  is  evident  that  the  above  equations  no 
longer  hold  true.  If  the  stress  produced  is  above  the  yield  point, 
nearly  all  of  the  energy  of  the  blow  is  used  up  in  producing  per- 
manent distortion;  and  the  greatest  stress  intensity  will  be  very 
much  less  than  that  given  by  equation  (2). 

17.  Suddenly  Applied  Load.  —  If  in  the  preceding  case  the 
weight  W  were  suspended  so  as  to  be  in  contact  with  the  stop 
(Fig.  13);  without  exerting  any  pressure  upon  it,  and  then  were 
allowed  to  fall  we  would  have  an  illustration  of  what  is  usually 
called  a  suddenly  applied  load  in  tension;  that  is,  a  load  applied 
instantly,  but  without  any  blow,  or  shock.  Substituting  h  =  0 
in  equation  (2)  (Art.  16),  we  obtain  for  the  value  of  the  maximum 
intensity  of  stress  produced  by  a  load  applied  in  this  manner, 

_2W 

V    '~         A       9    •        •         •        •        •         •         •        •         \^) 

which  is  evidently  double  the  intensity  which  would  be  produced, 
if  the  load  W  were  gradually  applied  to  the  bar. 

The  same  relation  would  exist  between  the  maximum  stress 
intensity  due  to  a  suddenly  applied  load  and  a  gradually  applied 
load  in  compression. 

As  in  the  case  of  the  stress  due  to  impact  (Art.  16),  if  the  maxi- 
mum stress  intensity  p  is  above  the  elastic  limit  the  relation  ex- 
pressed by  equation  (1)  no  longer  holds  true;  and  above  the  yield 
point  the  value  of  p  due  to  a  suddenly  applied  load  will  be  very 
much  less  than  that  given  by  the  equation. 

18.  Effect  of  the  Rate  of  Application  of  the  Load  on  the  Maxi- 
mum Stress  Intensity.  —  In  Art.  17  we  have  deduced  the  relation 
between  the  maximum  direct  stress  intensity  produced  by  a  sud- 
denly applied  and  a  gradually  applied  load.  In  many  cases  in 
practice  the  load  to  which  a  piece  is  subjected  is  not  applied 
instantaneously,  but  at  a  rate  sufficient  to  produce  a  maximum 
stress  intensity  greater  than  would  be  obtained  if  it  were  grad- 
ually applied.  In  the  light  of  the  preceding  discussion  the  maxi- 
mum stress  intensity  produced  by  such  a  load  would  vary  with  the 
rate  of  application,  but  would  nevw  be  greater  than  in  the  case 
of  a  suddenly  applied  load. 
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A  load,  rapidly  applied  in  the  above  maimer,  or  applied  so  as 
to  produce  a  shock  (Art.  16),  is  frequently  called  a  dynamic  load, 
in  distinction  from  a  stationary  or  static  load. 

On  account  of  the  imcertainty  which  usually  exists  in  practice 
in  regard  to  the  exact  rate  of  application  of  a  dynamic  load,  the 
determination  of  the  maximum  stress  intensity  produced  must  be 
largely  by  an  estimate  based  on  the  results  of  experience. 

When  the  maximum  stress  intensity  produced  by  a  dynamic 
load  exceeds  the  yield  point  the  difference  between  it  and  the 
stress  intensity  due  to  the  same  static  load  is,  as  has  already  been, 
stated  (Arts.  16-17),  not  nearly  so  great  as  when  the  elastic  limit 
is  not  exceeded.  From  an  inspection  of  the  stress-strain  diagrams 
for  ductile  steel  (Figs.  11-12),  it  would  appear  that  when  the 
maximum  stress  intensity  produced  by  a  rapidly  applied  load, 
which  was  not  of  the  nature  of  a  blow,  exceeded  the  yield  point  it 
would  be  very  little  greater  than  that  produced  by  a  static  load 
of  the  same  magnitude. 

Another  factor,  not  previously  considered,  enters  into  the  case, 
however;  namely,  the  rate  at  which  a  strain  above  the  yield  point, 
or,  as  is  commonly  stated,  the  rate  at  which  the  flow  of  the  ma- 
terial above  this  point  takes  place.  Thus,  it  would  be  found  in 
the  case  of  the  steel  for  which  the  diagrams  are  shown  (Figs.  11 
and  12),  that,  if  the  load  were  very  rapidly  increased,  the  stress- 
strain  line  above  the  elastic  limit  would  be  higher  than  that  shown, 
since  time  enough  would  not  be  allowed  for  the  complete  distortion 
due  to  each  increment  of  load  to  take  place.  The  result  would  be 
that  all  of  the  stresses  corresponding  to  given  amounts  of  distor- 
tion, including  the  ultimate  strength,  would  be  higher  than  those 
obtained  with  a  gradually  increasing  load. 

The  results  obtained  with  other  materials  would  be  similar,  to  a 
greater  or  less  degree,  to  those  obtained  with  steel;  and  also,  the 
results  obtained  imder  compressive  stresses  would  be  affected 
similarly  to  those  obtained  under  tensile  stresses. 

It  is  evident  from  the  above  that  in  order  to  determine  correctly 
the  properties  of  a  material  \mder  a  tension  or  compression  stress 
the  rate  of  application  of  the  load  must  be  slow  enough  to  allow 
the  normal  amount  of  distortion  due  to  each  increment  of  load  to 
take  place. 

19.  Effect  of  Varjring  Stresses.  —  It  is  a  well  known  fact  that 
when  a  piece  is  subjected  to  a  varying  stress,  such  as  would  be 
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produced  by  a  continually  changing,  or  by  an  intennittent  load, 
failure  will  occur  when  the  maximum  intensity  of  the  varying 
stress  is  considerably  below  the  breaking  strength,  determined  in 
the  usual  way  (Art.  8),  provided  the  fluctuation  in  the  stress  is 
repeated  a  sufficient  number  of  times.  The  first  thorough  inves- 
tigation of  the  influence  of  varying  stresses  in  producing  fracture, 
and  on  other  properties  of  iron  and  steely  was  made  by  Wohler, 
between  1860  and  1870.  Since  then  a  large  amoimt  of  experi- 
menting along  the  same  line  on  iron  and  steel  and  other  materials 
has  been  done  by  other  investigators. 

It  is  not  within  the  province  of  this  text  to  give  in  detail  the 
results  of  these  investigations,  but  merely  to  state  in  a  general  way 
some  of  the  conclusions  which  may  be  drawn  from  them.  These 
conclusions  follow: 

When  a  piece  is  subjected  to  a  continually  fluctuating  stress  in 
tension,  which  varies  from  zero  to  a  given  maximum  intensity,  it 
will  finally  break  after  a  certain  number  of  repetitions  of  the  varia- 
tion in  stress,  if  the  maximum  stress  intensity  is  above  the  elastic 
limit  of  the  material,  determined  in  the  usual  way  (Art.  6).  The 
number  of  repetitions  of  the  variation  in  stress  required  to  produce 
fractiu^  will  increase  as  the  maximum  intensity  of  the  stress  is 
decreased  to  a  value  at  which  an  indefinite  number  of  repetitions 
fails  to  produce  fracture.   "* 

When  a  piece  is  subjected  to  a  varying  stress  which  fluctuates 
between  a  maximum  and  a  minimum  intensity,  the  latter  being 
greater  than  zero,  the  value  of  the  maximum  intensity  at  which 
the  piece  will  endrn^  an  indefinite  number  of  repetitions  of  the 
variation,  without  fracture,  is  greater  than  where  the  variation  each 
time  is  between  a  maximum  and  zero.  As  the  range  of  variation 
decreases  the  value  of  this  maximum  increases,  imtil  it  becomes 
equal  to  the  ultimate  strength  in  tension  when  the  variation  in 
stress  equals  zero. 

The  foregoing  conclusions  will  apply  to  a  limited  extent  in  the 
case  of  a  varying  compressive  stress,  but,  since  short  pieces  of  a 
ductile  material  have  no  ultimate  strength  in  compression  and 
pieces  of  moderate  length  fail  when  the  stress  intensity  is  at,  or 
near,  the  yield  point  (Art.  11),  the  effect  of  a  varjdng  stress  on  the 
point  of  failure  is  not  so  marked  as  in  the  case  of  a  varying  stress 
in  tension. 

When  a  piece  is  subjected  to  a  load  which  varies  in  such  a  man- 
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ner  that  the  stress  continually  fluctuates  from  a  maximum  value 
in  tension  to  a  maximum  value  in  compression,  and  vice  versa,  it 
will  fail  ultimately  at  a  lower  maximum  stress  than  when  sul> 
jected  to  varying  stress  in  tension  or  compression  alone.  The  effect 
of  the  continual  reversal  of  stress  is  much  more  severe  than  that 
due  to  the  variation  of  one  kind  of  stress  and,  if  the  variation  is 
repeated  long  enough,  failing  will  frequently  occur  when  the  greater 
of  the  two  maximum  stress  intensities  is  considerably  below  the 
elastic  limit  of  the  material,  determined  in  the  usual  way. 

Most  of  the  experimental  investigation  of  the  effect  of  this  kind 
of  a  varjdng  stress  has  been  made  by  bending  pieces  back  and  forth, 
either  directly  or  by  rotating,  as  a  shaft,  under  a  constant  load.  In 
the  latter  case,  as  will  be  shown  later,  the  maximum  intensities  of 
the  alternate  tensile  and  compressive  stresses  are  always  the  same. 

While  the  effect  of  a  continual  reversal  of  stress  by  bending  is 
probably  not  exactly  the  same  as  that  due  to  subjecting  a  piece 
to  uniform  tensile  and  compressive  stresses  alternately,  the  results 
obtained  by  the  former  method  are  of  much  greater  practical 
value  than  those  that  might.be  obtained  by  the  latter,  and  our 
conclusions  in  regard  to  the  effect  of  continually  reversing  stresses 
are  based  on  the  results  of  experiments  with  pieces  subjected  to 
repeated  bending. 

As  in  the  case  of  a  varying  stress  of  one  kind,  it  may  be  said 
that  the  number  of  repetitions  of  the  variation  required  to  produce 
fracture  increases  as  the  maximum  stress  intensity  is  decreased, 
until  a  stress  is  reached  at  which  an  indefinite  number  of  repeti- 
tions fails  to  produce  fracture;  also,  if  the  alternate  maximum 
intensities  of  the  tensile  and  compressive  stresses  are  not  the  same, 
the  greatest  stress  at  which  a  piece  will  stand  an  indefinite  number 
of  repetitions  is  higher  than  when  the  two  mairimum  intensities 
are  equal. 

Faiigue.  —  The  cause  of  failure  under  varying  stresses  when  the 
greatest  stress  intensity  is  considerably  below  the  vMimate  strength 
of  the  material  has  been  ascribed  to  the  fatigue  of  the  material  under 
repeated  or  varying  stress.  Investigations  have  been  made  to 
determine  the  nature  of  this  fatigue,  that  is,  the  change  in  the 
structure  of  the  material  under  repeated  stress,  but  the  results  of 
these  will  not  be  discussed  here. 

The  conditions  under  which  a  varying  stress  is  applied,  as  well 
as  the  nature  and  the  amoimt  of  the  variation,  have  a  considerable 
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effect  upon  the  stress  intensity  at  which  failure  occurs.  Thus, 
the  rate  of  the  fluctuation  of  the  stress  will  have  an  influence,  the 
maximuTn  stress  intensity  at  failure  being  somewhat  lower  for  the 
same  amount  of  variation  when  the  rate  is  rapid  than  when  it  is 
slow.  If  there  is  a  sudden  change  in  the  size  or  shape  of  the  cross 
section  of  the  piece  the  maximum  stress  intensity  at  failure  will  be 
considerably  lower  than  when  the  section  is  uniform  throughout. 

Certain  formulas  of  an  empirical  nature  have  been  proposed  to 
represent  the  value  of  the  maximimi  stress  intensity  at  failure 
under  different  conditions  of  varying  stress,  in  terms  of  the  ulti- 
mate strength  of  the  material  and  the  range  of  the  variation  of 
the  stress.  On  account  of  the  number  of  different  conditions 
which  have  an  influence  on  the  stress  at  failure,  such  formulas  are 
of  little  practical  value  and,  as  experimental  data  sufficient  to  com- 
pletely verify  them  is  lacking  also,  they  will  not  be  quoted  here. 

As  previously  stated,  the  object  of  the  foregoing  discussion  has 
been,  not  to  quote  values  which  might  be  suitable  to  use  in  certain 
specified  cases,  but  to  emphasize  the  fact  that  under  a  varying  or 
repeated  stress  a  piece  will  fail  at  a  much  lower  stress  intensity 
than  its  ultimate  strength  under  a  static  load;  and  that  the  nature 
and  the  amount  of  the  fluctuation  in  stress,  as  well  as  the  condi- 
tions under  which  it  occurs,  will  have  a  decided  influence  on  the 
maximum  stress  intensity  which  a  piece  will  stand  an  indefinite 
number  of  repetitions. 

20.  Working  Strength.  —  Factor  of  Safety.  —  The  working 
strength  is  the  maximum  intensity  of  stress  to  which  a  member  of 
a  machine  or  structure  may  be  subjected  without  exceeding  the 
limits  of  safety.  The  term  is  applied  to  any  of  the  simple  stresses, 
tension,  compression  or  shear.  « 

The  fdctar  vf  safety  is  the  ratio  between  the  breaking  strength 
under  a  static  load  and  the  value  assigned  for  the  working  strength. 
Its  value  depends  on  the  conditions  under  which  a  piece  is  sub- 
jected to  stress  and  may  be  as  low  as  2  or  3,  or  as  high  as  20  or 
more. 

The  working  load  is  the  load  required  to  produce  a  maximum 
stress  intensity  in  a  member  equal  to  the  working  strength.  The 
term  is  used  ii^  the  case  of  any  of  the  three  simple  stresses  and,  also, 
as  we  shall  see  later,  is  applied  to  the  load  required  to  produce  a 
maximum  stress  intensity  equal  to  the  working  strei^h  in  a  piece 
subjected  to  a  complex  stress. 
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The  working  resilience  is  the  resilience  of  a  piece  under  its 
working  load. 

The  determination  of  the  proper  value  of  the  factor  of  safety 
is  one  of  the  most  important  questions  with  which  the  engineer 
has  to  deal.  While  it  is  comparatively  easy,  by  assigning  small 
values  to  the  working  strength,  to  make  any  piece  strong  enough 
to  bear  any  load  to  which  it  may  be  subjected,  economy  in  the 
use  of  material  and  in  the  cost  of  a  structure  demand  that  the 
working  strength  shall  be  as  high  as  proper  considerations  of 
safety  will  admit.    . 

Hence,  in  the  light  of  the  discussion  in  this  chapter,  the  value 
of  the  working  strength  for  a  given  member  will  depend  on 
whether  the  piece  is  to  be  subjected  to  a  constant  or  a  varying  load 
and,  if  the  latter,  on  the  amoimt  and  rapidity  of  the  variation,  on 
the  liability  to  shock,  and,  to  a  certain  extent,  on  the  form  of  the 
member. 

A  satisfactory  answer  to  the  question  as  to  what  value  to  use, 
in  any  particular  case,  must  be  based  on  a  thorough  knowledge 
of  the  properties  of  the  material  of  which  the  member  is  com- 
posed and  the  results  of  long  experience  with  its  use  under 
different  conditions  in  practice.  While,  in  a  large  number  of 
^ases  with  which  the  engineer  has  to  deal,  such  data  has  been 
compiled  in  forms  which  require  only  a  brief  reference  in  order  to 
obtain  proper  values  for  the  working  strength  under  different 
conditions,  new  problems  are  constantly  arising,  in  the  solution  of 
which  the  engineer  is  thrown  largely  upon  his  own  judgment  and 
resources. 

21.  Problems  — Physical  Properties  of  Materials. 

Problem  1. 

From  a  tensile  test  of  a  steel  bar,  V*  diam.,  the  following  data  were  obtained: 

Maximimi  load 64,000  lbs. 

Load  at  elastic  limit 38,000  lbs. 

Elongation  in  a  length  of  8"  between  loads  of  2000  lbs. 

and  30,000  lbs 0.0096" 

Total  elongation  in  8"  at  fracture 1.70" 

Average  diameter  of  smallest  section  at  fractm«   .    .    .  0.72" 

Find  the  breaking  strength,  the  elastic  limit,  the  modulus  of  elasticity,  the 
percentage  of  ultimate  elongation  in  8",  the  percentage  of  the  reduction  of 
area. 
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Given  a  factor  of  safety  of  5,  find  the  working  load,  the  working  strength, 
the  working  elongation  and  resilience  in  a  section  5  ft.  in  length. 

Solution. — 

/  N   T»      I-       i      ^1.       breaking  load       64,000      «,  e/xr.  lu 

(a)  Breakmg  strength  »^ggj;3-^^g^^ 

/i_\  -ni    J.'  1-    -x      load  at  elasticlimit      38,000      ^o^ftAiv 

(b)  Elastic  limit  = :-: — : -. —  rxiot'A  =  48,400  lbs.  per  scf.  in. 

^  ^  onginal  section         0.7854         '  ^  ^ 

(c)  Modulus  of  elasticity  = 7 — : ^« 

The  elongation  in  8",  produced  by  increasing  the  load  from  2000  lbs.  to 
30,000  lbs.,  is  0.0096",  hence 

^  -  £  °  ojX  o.Sm  -  ^•'"'''^  '">'•  ^  '^-  ^- 

(d)  Percentage  elongation. 

The  percentage  elongation  in  8''  will  be  equal  to 

g^  X  100  «  21.3  per  cent. 

(e)  Percentage  reduction  of  area: 

Area  of  1.00"  circle  =  0.7864  sq.  in.  =  original  section 
Area  of  0.72"  circle  =  0.4072  sq.  in.  =  fractured  section 

Difference  »  0.3782  sq.  in.  «  reduction  of  area. 

Hence,  the  percentage  reduction  of  area  will  be  equal  to 
0.3782  . 


0.7854 


X  100  »  48.2  per  cent. 


or, 


(0  W<,.dng,o«i-,^^^»«if«-12.800.be. 

(g)  Working8t«ngth-^i^-J^-16,300  1be.persq.m. 

Woricing«trength-^^ii^-?lf?-16,3001be.per«,.in. 


(h)  Working  elongation  =  working  strain  X  length. 

TWT    J  •       A.    •  working  strength  16,300         nnnnc^A 

Workmg  stram  ^  ^^^  ^^  ^^^^  -  ^^^^^^  -  0.000649, 

hence, 

Working  elongation  »  0.000549  X  60  »  0.0329  in. 

It  is  evident,  in  this  case,  that  the  working  elongation  may  also  be  found  by 
direct  proportion. 

(i)   Resilience. 

Since  the  load  is  gradually  applied,  the  resilience  produced  by  the  working 
load  will  be  equal  to 

R  »  ""^^^^^  ^^^  X  working  elongation  -  ^^  X  0.0329  =  211  m.  lbs. 
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Problem  2. 

From  a  tension  test  of  a  steel  bar  2"  diam.,  the  following  data  were  obtained: 

Maximum  load      248,000  lbs. 

Load  at  elastic  limit     160,000  lbs. 

Elongation  in  a  length  of  8"  between  loads  of  4000  lbs. 

and  136,000  lbs 0.0112  in. 

Total  elongation  in  8"  at  fracture 1.76  ins. 

Average  diameter  of  smallest  section  at  fracture     .   .  1.60  ins. 

Find  the  breaking  strength,  the  elastic  limit,  the  modulus  of  elasticity,  the 
percentage  elongation  in  8",  the  percentage  reduction  of  area. 

If  the  factor  of  safety  equals  5,  find  the  working  load,  the  working  elongation, 
and  the  working  resilience  for  a  length  of  M)  ft. 

What  suddenly  applied  load  will  produce  a  stress  in  the  bar  equal  to  the 
working  strength? 

Problem  3. 

Find  the  working  load  in  tension  for  a  steel  eye  bar,  20  ft.  long,  of  rectangu- 
lar cross  section  \"  X  5".  Find  the  resilience  of  the  bar  at  this  load.  Assume 
working  strength  of  steel  in  tension  «  15,000  lbs.  per  sq.  in.  and  E  »  29,000,000 
lbs.  per  sq.  in. 

Problem  4. 

Find  the  safe  axial  load  for  a  cast-iron  column  15  ft.  long,  of  the  cross  section 
shown  (Fig.  14) :  also  find  the  total  amount  the  colunm  will  shorten  under  the 
load. 

Assume  the  breaking  strength  of  a  cast-iron  column  —  30,000  lbs.  per  sq.  in., 
factor  of  safety  »  6,  J?  ==  14,000,000  lbs.  per  sq.  in. 


15000 


FiQ.  14. 


115000 

Fig.  15. 


Problem  6. 

A  straight  steel  bar,  \\"  diameter  and  10  ft.  long  is  held  rigidly  at  the  ends 
so  that  its  length  remains  constant  during  a  change  of  temperature  from  80""  F. 
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to  40*"  F.    If  the  stress  in  the  bar  is  zero  at  SO""  find  the  total  pull  exerted  when 
the  temperature  is  40*^. 

Assume  the  coefficient  of  linear  expansion  of  steel  »  0.0000067  per  degree 
Fahrenheit  and  E  ==  28,000,000  lbs.  per  sq.  in. 

Problem  6. 

A  weight  of  40  lbs.  is  hung  on  a  steel  wire,  0.05"  diam.  and  20  ft.  long. 
Find  the  elongation  and  resilience  of  the  wire  under  this  load.  If  the  tempera- 
ture falls  10**  F.  after  the  weight  is  hung  on  the  wire  find  the  total  change  in 
length.  Assume  E  ==  30,000,000  lbs.  per  sq.  in.  and  the  coefficient  of  linear 
expansion  »  0.0000062  per  degree  Falurenheit. 

Problem  7. 

Two  ^bars  of  steel  A  and  B,  each  }"  diam.,  and  a  bar  of  copper  C,  1" 
diam.,  are  fastened  together  as  shown  (Fig.  15)  and  subjected  to  a  total 
load  of  15,000  lbs.  The  bars  are  each  30"  long.  Find  the  intensity  of  the 
tensile  stress  and  the  total  elongation  in  each  bar,  assuming  that  the  bars 
elongate  equally. 

Assume  E  =  28,000,000  lbs.  per  sq.  in.  for  steel  and  ^  =  15,000,000  lbs. 
per  sq.  in.  for  copper. 

Problem  8. 

Find  the  elongation  in  a  straight  bar  of  steel  50  ft.  long  due  to  its  own  wdght 
when  suspended  in  a  vertical  position  from  its  upper 
end.    Assume  E  =  28,000,000  lbs.  per  sq.  in.  and  the 
weight  of  steel  «  0.28  lb.  per  cu.  in. 

8olu{ion.  —  Assume  the  origin  at  the  lower  end  of 
the  bar  (Fig.  16)  and  let  I  =  the  length  of  the  bar 
(ins.);  A  =  area  of  cross  section  (sq.  ins.);  w  =  the 
weight  of  the  material  per  cubic  inch;  E  —  the  mod- 
ulus of  elasticity  of  the  material;  p  -  the  intensity 
of  stress  on  any  cross  section;  a  -  total  elongation 
of  the  bar. 

Then,  the  intensity  of  the  stress  at  any  section,  at 
a  distance  x  from  the  lower  end,  will  be 


^//////^^y/^////////yyyy/yyy^^^^ 


.1. 

FiQ.  IS. 


Awx 
A 


vox. 


and  the  corresponding  strain 


«=  -i5- 


wx 


The  elongation  in  a  length  dx  will  be 
and,  for  the  entire  rod, 


da^^dx, 


''^EJo''^'2B' 
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Substituting  the  vcdues  of  w,  I  and  E,  in  this  equation,  we  obtain 

m  ^  1    1        X-  28X50x60x12x12      ^^/^.o- 

Total  elongaUon  =  a  =    ^qO  X  2  X  28,000,000    ^  ^'^'^  ^- 

iVoto.  —  The  problem  might  be  solved  by  finding  the  average  strain  and 
multipl3dng  it  by  the  total  length  of  the  rod,  as  follows: 
The  average  stress  intensity  will  be 

28  X  50  X  12      Q .  „ 
-J5^3^^=841bs.per8q.m. 

The  average  strain  will  be 

84  3 


28,000,000      1,000,000 

Hence,  the  total  elongation  in  50  ft.  is  equal  to 

3X50X12_ 
1,000,000     -  00018  ^- 

Problem  9. 

A  straight  steel  bar  10  ft.  long,  of  rectangular  cross  section,  varying  imif ormly 
from  1"  X  2"  at  one  end  to  1"  X  4"  at  the  other,  is  subjected  to  an  axial  load 
of  25,000  lbs.  Find  the  total  elongation  of  the  bar,  assuming  E  =  30,000,000 
lbs.  per  sq.  in.    Find  the  resilience  of  the  bar  at  this  load. 

Problem  10. 

A  round  bar  of  steel,  5  ft.  long,  which  is  2"  diameter  for  a  length  of  3  ft.  at 
the  center  and  1"  for  a  length  of  1  ft.  at  each  end,  is  subjected  to  an  axial  load 
of  12,000  lbs.  Find  the  resilience  of  the  bar  at  this  load.  Assume  E  » 
28,000,000  lbs.  per  sq.  in. 

Compare  this  value  with  that  for  a  bar  of  steel,  5  ft.  long  and  1"  diameter 
throughout,  when  subjected  to  the  same  load. 

Problem  11. 

A  steel  tube  0.5"  thick  is  fitted  loosely  on  a  solid  cast-iron  cylinder,  4" 
diameter.  The  length  of  both  tube  and  cylinder  is  25".  If  the  whole  is  sub- 
jected to  an  axial  load  in  compression  of  100,000  lbs.,  find  the  intensity  of  the 
compressive  stress  in  the  steel  and  in  the  cast  iron.  Assume  that  the  strains 
in  both  cast  iron  and  steel  in  the  direction  of  the  axis  of  the  cylinder  are  equal 
and  that  E  =  30,000,000  lbs.  per  sq.  in.  for  steel  and  J^  =  14,000,000  lbs.  per 
sq.  in.  for  cast  iron. 

Problem  12. 

A  solid  cylinder  of  concrete,  8"  diameter  and  24"  long,  is  subjected  to  an 
axial  load  in  compression  of  30,000  lbs.  Find  the  maximum  intensity  of  the 
compressive  stress  at  any  point  in  the  middle  portion  of  the  cylinder. 

Find  the  amount  the  cylinder  is  shortened  if  J^  =  3,000,000  lbs.  per  sq.  in. 
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CHAPTER  II. 
ANALYSIS  OF  STRESS  AND  STRAIN. 

§  1.    Stress. 

22.  Analysis  of  Stress.  —  Stress  has  been  defined  (Art.  3)  as 
the  force  which  is  exerted  at  a  section  of  a  body,  the  section  being 
either  plane  or  curved,  and  being  taken  either  through  the  body 
itself,  or  forming  the  boundary  surface  with  a  contiguous  body. 
A  stress  at  any  section  of  a  body  may'usually  be  considered  to  be 
due  to  the  action  of  external  forces;  but  it  may  also  be  due  to 
internal  forces,  such  as  magnetic,  or  gravitational,  attractions  be- 
tween the  particles  of  a  body,  and  to  the  forces  between  the 
particles  due  to  unequal  expansion,  or  contraction,  of  its  parts 
caused  by  temperature  changes.  Having  defined  the  three  simple 
stresses  and  shown  that  the  stress  on  any  plane  section  can  always 
be  resolved  into  normal  and  shearing  components  (Art.  3),  we  will 
now  have  occasion  to  use  the  term  stress  in  a  still  broader  sense, 
which  is  usually  embodied  in  the  expression  stress  at  a  point. 

Whenever  the  term  intensity  of  stress  at  a  point  is  used,  some 
plane  passing  through  the  point  is  always  understood.  Since  an 
infinite  number  of  planes  can  be  passed  through  any  given  point 
and  the  stress  intensity  on  each  of  these  planes  may  be  a  different 
quantity,  the  stress  at  the  point  can  be  fully  determined  only 
when  the  resultant  stress  intensity  on  every  plane  passing  through 
the  point  is  known.  For  a  complete  determination  of  the  stress 
throughout  a  given  body  the  stress  at  every  point  in  the  body  must 
be  known. 

It  is  convenient  to  consider  two  cases:  (a)  the  case  in  which  the 
resultant  stresses  on  all  planes  passing  through  a  point  are  parallel 
to  a  single  plane;  (b)  the  case  in  which  they  are  not. 

We  shall  confine  our  attention  at  present  to  the  first  case. 

23.  Plane  Stress.  —  When  the  resultant  stresses  on  all  planes 
passing  through  a  given  point  in  a  body  are  parallel  to  a  single 
plane  the  body  is  said  to  be  subjected  to  plane  stress  and  the  plane 
to  which  the  stresses  are  parallel  may  be  called  the  plane  of  stress. 
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In  such  a  case  the  stress  on  any  plane  section,  which  is  perpendicu- 
lar to  the  plane  of  the  stress,  may  in  general  be  resolved  into  a 
normal  and  a  shearing  component  which  are  both  parallel  to  that 
plane. 

We  shall  now  deduce  certain  relations  between  the  stress  in- 
tensities on  the  different  planes  passing  through  a  given  point  in  a 
body  subjected  to  plane  stress  and  will  show  that  the  stress  at  any 
point  is  fully  determined  when  the  stress  intensities  on  any  two 
planes  passing  through  the  point  and  perpendicular  to  the  plane 
of  stress  are  known.  In  each  case  the  Z  plane  is  taken  as  the  plane 
of  stress  and  the  X  and  Y  planes  are  any  two  planes  at  right 
angles  to  each  other,  passing  through  any  point  0,  which  are  per- 
pendicular to  the  plane  of  stress. 

We  shall  adopt  the  following  notation: 

n»  =  the  intensity  of  the  normal  stress  component  on  the  X 

plane  at  the  point  0, 
8a,  =  the  intensity  of  the  shearing  stress  component  on  the  X 

plane  at  the  point  0, 
Ps  =  the  intensity  of  the  resultant  stress  component  on  the  X 

plane  at  the  point  0, 
fly  =  the  intensity  of  the  normal  stress  component  on  the  Y  plane 

at  the  point  0, 
8y  =  the  intensity  of  the  shearing  stress  component  on  the  Y 

plane  at  the  point  0, 
Py  =  the  intensity  of  the  resultant  stress  component  on  the  Y 

plane  at  the  point  0, 
rio  =  the  intensity  of  the  normal  stress  component  on  the  A 

plane  at  the  point  0, 
8a  =  the  intensity  of  the  shearing  stress  component  on  the  A 

plane  at  the  point  0, 
Pa  =  the  intensity  of  the  resultant  stress  component  on  the  A 

plane  at  the  point  0, 

where  the  A  plane  is  any  plane  through  0,  perpendicular  to  the 
Z  plane,  the  normal  to  which  makes  an  angle  a  with  the  axis  OX 
and  an  angle  /3  with  the  axis  OY, 

A  normal  component  or  a  shearing  component  vrill  be  considered 
positive  when  the  vector  representing  the  stress  intensity  on  the  posi^ 
live  side  of  any  plane  is  directed  positively  along  the  axis  which  is 
normal  to  the  plane. 
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24.  Relation  of  Intensities  of  Shearing  Stress  on  the  X  and  Y 
Planes.  —  Let  the  X  and  Y  planes  (Fig,  17)  be  any  two  planes 
at  right  angles  passing  through  any  point  0  of  a  body  in  equilib- 
rium under  plane  stress  parallel  to  the  Z  plane.  C6nsider  a  small 
rectangidar  prism  Oabc,  three  faces  of  which  are  bounded  by  the 
X,  Y,  Z  planes.  Assume  that  the  dimensions  Oa  and  Oc  are  so 
small  that  the  stress  intensities  on  opposite  parallel  faces  may  be 
considered  equal  and  uniform  and  that  the  third  dimension  of  the 
prism  is  unity.  Such  a  prism,  being  a  small  portion  of  the  entire 
body  which  is  under  stress,  must  be  in  equilibrium  imder  the 
stresses  acting  on  its  six  faces.  Since  the  stresses  on  the  opposite 
faces  are  equal  and  uniform,  the  normal  components  will  balance; 
-the  shearing  components  on  the  faces  Oc  and  ab  will  form  a  couple 
whose  moment  is  equal  to  —  «*  (Oc)  (Oa);  and  the  shearing  com- 


iH^ 


f- 


Y 
Fia.  17. 


ponents  on  the  faces  Oa  and  be  will  form  a  couple  whose  moment 
is  8y  (Oa)  (Oc).  To  maintain  equilibrium  these  couples  must 
balance  and  hence 

8y  (Oa)  (Oc)  -  Ss  (Oc)  (Oa)  =  0. 

Therefore,  the  intensities  of  the  shearing  components  of  the 
stresses  on  the  X  and  Y  planes,  through  any  point  of  a  body 
subjected  to  plane  stress  parallel  to  the  Z  plane,  are  equal. 

26.  Stress  Intensities  on  Different  Planes  through  a  Point  in 
a  Bar  Subjected  to  Uniform  Tension.  —  Let  Fig.  (18)  represent  a 
bar  subjected  to  a  uniform  tension  P.    Let  OX  and  OF  be  a  pair 
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of  rectangular  coordiniite  axes  through  any  point  0,  the  axis  OX 
coinciding  with  the  central  axis  of  the  bar;  A  =  the  area  of  a 
cross  section  perpendicular  to  OX;  B  =  the  area  of  any  oblique 
section  whose' normal  OB  makes  an  angle  a  with  OX.    Hence, 

B  =  -A.. 
cosa 

Adopting  the  notation  of  Art.  (23),  we  obtain  for  the  intensity  of 
stress  at  0  on  the  X  plane 

P 

n.  =  j, 

and  for  the  intensity  of  stress  at  0  on  the  oblique  plane,  in  the 
direction  of  the  resultant  P, 


P      P 

P6  ==  D  =  --r  COS  a  =  rig  cos  a. 


(1) 


Resolving  this  resultant  intensity  into  normal  and  shearing  com- 
ponents on  the  oblique  section,  we  have  for  the  normal  component 

Tib  =  Ph  cos  a  —  Uz  cos*  a (2) 

and  for  the  shearing  component 

.     (3) 


8b  =  Pb  sm  a  =  n*  sm  a  cos  a  =  -^  sin  2  a. 


Equations  (1),  (2)  and  (3)  give  the  values  for  the  resultant 
intensity  of  stress  at  the  point  0,  on  any  oblique  plane  passing 
through  0,  and  its  normal  and  shearing  components  on  that  plane, 
in  terms  of  the  intensity  of  stress  on  the  cross  section  and  the  angle 
between  the  planes. 
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Since  the  tension  is  uniform  the  same  result  might  be  obtained 
by  resolving  the  resultant  force  P  into  two  components,  one 

N  =  PcoBa, (4) 

normal  to  the  oblique  plane,  and  the  other 

r  =  Psina, (5) 

in  the  oblique  plaAe.    These  components,  when  divided  by  the 
area  of  the  oblique  section,  will  give  the  same  results  as  equations 
(2)  and  (3). 
When 

a  =  90**,        n6  =  0        and        fifc  =  0, 

there  being  evidently  no  stress  on  longitudinal  sections  through 
the  bar. 

26.  Stress  Intensities  on  Different  Planes  through  a  Point  in 
any  Body  Subjected  to  Plane  Stress.  —  Let  OX,  OY  and  OZ  be 
three  coordinate  axes  through  any  point  0,  the  axis  OZ  being 
perpendicular  to  the  plane  of  stress.  Let  OA  be  the  normal  to  any 
plane  through  0,  perpendicular  to  the  Z  plane,  and  let  a  and  P  be 
the  angles  between  OA  and  OX  and  OY,  respectively. 

Assume  that  all  the  stress  components  on  the  X  and  Y  planes 
are  positive  as  shown  (Fig.  19).   Consider  a  small  triangular  prism 


Fig.  19. 


Oabf  bounded  by  the  X,  Y  and  Z  planes,  with  the  face  ab  parallel 
to  the  A  plane.  Let  the  dimensions  Oa,  Ob  and  ob  be  so  small  that 
the  stresses  on  the  faces  of  the  prism  may  be  considered  uniform 
and  the  stress  intensity  on  the  face  ab  equal  to  that  on  the  A  plane. 
Let  the  length  of  the  prism  in  the  direction  OZ  equal  unity.    Since 
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the  intensities  of  the  shearing  stresses  on  the  X  and  Y  planes  are 
equal  (Art.  24),  we  may  write 

5»  =  Sy  =  Sxifj 

where  Sxy  =  the  shearing  intensity  on  either  the  X  or  the  Y  plane. 
It  is  evident  that  the  intensity  of  the  resultant  stresses  on  the  X 
and  Y  planes  will  be  respectively  equal  to       « 

p.  =  V^TT^ 

and  Pv  =  VnT+l^. 

Since  the  prism  Oab  is  in  equilibrium  under  the  stresses  on  its  faces 
we  may  deduce  the  relations  between  Uat  Sa  and  pa,  the  normal, 
shearing  and  resultant  intensities  of  the  stress  on  the  face  ab,  and 
the  stress  intensities  on  the  X  and  Y  planes  as  follows: 

Resolve  all  the  stress  components  on  the  faces  of  the  prism  into 
components  parallel  and  perpendicular  to  OA.    Since  the  algebraic 
sum  of  the  components  in  the  two  directions  will  equal  zero, 
Wo  (ab)  =  n,  (06)  cos  a  +  ny  (Oa)  sin  a  +  «,  (Ob)  sin  a 

+  8y  ((7a)  cos  a, 
8a  (ab)  =  Uy  (06)  cos  a  —  n,  (06)  sin  a  —  Sy  (Oa)  sin  a 

+  «x  (06)  cos  a. 

Substituting  Oa  =  (ab)  sin  a,  06  =  (ab)  cos  a,  «,  =  «y  =  s«y,  and 

eliminating  (a6),  we  obtain 

rio  =  n,  cos*  a  +  riy  sin*  a  +  2  s^v  sin  a  cos  a,      .     .     .     (1) 
8a  =  (Uy  —  n,)  sin  a  cos  a  +  Sx»  (cos*  a  —  sin*  a) 

.  =^^?^^^sin2a  +  s^cos2a (2) 

The  resultant  stress  intensity  on  (ab)  will  evidently  be  equal  to 

Pa  =  Vria*  +  SaS (3) 

from  which  equation  its  value  in  terms  of  the  stress  intensities  on 
the  X  and  Y  planes  might  be  obtained  by  substitution. 

The  value  of  pa  in  terms  of  these  stress  intensities  may  be  ob- 
tained more  directly,  however,  by  the  addition  of  the  stress  com- 
ponents on  the  prism  Oa6,  acting  in  the  directions  of  the  X  and  Y 
axes.  Thus,  if  we  resolve  the  resultant  stress  intensity  on  the  face 
(ab)  into  a  component  E  in  the  direction  OX  and  a  component  F  in 
the  direction  07,  we  shall  have 

E  (ab)  =  n,  (06)  +  Sy  (Oa) 
and  F(ab)  =  n^  (Oa)  +  s,  (06). 
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Eliminating  (oh),  (06)  and  (Oa),  as  before,  we  obtain 

E  =  n,  cos  a  +  5y  sin  a, (4) 

F  =  ?iy  sin  a  +  «,  cos  a (5) 

Therefore, 

Pa  =  VW+y^  =  \/[(WxC0Sa  +  «»8ina)* 
V  +  (nySina  +  «,C0Qa)*], 

which  easily  reduces  to 

Pa  =  VTw** cos^ a  +  riy^ sin^ a  +  2«xy (n,  +  riy) sin "acosa  +  ««y*].    (6) 

The  expressions  (1),  (2)  and  (6)  give  the  intensities  of  the  normal, 
shearing  and  resultant  stresses  on  any  plane,  whose  normal  makes 
an  angle  a  with  the  axis  OX,  in  terms  of  the  intensities  of  the  nor- 
mal and.  shearing  stresses  on  the  X  and  Y  planes. 

27.  Planes  on  Which  there  is  no  Shear.  —  If  we  put  equation 
(2)  (Art.  26)  equal  to  zero  and  solve  for  the  value  of  2  a  we  shall 
obtain 

2sxv        sin  2 


XV         smza      ,      ^  .^. 

= -—  =  tan  2  a (1) 


n,  —  n^      cos  2  < 

Since  tan  2  a  may  have  any  value  between  +  oo  and  —  oo ,  the  so- 
lution of  this  equation  will  give  real  values  for  2  a  for  all  possible 
values  of  n^,  w,  and  Sxy.  Moreover,  for  every  value  of  tan  2  a 
there  are  a  series  of  values  of  2  a,  differing  by  180®,  and  hence  in 
every  case  the  solution  of  equation  (1)  will  give  two  or  more  values 
of  a,  differing  by  90°.  Therefore,  at  every  point  of  a  body  sub- 
jected to  plane  stress  there  are  two  planes  passing  through  the 
point  at  right  angles,  perpendicular  to  the  plane  of  stress,  on  which 
there  is  no  shearing  stress. 

28.  Principal  Stresses.  —  Ellipse  of  Stress. —The  planes  of 
no  shear  (Art.  27)  are  called  principal  planes  of  stress  and  the 
stresses  on  these  planes  are  called  principal  stresses.  We  shall  now 
show  that,  at  any  given  point  in  a  body  subjected  to  plane  stress, 
the  intensity  of  one  of  the  principal  stresses  is  greater  than,  and 
the  intensity  of  the  other  less  than,  the  resultant  stress  intensity 
at  that  point  on  any  other  plane  passing  through  it. 

In  this  case  we  will  let  the  X  and  Y  planes  represent  the  principal 
planes  of  stress  at  the  point  0  (Fig.  20).  The  expression  for  the 
resultant  stress  intensity  on  any  other  plane  through  0  may  then 
be  obtained  by  substituting  Sxy  =  0  in  equation  (6)  (Art.  26),  which 
gives 

Po  =  (Wx,*  cos*  a +  ny2sin2  a)* (1) 
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It  is  evident  from  the  construction  (Fig.  20)  that  the  vector  OM^ 
representing  the  intensity  of  the  resultant  stress  pa  on  the  A  plane, 
is  a  semi-diameter  of  an  ellipse  whose  semi-major  and  semi-minor 
axes  coincide  with  OY  and  OX  and  are  equal  respectively  to  riy  and 


\ 


//  v\\ 


\ 


\ 


\ 


-"^ 


:\-' 


Fig.  20. 

fix.  That  the  point  M  is  on  an  ellipse,  constructed  as  indicated, 
may  also  be  shown  by  the  following  simple  proof.  Let  the  co- 
ordinates of  M  be  a;  =  Oa  and  y  =  Ob.  It  is  then  evident  from 
equation  (1)  that 

X  .=  fix  cos  a 
and  y  =  riy  sin  a. 

Hence 


and 


,  =  cos^  a 

y^ 

-^  =  sm2a. 


(2)- 


which  is  the  equation  of  the  ellipse  shown  in  the  figure. 

Ellipse  of  Stress.  —  The  ellipse  just  described  is  known  as  the 
ellipse  of  stresSf  and  whenever  a  body  is  subjected  to  plane  stress, 
the  stress  intensities  on  all  planes  through  any  point  which  are 
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perpendicular  to  the  plane  of  stress  are  represented  by  semi- 
diameters  of  the  ellipse  of  stress  at  that  point. 

It  is  therefore  evident  that  the  intensity  of  one  of  the  principal 
stresses  at  any  point  is  greater  than,  and  of  the  other  less  than,  the 
stress  intensity  on  any  other  plane  through  the  point. 

29.  Stress  Components  on  any  Plane  in  Terms  of  the  Principal 
Stresses.  —  Let  the  X  and  Y  planes  be  the  principal  planes  oj 
stress  at  any  pomt  0,  the  stress  intensities  on  these  planes  being 
n,  and  n,,  respectively.  Let  OA  be  the  normal  to  any  other  plane 
through  0,  perpendicular  to  the  Z  plane.  Substituting  «xir  =  0  in 
equations  (1),  (2)  and  (6)  (Art.  26),  we  obtain  the  expressions 
for  the  normal,  shearing  and  resultant  stress  intensities  on  the  A 
plane, 

na  =  n^cos^  a  +  riy  sin*  a, (1) 

Sa  =  (ny  —  n,)  sin  a  cos  a  =  -^^-^ — -  sin  2  a,      .     .     (2) 

and  Pa  =  (n,*cos2a  + ny^sin^a)*, (3) 

Pa  being  represented  by  the  vector  OM  (Fig.  20). 

The  angle  6,  between  OM  and  the  axis  OX,  may  be  det^ermined 
from  the  expressions 

Oa       TixCOSa  •  /.^ 

"^"^OM^-^T" ^^^ 

.    ^       06       nySina  ,c\ 

^'^^'oitf^-V" ^^^ 

The  angle  0o  -  ^  —  a,  between  OM  and  the  normal  OA,  is 
called  the  angle  of  obliquity  of  the  stress  on  the  A  plane.  The 
magnitude  of  0o  will  change  as  a  varies,  its  value  being  zero  when 
a  =  0°,  or  90°,  and  a  maximum  for  some  intermediate  value 
of  a. 

In  a  similar  manner,  by  substituting  (90®  +  a)  for  a,  we  obtain 
the  expressions  for  the  normal,  shearing  and  resultant  stress  in- 
tensities on  the  B  plane,  at  right  angles  to  the  A  plane, 

nt  =  n,  sin*  a  +  ny  cos*  a, (6) 

85  =  (n,  —  riy)  sin  a  cos  a, (7) 

Pb  =  (n,*  sin*  a  +  n^*  cos*  a)*,    .     .     .     .     (8) 

Pb  being  represented  by  the  vector  ONi  (Fig.  20). 
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Adding  (1)  and  (6)  and  reducing  we  have 

Wa  +  rib  ==  n,  +  ny (9) 

That  is,  the  sum  of  the  normal  intensities  of  stress  on  all  pairs  of 
planes  at  right  angles,  passing  through  any  point  0  and  perpendicular 
to  the  plane  of  stress,  is  a  constant. 

30.  Equal  Principal  Stresses.  —  If  the  intensities  of  the  prin- 
cipal stresses  at  any  point  in  a  body  subjected  to  plane  stress  are 
equal  in  magnitude,  the  ellipse  of  stress  becomes  a  circle;  and  it 
follows  that  the  resultant  stress  intensities  on  all  planes,  passing 
through  the  point  and  perpendicular  to  the  plane  of  stress,  are  equal. 
Two  cases  may  arise:  (a)  When  the  principal  stresses  are  both  of 
the  same  sign;  (b)  when  the  principal  stresses  are  of  opposite  signs. 

(a)  In  this  case  n,  =  Wj,  and  equations  (1),  (2),  (3),  (4)  and  (5) 
(Art.  29)  reduce  to 

Wa  =  n„ (1) 

«a  =  0, (2) 

Pa  =  W,, (3) 

COS  ^  =  COS  a, (4) 

sin  ^  =  sin  a, (5) 

respectively;  which  shows  that  when  the  principal  stresses  ai  any 
point  are  equal  and  of  the  same  sign,  the  stresses  on  aU  planes 
through  thai  point,  perpendicular  to  the  plane  of  stress,  are  normal 
and  of  the  same  intensity.  This  is  evidently  true  when  both 
principal  stresses  are  negative  as  well  as  when  both  are  positive. 

(b)  In  this  case  n,  =  —riy  and  equations  (1),  (2),  (3),  (4)  and 
(5)  (Art.  29)  become 

rio  =  n,  (cos^  a  —  sin^  a)  =  n.  cos  2  a,     .     .     .  (6) 

So  =  —2  n,  sin  a  cos  a  =  — n,  sin  2  a,     ...  (7) 

Pa  =  w., (8) 

cos  ^  =  cos  a, (9) 

sin  ^  =  — sin  a, (10) 

respectively;  which  shows  that  when  the  principal  stresses  at  any 
point  are  equal  in  magnitude  and  of  opposite  sign,  the  resultant 
stress  intensities  on  all  planes  through  that  point,  perpendicular  to 
the  plane  of  stress,  are  equal,  and  the  resultant  stresses  on  all  but 
principal  planes  are  oblique. 

Equations  (9)  and  (10)  show  that  the  angle,  which  the  vector 
representing  the  resultant  stress  on  the  A  plane  makes  with  the  axis 
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OX,  is  of  the  same  magnitude  and  of  the  opposite  sign  to  that 
which  the  normal  OA  makes  with  OX, 

Equation  (6)  shows  that  when  the  angle  between  the  normal  to 
the  plane  and  the  axis  OX  is  45°  the  normal  stress  component  is 
zero,  the  resultant  stress  on  this  plane  being  a  shearing  stress  of 
the  same  intensity  as  the  principal  stresses.  The  intensity  of  this 
shearing  stress  is  evidently  a  maximum  (Art.  31). 

3L  Planes  of  Maximum  Shear  and  of  Maximum  Obliquity. 

Planes  of  greatest  shear. — An  inspection  of  equations  (2)  and 
(7)  (Art.  29)  will  show  that  when  a  is  equal  to  ±  45°,  180°  =b  45°, 
etc.,  the  shearing  stress  intensities  on  the  A  and  B  planes  will 
become  equal  to 

*.  =  ±^^ (1) 

and 

«,=   ±!k^; (2) 

that  is,  the  shearing  stress  intensities  on  the  two  planes,  making 
angles  of  45°  with  the  planes  of  principal  stress  through  a  point, 
are  greater  than  the  shearing  stress  intensities  on  any  other  planes 
passing  through  the  point. 

If  positive  directions  are  assumed  along  the  axes  OA  and  OB 
and  vectors,  representing  Sa  and  Sb,  are  laid  ofiF  along  the  A  and  B 
planes,  in  accordance  with  the  signs  given  by  the  solution  of  (1) 
and  (2),  the  relation  between  the  shearing  stress  intensities  on 
any  two  planes  at  right  angles  (Art.  24)  will  be  fulfilled  in  every 
case. 

If  we  compare  equations  (1)  and  (6)  (Art.  29),  it  will  be  evident 

that  when  a  =  45°,  or  135°, 

_      _  yix  +  ny 
ria  =  ftb  —  — 2 — ' 

that  is,  the  normal  components  of  the  stresses  on  the  planes  of 
maximimi  shear  are  always  equal  and  of  a  magnitude  equal  to  the 
mean  of  the  principal  stresses. 
Planes  of  greatest  obliquity.  —  Referring  to  Kg.  20  we  see  that 

•     .       «a        (ny  —  rix)  sin  a  cos  a  ,«v 

^,  Pa      (n,*cos^a  +  ny^sm*a)^ 

^         5.  ^  («,,-^g|naCOB« ^ 

Ua      n,cos^a +  ?iySm*a 
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where  n*  and  Uy  are  principal  stress  intensities.  To  determine  the 
value  of  a  for  which  0  is  a  maximum  we  may  differentiate  (4), 
place  the  derivative  equal  to  zero  and  substitute  the  value  thus 
obtained  in  (3),  as  follows: 

d  /,       .V       Oh  —  Us)  (cos^  a  —  sin^  a) 

-T-  (tan  0)  =  ^^^7 '-^—. .  g   V   ^ 

da  '  (?ix  cos*  a  +  Tiy  sm^  a) 

(?iy  —  n,)  sin  a  cos  a   «  /  %    •  n 

—  7^ — 2l r-^-^2(ny-n,)smacosa  =  0. 

(n*  cos*  a  +  ny  sm^  ay    ^  ^ 

Transposing  and  reducing, 
(cos*  a  —  sin*  a)  (n,  cos*  a  +  n^  sin*  a)  =  2  (n^  —  n,)  sin*  a  cos*  a. 

Substituting  cos*  a  =  1  —  sin*  a    and  solving, 

sin*a=:;-^ (5) 

Hence  cos*a  =  1  —  sin*a= — r — (6) 

Wy +  n. 

Substituting  in  (3)  and  letting  4>o  =  the  maximum  value  of  0, 

(n,-n,)f-^yf-5-y 

.     .    _  ^  ^  \ny  +  nj  \ny  +  nj    _  n^  -  n,  .  v 

V^  +  w»      ny  +  nj 

It  is  evident  from  equations  (5)  and  (6)  that  the  value  of  a  for 
the  plane  of  greatest  obliquity  of  stress  will  not  be  45°  and  hence 
the  plane  on  which  the  obliquity  of  stress  is  a  maximum  is  not  the 
plane  on  which  the  shearing  stress  is  a  maximum. 

It  should  be  noted  that  the  foregoing  proof  is  restricted  to  the 
case  where  the  principal  stresses  are  of  the  same  sign.  If  the 
principal  stresses  were  of  opposite  signs  the  solution  of  equation  (7) 
would  give  a  value  of  sin  4>o  >  I. 

When  the  principal  stresses  are  of  opposite  sign  the  angle  of 
greatest  obUquity  will  be  90°,  there  always  being  in  this  case  some 
plane  on  which  the  normal  stress  intensity  is  equal  to  zero.  The 
angle  a  which  the  normal  to  the  plane  of  greatest  obUquity  makes 
with  OX  can  be  found  by  putting  the  value  of  Ua  (equation  1, 
Art.  29)  equal  to  zero,  and  solving  for  a  as  follows: 
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no  =  n,  cos*  a  +  Uy  sin*  a  =  0, 
sin*  a  _  _  n» 
C08*a  "*      n^' 

55^  =  taiia  =  \/^% (8) 

cos  a  V      ny'  ^^ 

which  ^ves  a  real  value  for  a  whenever  Ux  and  fiy  are  of  opposite 
signs. 

32.  Principal  Stresses  in  Terms  of  the  Stresses  on  any  Two 
CoSrdinate  Planes  at  Right  Angles  to  the  Plane  of  Stress.  — 

The  magnitudes  of  the  intensities  of  the  principal  stresses  at  any 
point  0  may  be  expressed  in  terms  of  the  normal  and  shearing 
stress  intensities  at  0  on  any  two  planes  at  right  angles  by  elimi- 
nating the  value  of  a  between  equations  (1)  and  (2)  (Art.  26),  as 
follows: 

For  a  principal  plane  of  stress,  equation  (2)  (Art.  26)  may  be 
written 

(n,  —  n.)sinacosa  +  «xy(2cos*a  —  1)  =0, 

from  which 

1  ft       "~"    ftma 

cos*a=s  +  -i5 — ^sinacosa;     .    .    .    .    (1) 

also, 

(Wi,  — n,)sinacosa  +  «^(l  —  2sin*a)  «0, 

from  which 

sm*a=5 jz — ^smacosa (2) 

Substituting  the  above  values  of  cos*  a  and  sin*  a.  in  equation  (1) 
(Art.  26),  we  obtain 

Wa  «  ^  +  27"  K  -  ^)  sinacosa +-^ 


P^  (n,  —  ?iy)  sin  a  cos  a  +  2  «^  sin  a  cos  a 


2  8: 

,n^j^^(n.-y  +  4.^«^^^^    ...    (3) 

Prom  equation  (1)  (Art.  27), 

taii2a  =  -^^^ (4) 

flm  —  fly  ^  ^ 

and  hence 

^^o  tan2a  _.  2s« 

sm2a  =  db    J  =  ± 


■yi  +  tan*2a  V(n,  -  n^)*  +  4 «,,* 
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Substituting  in  equation  (3)  and  reducing,  we  obtain 

na^^^^^±l^{n.-nyy+^8^\      ...    (5) 

which  gives  the  magnitude  of  both  principal  stress  intensities,  one 
value  being  obtained  when  the  second  term  of  the  right-hand  mem- 
ber is  plus  and  the  other  when  it  is  negative.     * 

tf  we  represent  the  principal  stress  intensities  by  ni  and  rif, 
respectively,  we  have 

m  =  ?^^  +  lv(n.  -  ny)l  +  A8^\     ...    (6) 
n.  =  ^^^^-iV(n.-n,)^  +  4«^«.    ...     (7) 

If  we  let  ai  and  a^  represent  the  angles  which  the  normals  to  the 
principal  planes  (differing  by  90**)  make  with  the  X  axis,  their 
magnitudes  may  be  obtained  from  equation  (4). 

If  ?iy  =  0,  that  is,  the  normal  component  of  the  stress  on  one  of 
the  co5rdinate  planes  is  zero,  equations  (4),  (6)  and  (7)  reduce  to 

tan2«  =  ^ (8) 

ni  =  ^  +  ^Vn.»  +  4s^». (9) 

n,  =  |'-|v;i7T4^^ (10) 

The  angles  ai  and  o^,  which  the  normals  to  the  principal  planes 
make  with  the  X  axis,  are  obtained  from  equation  (8). 

If  ?iy  =  0  and  Ux  =  0,  that  is,  the  stresses  on  the  two  coordinate 

planes   are  shearing  stresses  only,  equations  (4),   (6)  and  (7) 

reduce  to 

tan2a  =  oo (11) 

Wl  =  Sxy .     (12) 

Ws  =  -  8xy (13) 

From  equation  (11),  2  a  will  equal  OO""  or  270**,  hence  ai  =  45° 
and  02  =  135**.  The  principal  stresses  are  of  equal  magnitude 
and  opposite  sign  (Art.  30). 

Hence  the  principal  stresses  and  therefore  the  state  of  stress  at  any 
point  in  a  body  under  plane  stress  can  befvUy  determined  when  the 
stress  components  on  any  two  planes  at  right  angles  and  perpendicular 
to  the  plane  of  stress  are' known.    (Art.  29.) 
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33.  Conjugate  Stresses.  —  If  the  vector  OM  (Fig.  20)  repre- 
sents the  resultant  stress  at  the  point  0  on  the  A  plane,  the  result- 
ant stress  at  the  point  0  on  a  plane  in  the  direction  OM  and  per- 
pendicular to  the  plane  of  stress  will  be  represented  by  the  vector 
ON.  This  may  easily  be  shown  by  applying  the  conditions  of 
equilibrium  to  a  small  prism  at  0  whose  base  is  a  parallelogram 
Omin  (Fig.  21)  with  the  sides  Om  and  On  coinciding  with  OM  and 
ON  respectively  and  of  such  small  dimensions  that  the  stresses  on 
the  opposite  faces  may  be  considered  equal  and  of  uniform  in- 
tensity. We  will  designate  the  plane  in  the  direction  OM  as  the 
C  plane  and  let  pe  equal  the  resultant  stress  intensity  on  this  plane. 

It  is  evident  from  the  sketch  (Fig.  21)  that,  since  the  stresses  on 
the  opposite  faces  of  the  prism  Omtn  are  equal  and  uniform,  the 
resultant  stresses  on  the  faces  On  and  mt 
must  balance  and  those  on  the  faces  Om 
and  nt  must  balance  also.  But  to  satisfy 
this  condition  the  resultant  stresses  on 
the  opposite  faces  Om  and  nt  must  act 
in  the  direction  ON,  otherwise  they  will 
form  a  couple.  Since  the  intensity  of  the 
resultant  stress  on  the  C  plane  is  repre- 
sented by  a  semi-diameter  of  the  ellipse 
of  stress  (Art.  28),  it  follows  that  ON 
(Fig.  20)  represents  the  magnitude  as 
well  as   the  direction  of  the  resultant   "'  yiq,  21. 

stress  Pe  on  the  C  plane. 

Stresses  which  bear  the  relation  just  described  are  known  as 
conjugate  stresses:  and  two  planes  so  situated  that  the  vector  rep- 
resenting the  resultant  stress  intensity  on  one  plane  lies  in  the 
other  plane  are  known  as  conjugate  planes  of  stress. 

The  angles  of  obliqidiy  of  any  two  conjtigate  stresses  are  eindenUy 
equal. 

Principal  stresses  are  conjugate  stresses,  where  the  planes  are 
at  right  angles. 

34.  Resultant  Stress  on  any  Plane  in  Terms  of  the  Principal 
Stresses.  —  This  is  a  second  solution  of  the  theorem  in  Art.  (29)J 
based  upon  the  results  obtained  in  Art.  (30). 

Assume  the  X  and  Y  planes  to  be  the  principal  planes  of  stress 
at  any  point  0,  the  principal  stress  intensities  being  n»  and  riy, 
respectively,  and  let  OA  be  the  normal  to  any  other  plane,  passing 
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through  O  perpendicular  to  the  Z  plane,  and  a  =  the  angle  between 
OA  and  OX  (Fig.  22).    Then  evidently 


and 


ny  = 


fly  -{-  Tlx  _.     fly  — -  fix 


fix 


_^  fly  -\-  fix         fly—  fix  ^ 


that  is,  the  principal  stresses  can  be  resolved  into  two  sets  of  equxd 
principal  stresses  (Art.  30),  one  set  having  the  same  sign  and  equal 
in  intensity  to 

fly  +  fix 

2 
and  the  other  set  having  opposite  signs  and  equal  in  intensity  to 

fly   fix 

2 

The  resultant  stress  intensities  on  the  A  plane  can  be  found  by 
determining,  first,  the  component  stress  intensity  on  this  plane 
due  to  the  equal  principal  stress  components  of  the  same  sign  and, 
second,  the  component  stress  intensity  due  to  the  equal  principal 
stress  components  of  opposite  sign  and  then  finding  their  resultant. 
The  first  component  will  be  equal  to 


Pa,= 


__fly-\'flx 


(1) 


and  will  be  normal  to  the  A  plane;  that  is,  the  angle  between  the 
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vector  poi  and  OX  will  be  equal  to  a.  (Art.  30.)  The  second 
component  will  be  equal  to 

'  _   fly—   Urn  /rtN 

Pa,== — 2 — ^^^ 

and  the  angle  between  the  vector  pa,  and  OX  will  be  equal  to  —  a 
(Art.  30).  If  we  lay  off  ON  =  pa,  and  OR  =  po,  (Fig.  22),  it  is 
evident  that  the  resultant  stress  intensity  on  the  A  plane  will  be 
equal  to 

Pa^OM  =  {pa?  +  Pa?  -  2  PaJ>a.  COB  2  a]*.      .      .        (3) 

Substituting  the  values  of  Pav  Pat  ^^^  cos  2  a  in  equation  (3)  we 
obtain 

which  readily  reduces  to 

Pa  =  (n,'cos*a  +  nv*sin*a)*, (4) 

the  value  for  pa  previously  obtained  in  Art.  (29).    The  point  M  is 
evidently  a  point  on  the  ellipse  of  stress  for  the  point  0. 
In  making  a  graphical  solution  the  point  M  may  be  located  by 

laying  off  ON  =  ^^"^-5 — -  along  the  normal  OA,  and  constructing 

the  angle  SNM  =  SNA,  the  line  SN  being  drawn  parallel  to  OY^ 

and  then  laying  off  NM  =  OR  ==  VUZJli. 

The  angle  of  obliquity  4>j  of  the  stress  pa,  increases  with  the 
value  of  a,  from  zero  when  a  =  0**,  to  a  maximum;  and  then,  as 
the  value  of  a  continues  to  increase,  the  value  of  4>  decreases  again 
to  zero  when  a  =  90**. 

The  maximum  obliquity  is  evidently  obtained  when  the  angle 
OMN  is  a  right  angle  and,  if  we  let  0^  =  angle  of  greatest  obliquity, 

Axi4>o^'^^'{kn.Z\) (5) 

fly  +  fix 

36.  Principal  Stresses  in  Terms  of  the  Stresses  on  any  Two 
Planes  Perpendicular  to  the  Plane  of  Stress.  —  The  following 
may  be  regarded  as  the  converse  of  the  proposition  in  Art.  34. 
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Let  OA  and  OB  be  the  normals  to  any  two  planes  through  the 
point  0  (Pig.  23),  perpendicular  to  the  plane  of  stress  and  let  p« 
and  pb  equal  the  resultant  stress  intensities  and  <t>a  and  ^  the 
angles  of  obliquity  for  the  A  and  B  planes,  respectively.  Let  n, 
,  and  Tiy  equal  the  principal  stress  intensities  at  0,  the  X  and  Y  planes 
being  the  principal  planes  of  stress. 


Fig.  23. 


Fig.  24. 


In  an  abstract  problem  it  is  evident  that  pa,  Pb,  4>a  and  ^  cannot 
be  taken  at  random  but  must  be  chosen  in  accord  with  the  law  of 
variation  of  the  stress  intensities  on  different  planes  through  the 
point  0. 

Note,  — To  determine,  whether  or  not  the  values  chosen  for  pa  and  pb  are  con- 
sistent, we  may  proceed  as  follows:  Let  OA  and  OB  (Fig.  24)  be  the  normals  to 
any  two  oblique  planes  A  and  B  passing  through  the  point  0;  pa  and  4>a  be  the 
magnitude  and  obliquity  of  the  stress  intensity  on  the  A  plane;  pb  and  ^  be 
the  magnitude  and  obliquity  of  the  stress  intensity  on  the  B  plane;  mnst  be 
the  cross  section  of  a  prismatic  particle  of  a  unit  length  with  its  opposite  faces 
parallel  to  the  A  and  B  planes  as  shown.  Let  the  particle  be  taken  so  small 
that  the  stresses  on  the  opposite  faces  may  be  assumed  equal,  opposite  and 
imiform. 

Resolve  each  of  the  stresses  pa  and  pb  into  two  components,  parallel  to  the 
A  and  B  planes,  respectively.  For  the  components  of  pa^  we  have  Oa,  parallel 
to  the  A  plane,  and  Oc  parallel  to  the  B  plane. 

For  the  components  of  pb,  we  have  Oh  parallel  to  the  B  plane,  and  Od, 
parallel  to  the  A  plane. 

Since  the  stresses  on  the  opposite  faces  of  the  particle  are  imiform  and  of 
6qual  intensity  the  component  Oe  •  n^  of  the  stress  on  the  face  na  will  be  in 
equilibrium  with  the  equal  and  opposite  component  on  the  face  rrU,  Like- 
wise the  component  Od  •  mn  of  the  stress  on  the  face  mn  will  be  in  equilibrium 
with  the  equal  and  opposite  component  on  the  face  sL 
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1^  The  remaining  stress  components  will  form  two  couplesi 

—  Oo  •  7w  A 
and 

Ob  •  mn  •  g 

wbioh  must  be  equal  in  magnitude  if  equilibrium  is  maintained.    Henoe^ 

0a*n8*h  =  Ob*mn*g. 
But 

n«  •  A  »  mn  •  g, 

Oa^Oh, 

which  is  the  condition  of  equilibrium  of  the  streflsee  at  a  point  on  any  two 
planes  perpendicular  to  the  plane  of  stress. 

When  the  resultant  stress  intensities  on  the  A  and  B  planes  are 
known,  however,  the  values  of  n,  and  n,  may  be  obtained  as 
follows: 

Imagine  Pa  =  OM  (Fig.  23)  to  be  resolved  into  the  components 

and 

NM=^^^^^^  (Art.  34); 

likewise,  that  p»  =  0/S  (Fig.  23)  is  resolved  into  the  components 

0B^rbL+2}s 
and 

Then  from  the  triangle  OMN, 

(n^')*  =  p..  +  (!bd:i^)'-2p.(=^)coe*^     (1) 
and  from  the  triangle  ORS, 

(!bL^J:.r,,^+'(^^J^2r,{r^)cos4.       (2) 
Subtracting  (2)  from  (1)  and  transposing, 

Pa^-Pb^--^^^^^^^  .    .    (3) 

from  which  we  obtain 

fh  +  n,  =  P«'  -  P>^  u) 

2  2(pacos</»o-p6cos^)* 
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=    The  value  of  --^^ — "*  nM,y  now  be  obtained  from  either  of  the 
equations  (1)  or  (2);  and,  from  the  equations 

and 


ny  +  ng  ,  ny  —  n» 


(6) 

n.:=!?!L^-?!LZ_!L'  (Art.34^,    ....    (6) 


the  magnitudes  of  the  principal  stresses  can  be  found. 

The  directions  of  the  principal  planes  of  stress  can  be  foimd 
graphically  by  constructing  either  of  the  triangles  ONM  or  ORS 
and  .bisecting  the  Angle  ON  My  or  the  angle  ORS.  Both  of  the 
bisecting  lines  NU  and  RV  will  be  parallel  to  OX.  An  analytical 
solution  for  the  angle  ONU  or  ORV  could  evidently  be  made  by 
solving  the  triangle  for  the  magnitude  of  the  angle  ONM  or  for  the 
magnitude  of  the  angle  ORS  and  then  obtaining  the  angle  ONU  or 
the  angle  ORV. 

When  the  A  and  B  planes  are  conjugate  planes  of  stress^  <t>a  =  <h> 
(Art.  33),  and,  if  we  let  the  conmion  angle  of  obliquity  ^a  =  ^  = 
^,  equation  (4)  will  reduce  to 

fhf  +  nx  ^  Pa  +  Pb  ,-v 

2  2cos« •  '•    ^^^ 

n.  ^~  n 
Substituting  this  value  of  -^-^ — -  in  equation  (1)  we  obtain 

\~2—)  -  P'  +  \2^^)  -  2\2^^jP-<^*' 
which  easily  reduces  to 

When  the  A  and  B  planes  are  at  right  angles,  the  shearing  com- 
ponents So  and  Sb  of  the  stress  intensities  on  the  two  planes  are  equal 
and,  if  we  let  na  and  nb  equal  the  normal  intensities  of  the  stresses 
on  the  two  planes  and  ««  =  S6  =  «,  we  shall  have 

Pa^  =  n^  +  ^       and       pb^  =  n**  +  s*; 
also, 

COS  0O  =  —        and        cos  06  =  —  • 
V0  ^     Pb 
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RANKINETS  GRAPHICAL  SOLUTION 
Substituting  these  values  in  equaiion  (4)  we  obtain 

fly -j- fix  _  n^  +  ^  —  fit?  —  f?  _  flb  +  flg 

2      "        2{fia-fib)       "       2      '  •    • 
and  by  substituting  in  equation  (1)  we  obtain 

;(^?^y  =  n.»  +  ^  +  (^)*- 2(^)n., 
which  easily  reduces  to 

Vey  ^  fl» 


m 


(9) 


=v/(^^)+A 


(10) 


It  follows  that  the  prificipdl  stresses  and  therefore  the  state  of  stress 
at  any  point  in  a  body  under  plane  stress  can  be  fvUy  determined  when 
the  stresses  on  any  two  planes  passing  through  the  point  at  right  angles 
to  the  plane  of  stress  are  known  (Art.  29). 

36.  Rankine's  Graphical  Solution.  —  A  graphical  solution, 
due  to  Rankine,  affords  a  simple  solution  of  the  problem  in  Art.  (35). 
It  consists  in  constructing  the  triangles  ONM  and  ORS  (Fig.  23), 
by  superimposing  one  over  the  other  as  follows: 

Given  the  resultant  stress  intensities  pa  and  pb  on  the  A  and  B 
planes  at  any  point  0  and  the  angles  of  obUquity  ^o  and  ^. 

Draw  a  straight  line  OC  (Fig.  25)  to  represent  the  normal  to 
either  plane  and  lay  off  OM ,  making  the  angle  <t>a  with  OC  to  repre- 


FiG.  26. 

sent  the  magnitude  of  the  stress  intensity  pa  and  in  a  like  manner 
lay  off  OS  making  the  angle  ^  with  OC  to  represent  the  magnitude 
of  the  stress  intensity  pb.  Draw  TN  perpendicular  to  and  bi- 
secting AfiS.  The  triangles  OMN  and  OSN  are  evidently  re- 
spectively equal  to  the  triangles  OMN  and  ORS  (Fig.  23)  andj . 

Wy  +  yi» 


and 


ON^ 


MN  =  NS  =  ^^^^^' 
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By  drawing  NU,  bisecting  the*  angle  ONM,  the  angle  ONU  be- 
tween the  normals  to  the  A  and  X  planes  is  obtained. '^ 

In  a  similar  manner  by  bisecting  the  angle  ONS  the  angle 
between  the  B  and  the  X  planes  is  obtained. 

37.  Ratio  of  Conjugate  Stresses.  —  When  the  normal  com- 
ponents of  the  stresses  on  every  plane  passing  through  a  point  in  a 
body  under  plane  stress  are  of  the  same  sign,  that  is,  the  normal 
components  are  either  all  tension  or  all  compression,  the  ratio 
between  the  stress  intensities  on  any  pair  of  conjiLgate  planes  of 
stress  through  the  point  (Art.  33)  may  be  expressed  in  terms  of  the 
common  angle  of  obliquity  of  the  conjugate  stresses  and  the  angle 
of  greatest  obliquity  for  any  plane  passing  through  the  point  as 
follows: 

Let  thfe  A  and  B  planes  be  any  two  conjugate  planes  of  stress 
through  a  point  0  in  a  body  under  plane  stress  and  pa  and  ph  equal 
the  respective  intensities  of  the  stresses  on  these  planes,  the 
common  angle  of  obliquity  being  0.  Let  ^o  =  the  greatest  angle 
of  obliquity  of  the  stress  on  any  plane  passing  through  0  and  let 
Tiy  and  rix  equal  the  principal  stress  intensities  at  0.    Then 

si^*«=?^'   (Art.  31) (1) 

7ly   -J-    Ux 

Dividing  equation  (8)  by  equation  (7)  (Art.  35)  we  obtsdn 

n,^.  =  1^  s/i^^X-  PaP.      ...    (2) 

Tiy  +  rix        Pa  +  Pfc    ▼    V2  COS0  / 

Combining  equations  (1)  and  (2)  and  reducing    . 


sin  0c 
and  hence 


_       /  ApaPbC08^<t> 

""V'     (Pa  +  pty  ' 


1  n^a2^     -    1  4paP6COSV 

l_eos^«o-l-    (p^^p^j, 

and 

cos^  <t>  ^  (pa  +  PbY 

COS^^o  ^PaPb 


(3) 


By  applying  a  principle  of  proportion,  equation  (3)  can  be  trans- 
formed into 

cos'  0  —  COS^  0o  ^  (pa  —  Pb)^^ 
cos'*  ~  iPa  +  Pb/' 
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and  hence 

Pa  +  Pb  ^  C08»  .^. 

Again  applying  a  principle  of  proportion 

Pa  _  C08^+  ^008*0  —  COS^0o  ^-^ 

—  r  y       •         •         •         •         \p) 

Vh         COS  0  —  V  CO#0  —  COS*  0a 

where  pa  must  evidently  be  taken  to  represent  the  greater  of  the 
two  conjugate  stresses. 

When  the  conjugate  planes  are  at  right  angles,  Pa  and  ph  are 
principal  stresses  and  0  =  0.    In  this  case  equation  (5)  reduces  to 

Pa  ^  1  +  sin  0,          •  .gv 

Pb      1  —  an  0o ' 

a  result  which  might  be  readily  obtained  by  applying  the  principle 
of  proportion  to  equation  (1). 

38.  Problems. — Stresses  at  a  Point 
Problem  1. 

A  steel  bar  25  ft.  long  and  5  sq.  in.  cross  section  is  subjected  to  a  pull  of 
100,000  lbs.  along  its  central  axis.  Find  the  magnitude  of  the  resultant  in 
tensity  of  stress  and  the  normal  and  shearing  components  on  an  oblique  plane 
making  an  angle  of  SO""  with  the  cross  section.  Also  find  the  resultant  inten- 
sity and  the  normal  and  shearing  components  on  a  plane  at  right  angles  to 
the  oblique  plane.  Compare  the  sheanng  components  on  the  two  oblique 
planes  at  right  angles  to  each  other  and  also  the  sum  of  the  normal  intensities 
on  these  planes  with  the  normal  intensity  on  the  cross  section. 

Problem  2. 

Following  the  notation  of  Art.  (23),  let  rig  »  16,000  lbs.  per  sq.  in.,  riy  «  4000 
lbs.  per  sq.  in.  and  Sgy  »  2000  lbs.  per  sq.  in.  be  the  component  stress  intensi- 
ties on  two  planes  at  right  ^gles  through  the  point  0  in  a  body  under  plane 
stress.  Find  the  resultant  intensity  of  stress  at  0  on  the  A  plane,  whose  normal 
OA  malces  an  angle  a  =  30""  with  the  axis  OX;  also  find  the  intensities  of  the 
normal  and  shearing  components  of  the  stress  on  this  plane. 

First  Solution.  —  The  problem  may  be  solved  by  substituting  the  known 
quantities  in  equations  (1)  and  (2)  (Art.  26)  as  follows: 

1  V3 

Since  a  =  30°,  sin  a  =  ^,  and  cos  a  =  -^ ,  and  hence  from  equation  (1) 

we  obtain' for  the  normal  component 

iia  =  16,000  X  I  -f  4000  X I  -f  2  X  2000  X  ^  X  -g^  =  14,732  lbs,  per  sq.  in., 
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the  posUive  sign  indicating  tension;  and  from  equation  (2)  we  obtain  for  the 
shearing  component 

«fl  =  (4000-16,000)  X^X-2^  +  2000x(|-|]=  -  4196  Ibe.  per  eq.  in.! 

the  negative  sign  indicating  that  the  shear  is  in  the  opposite  direction  to  that 
shown  in  Fig.  (19)  (Art.  26). 

The  resultant  stress  intensity  can  be  obtained  by  combining  the  normal 
and  shearing  intensities  just  found,  giving  . 

Pa  =  V(U,732)«  H-  (4196)«  =  15,320  lbs.  per  sq.  in., 

or  it  ckn  be  found  independently  of  the  above  solution  by  substituting  in 
equation  (6)  (Art.  26)  as  follows: 

Pa  =  |(16,000)«  X  I  +  (4000)«  X  J  +  2  X  2000 


X  (16,000  +  400)  X  5  X  -V^  +  (2000)j 


1      V3 
2-^    2 
=  (234,640,000)*  =  15,320  lbs.  per  sq.  in. 

Second  Solution.  —  The  resultant  stress  intensity  might  also  be  found  by 
determining  the  components  E  and  F  (equations  (4)  and  (5)  Art.  26),  and 
combining  as  follows: 

E  =  16,000  X  -y  -f-  2000  X  I  =  14,856  lbs.  per  sq.  in., 

F  =  4000  X  ^  +  2000  X  ^  =  3732  lbs.  per  sq.  in., 

and  hence 

Pa  =  V(14,856)«  +  (3732)«  =  15,320  lbs.  per  sq.  in. 

A  sketch  showing  the  intensities  and  directions  of  the  components  on  a  small 
particle,  the  faces  of  which  are  parallel  to  the  X,  Y  and  A  planes,  is  shown  in 
Fig.  (26). 


Such  a  sketch,  or,  in  case  the  first  solution  is  used,  a  sketch  similar  to  Fig.  (19), 
is  a  very  considerable  aid  in  avoiding  confusion  as  to  the  directions  of  the 
unknown  stress  components. 
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Problems. 

Given  the  intensitieB  oi  the  normal  and  shearing  components  of  the  stresses 
on  two  planes  at  right  angles  through  a  point  0  in  a  body  subjected  to  plane 
stress,  Ux  »  8000  lbs.  per  sq.  in.,  ny  »  4000  lbs.  per  sq.  in.  and  Sxy  »  2000  lbs. 
per  sq.  in.,  find  the  intensities  of  the  principal  stresses  at  0;  also,  the  angles 
between  the  normals  to  the  principal  planes  of  stress  and  the  axis  OX, 

Problem  4. 

Solve  Problem  (3),  ansuming  7i«  »  8000  lbs.  per  sq.  in.,  ny  »  0  and  ««»  >■ 
2000  lbs.  per  sq.  i&. 

Problem  6. 

Solve  Problem  (3),  assuming  n,  »  8000  lbs.  per  sq.  in.,  ny  »  —4000  lbs.  per 
sq.  in.  and  8«y  -  2000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (3),  assuming  n«  »  8000  lbs.  per  sq.  in.,  ny  »  0  and  ^  >■ 
— aOOO  lbs.  per  sq.  in. 

Problem  7. 

Given  the  principal  stresses  ny  =  16,000  lbs.  per  sq.  in.,  n^  -  8000  lbs.  per 
sq.  in.  at  a  point  0,  find  the  resultant  intensity  and  its  normal  and  shearing 
components  on  a  plane  passing  through  0  whose  normal  makes  an  angle  of  60® 
with  the  axis  OX.  Find  the  intensities  of  the  shearing  and  normal  stresses  on 
the  planes  of  maximum  shear  through  0, 

Problem  8. 

Solve  Problem  (7),  assuming  fiy  =»  16,000  lbs.  per  sq.  in.  and  n«  »  —  8000  lbs. 
per  sq.  in. 

Problem  9. 

Solve  Problem  (7),  assuming  n^  =  %  =  8000  lbs.  per  sq.  in. 
Problem  10. 

Solve  Problem  (7),  assuming  Ux  ^  8000  lbs.  per  sq.  in.,  %  »  —  8000  lbs.  per 
sq.  in. 

Problem  IL 

Find  the  maximum  obliquity  of  the  stress  in  the  case  stated  in  Problem  (7) 
and  find  the  angles  which  the  normals  to  the  planes  of  greatest  obUquity  make 
with  the  axis  OX.  Find  for.  this  case  the  ratio  of  the  conjugate  stresses  whose 
common  angle  of  obliquity  0  =  10**. 

Problem  12. 

Find  the  maximum  obliquity  of  the  stress  in  the  case  stated  in  Problem  (8) 
and  find  the  angles  which  the  normals  to  the  planes  of  greatest  obUquity  make 
with  the  axis  OX. 

Problem  13.  ^ 

Given  two  conjugate  pressures,  pa  =  —200  lbs.  per  sq.  in.  and  pb  =  —400 
lbs.  per  sq.  in.,  having  a  common  angle  of  obliquity  ^  »  20°;  determine  the 


Digitized  by 


Google 


64  APPLIED  MECHANICS 

isagnitudes  of  the  principal  stress  intensities  n^  and  ny\  (a)  graphically  (Art. 
36),  (b)  analytically  (Art.  35). 

Problem  14. 

Determine  graphically  the  directions  of  the  normals  OA  and  OB  to  the  con- 
jugate planes  of  stress  in  Problem  (13)  with  respect  to  the  normals  OX  and  OY 
to  the  principal  planes  of  stress. 

§  2.    Strain. 

39.  Analysis  of  Strain.  —  The  elementary  types  of  strain  have 
already  been  defined  (Art.  4).  For  a  more  comprehensive  defini- 
tion we  may  state  the  following: 

The  strain  at  any  paint  in  a  body  is  fully  determined  when  the 
extensions  of  all  lines  radiating  from  the  point  are  known,  the  term 
eoctension  being  taken  to  mean  the  ratio  of  the  change  in  the  length 
of  a  very  short  line  to  its  original  length,  the  change  being  either 
positive  or  negative.  ' 

A  special  case  arises  when  a  deformation  is  such  that  the  exten- 
sions of  all  lines  perpendicular  to  a  given  plane  are  zero.  In  such 
a  case  the  body  is  said  to  be  subjected  to  plane  strain^  and  to  de- 
termine fully  the  strain  at  any'point  it  is  necessary  to  determine 
the  extensions  in  all  directions  parallel  to  the  plane  of  the  strain 
at  that  point. 

40.  Shearing  Strain.  —  We  will  consider  the  distortion  which 
takes  place  in  a  very  small  particle  in  a  body  which  is  subjected  to 
plane  strain.  We  will  assume  that  before  the  deformation  takes 
place  the  particle  has  the  shape  of  a  rectangular  prism  with  the  face 
Oabc  (Fig.  27)  parallel  to  the  plane  of  the  strain. 

If  this  deformation  of  the  particle  is  due  to  shear  only,  the  face 
of  the  prism  OciK  will  be  distorted  into  a  parallelogram  OaVc\  of 
the  same  area  as  the  original  rectangle.  The  shearing  strain  will 
be  measured  by  the  change  in  the  angle  of  inclination  (Art.  4)  of 
the  two  sides  of  the  prism,  Oa  and  Oc.  This  measure  will  be  equal 
to  the  difference  in  circular  measure  between  the  angle  cfOc'  and 
a  right  angle,  and,  since  the  strain  is  a  very  small  quantity,  if  we 
assume  the  original  dimensions  of  the  particle  to  be  dx  and  dy 
(Fig.  27),  arid  let  du  and  dv  equal  the  displacements  of  the  point  b 
in  the  directions  of  the  axes  OX  and  07,  respectively,  it  will  be 
sensibly  equal  to 

du  .dv 

dy     dx 
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Hence  if  the  displacement  of  the  point  b  relative  to  0  is  due  to 
shear  alone,  the  displacement  may  be  considered  equivalent  to  a 

simple  shear  (Art.  4).  in  the  direction  of  the  X  plane  equal  to  -^ 

combined  with  a  simple  shear  in  the  direction  of  the  Y  plane  equal 

dtL 
to  -1-  and,  using  a  notation  similar  to  that  previously  adopted,  we 

will  express  the  measure  of  the  shear  as 

du.dv  .-. 

^-  =  %+s ^^^ 

The  quantity  yxy  is  called  the  shearing  strain  at  0  in  the  direction 
of  the  X  and  Y  planes.    As  represented  in  Fig.  (27)  it  is  a  positive 


Fig.  27. 

quantity,  but  the  displacement  of  the  point  b  may  be  such  that 

the  angle  a'Oc'  becomes  greater  than  a  right  angle  in  which  case 

the  shearing  strain  is  negative. 

41.  Sinqile  Extension.  — As  another  type,  of  plane  strain,  we 

may  cite  the  case  where  the  small  rectangular  prism  Oabc  (Fig.  28) 

is  distorted  into  a  prism  with  a  rectangular  base  Oa'Vc'.    In  this 

case  the  displacement  of  the  point  b  relative  to  0  is  evidently 

due  to  two  simple  extensions  (Art.  4);  one  in  the  direction  OX, 

du 
whose  measure  is  -r-,  combined  with  one  in  the  direction  OY, 

.  .    dv 

wl^ose  measure  is  ^• 
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Following  our  previous  notation  (Art.  4),  we  will  denote  the 
extension  in  the  direction  OX  by  the  symbol 

du  •^ 


dx' 


and  that  in  the  direction  OF  by  the  symbol 

dv 


^"^• 


(1) 


(2) 


It  is  evident  that  the  distortion  might  be  such  that  either  Cx  or  Cy, 
or  both  together,  could  be  negative.    The  increase  of  the  volume, 


Fig.  28. 

per  unit  of  volume,  due  to  the  deformation  may  be  called  the 
diUUcUiorif  which,  in  the  case  of  plane  strain  just  cited,  will  be  sen- 
sibly equal  to 


.      du  .  dv  , 


(3) 


42.  Components  of  Strain.  —  We  will  now  consider  the  general 
type  of  plane  strain.  Assume  as  before  that  any  point  b  (Fig.  29) 
at  a  very  small  distance  from  any  point  0  is  displaced,  relative 
to  0,  to  the  point  V  during  the  xlef ormation  of  the  body,  the  line 
Ob  changing  in  both  length  and  direction.  We  will  show  that  the 
change  in  the  length  of  Ob  can  be  expressed  in  terms  of  two  simple 
extensions  (Art.  41),  along  any  two  rectangular  coordinate  axes 
OX  and  OY  through  0  and  two  simple  shears  (Art.  40)  along  the 
corresponding  X  and  Y  planes  through  0.    Let  a  equal  the  angle 


Digitized  by 


Google 


COMPONENTS  OF  STRAIN 


67 


between  OA,  which  is  the  line  Ob  extended,  and  the  axis  OX. 
Consider  ^  very  small  prism  with  sides  parallel  to  OX  and  OY  and 
with  Ob  a?  the  diagonal  of  the  base  Oabc.  In  general  the  rectangle 
Oabc  will  be  distorted  into  a  parallelogram  Oa'Vd  which  has  not 
the  same  area  as  the  original  rectangle. 

Let  dx  and  dy  represent  the  original  dimensions  of  the  rectangle 
Oobc  and  let  d&  the  original  length  of  the  diagonal  05. 

Let  du'\-  dx  and  d»  +  dy  represent  the  projections  of  OV  on  OX 
and  OY  respectively,  and  let  e  equal  the  unit  extension,  hereafter 
called  the  ex!ijensi(m  in  the  diagonal  Ob. 


Fig.  29. 

Let  Ob"  equal  the  length  of  the  projection  of  OV  on  OA.  Since 
the  angle  WV^  measuring  the  change  in  direction  of  Ob  during  the 
deformation,  is  very  small,  it  is  evident,  from  the  construction 
(Fig.  29),  that  the  component  bb"  of  the  displacement  W  is  equal  to 

66"  =di2  =  dt^cosa  +  dvsina;      .•••(!) 
also,  that  the  extension  e  is  sensibly  equal  to 

dR 

.  To  determine  the  relation  between  the  strain  e  and  the  strain 
components  in  the  direction  OX  and  OY^  we  note  that,  since  the 
area  of  the  parallelogram  Oa!Vc'  is  not  in  general  the  same  as  that 


(2) 
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of  the  rectangle  Oabc,  the  deformation  is  the  same  as  if  the  original 
rectangle  were  distorted  by  two  simple  extensions  into  a  rectangle 
of  the  same  area  as  Oa'Vd  and  then  distorted  by  shear  into  paral- 
lelogram shown.  In  other  words  the  total  displacement  du  is  due 
partly  to  a  simple  extension  of  the  prism  Oohc  in  the.direction  OX 
and  a  simple  shear  in  the  direction  of  the  Y  plane.  Expressed 
analyitically, 

^=t^^t^y (3) 

Similarly  the  total  displacement  dio  is  due  to  simple  extension  in 
the  direction  OY  combined  with  a  simple  shear  along  the  X  plane 
which  is  represented  analytically  by  thp  expression 

^'^%^y'^i^^ ^^^ 

Substituting  the  values  of  du  and  io  in  (1)  and  combinmg  with 
(2)  we  obtain 

dR     dudx  ,  dudy  ,  dv  dy  .        ,  dvdx  . 

ds      dxds  *  dyds  dyds      _^i:^,dzd8         - 

which  evidently  reduces  to 

du 
dx 


du       ,      ,  dv    ,  ^      ,   /du  ,   dv\   .  ,-. 

e  =  — cos*a  +  — sm^a  +  f^  +  ^lsmotcosa,      .     (5) 


where  tt  =  ««> 


du 
dx 


the  component  of  the  strain  due  to  a  simple  extension  in  the  direc- 
tion OX, 

the  component  due  to  a  simple  extension  in  the  direction  OY,  and 

du,dv_ 
dy^di"'^''' 

the  component  due  to  a  shearing  strain  in  the  directions  OX  and  07. 
Substituting  these  values  in  equation  (5),  the  expression  for  the 
extension  in  any  element  making  an  angle  a  with  OX  reduces  to 

6  =  e«  cos^  a  +  By  sin^  a  +  7x»  sin  a  cos  a.  .     .     .     (6) 

The  ratio  of  the  component  W  of  the  displacement  of  b  (Fig,  29) 
to  06  will  be  sensibly  equivalent  to  a  simple  shear  on  the  A  plane 
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in  the  direction  OB,  at  right  angles  to  OA,  the  magnitude  of  whith 
may  be  represented  by  the  expression  ' 

^'=^  (7) 

where  dQ  ^do  cos  a  —  dw  sin  a (8) 

Substituting  the  values  of  the  total  differentials  (equations  3  and 
4)  and  combining  (8)  with  (7),  we  obtain 

dQ     dvdy  ,  dvdx  dudx  .  dudy  . 

-J-  =  T-  J-  cos  a  +  T-  T"  cos  a  —  TT-^-sma  —  v-jSma 
da      dyda  dxda  dxds  dyds 

To  determine  completely  the  shearing  strain  we  must  obtain  the 
expression  for  the  component  due  to  the  simple  shear  on  the  B 
plane  in  the  direction  OA.  For  it  is  evident  that  a  small  element 
of  the  line  OB  taken  perpendicular  to  OA  before  the  strain  is  pro- 
duced will  in  general  change  both  in  length  and  direction  during 
the  deformation. 

We  may,  by  the  same  method  followed  in  deducing  equation  (9), 
determine  the  value  of  the  angular  displacement  of  OB  due  to  a 
simple  shear  in  the  direction  OA  in  terms  of  the  angle  a  between 
OA  and  OX.    The  value  will  reduce  to 

-yr  =  1^ —  Ismacosa  +  T-  cos* «  —  —  sm*  a.       (10) 

ds        \dy      dx/  dy  dx 

Adding  (9)  and  (10)  we  obtain  the  value  of  the  shearing  strain  in 
the  directions  OA  and  OB, 

'^  =  dF+d7  =  H^"^J'^"'^" 

=  (e,  —  e«)2sinacosa  +  7«y(cos*a  —  sin*  a) 

=  («»  —  e,)sin2a  +  7^cos2a (11) 

43.  Principal  Strains.  —  If  we  differentiate  equation  (6)  (Art. 
42),  we  shall  obtain 

-T-  =  (e,  —  e,)  2  sin  a  cos  a  +  7:ey  (cos*a  —  sin  a).  .     .     (1) 
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Placing  (1)  equal  to  zero  and  reducing  we  obtain 

s—  =  tan  2  a  =  — ^^^ , (2) 

cos  2  a  6x  —  6y 

which  indicates  that  there  are  two  values  of  a,  differing  by  90°,  for 
one  of  which  the  extension  6  is  a  maximum  and  the  other  a  mini- 
mum.  A  comparison  of  equation  (1)  with  equation  (11)  (Art.  42) 
also  shows  that  there  is  no  shearing  strain  in  the  directions  along 
which  6  is  a  maximum  or  a  minimum. 

Therefore,  through  any  point  0  in  a  body  subjected  to  plane  strain 
there  are  two  lines  at  right  angles  along  which  the  extensions  are 
greater  or  less  than  along  any  other  lines  through  the  point,  the  shear-- 
ing  strain  along  these  directions  being  zero.  These  maximum  and 
minimum  extensions  are  known  as  the  principal  strains  at  the  poirU 
0  and  the  coordinate  axes  in  these  directions  are  the  jmncipal  axes 
of  the  strain. 

44.  Strain  Components  in  Terms  of  the  Principal  Strains.  — 
If  we  let  Cx  and  Cy  equal  the  values  of  the  principal  strains  in  the 
directions  OX  and  07  at  any  point,  the  expression  for  the  exten- 
sion in  any  direction  OA,  making  an  angle  a  with  OX,  may  be 
found  by  substituting  7xv  =  0  in  equation  (6)  (Art.  42),  giving 

e  =  exCO&^a  +  eySin^a (1) 

Similarly,  the  expression  for  the  shearing  strain  in  the  directions 
OA  and  OB  at  right  angles  may  be  obtained  from  equation  (11) 
(Art.  42), 

7  =  (gy  —  Cx)  2  sin  a  cos  a  =  (Cy  —  e,)  sin  2  a.     .     .     (2) 

An  inspection  of  equation  (2)  will  show  that  when  a  =  45°,  the 
value  of  7  is  amaximum,  in  which  case 

7  =  6y  -  Cx, (3) 

the  difference  of  the  principal  strains.  Hence,  the  directions  of 
maximum  shearing  strain  make  angles  of  45°  with  the  principal 
axes  of  strain  and  the  magnitude  of  the  maximum  shearing  strain 
is  equal  to  the  difference  of  the  principal  strains.  If  we  substitute 
90°  +  a  for  a  in  equation  (1)  we  shall  obtain  for  the  value  of  the 
extension  in  a  direction  at  right  angles  to  OA 

e'  =  Cx  sin*  a  +  Cy  cos*  a (4) 
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Adding  (1)  and  (4)  and  reducing,  we  have 

e  +  e' =  e,  +  e„=A; (5) 

that  is,  in  any  case  of  plane  strain  the  sum  of  the  extensions  in  any 
two  directions  at  right  angles  through  any  point  0  in  the  plane 
of  strain  is  a  constant  quantity,  known  as  the  dilaUUion  at  0 
(Art.  41). 

It  is  evident  that  the  state  of  strain  at  any  point  in  a  body  sub- 
jected to  plane  strain  is  fidly  determined  when  the  principal  strains 
ai  the  point  are  known. 

46.  Strain  Accompanjring  Plane  Stress,  t— The  preceding  dis- 
cussion has  been  limited,  for  the  sake  of  simplicity,  to  the  type  of 
strain  known  as  plane  strain.  Such  a  strain  would  not  in  general 
be  produced  without  the  action  of  forces  perpendicular  to  the  plane 
of  strain.  When  such  forces  arQ  absent,  as  in  the  case  of  plane 
stress^  the  extensions  and  shear-strains  at  any  point  O  along  lines 
in  the  plane  of  the  stress  will  be  accompanied  by  an  extension 
at  0  in  a  direction  perpendicular  to  that  plane  (Art.  5).  We  will 
denote  the  extension  in  this  direction  by  the  S3anbol  eg. 

The  relations  deduced  in  Arts.  (39-44)  will  hold  true,  however, 
for  the  strain  components  at  any  point  in  directions  parallel  to 
the  plane  of  stress,  and  the  dilaiation  (Art.  44)  will  be  represented 
by  Uie  expression 

A  =  e,  +  6y  +  6,. 

46.  Relations  between  Stresses  and  Strains.  —  The  relations 
between  extensions  and  lateral  strains. and  the  relations  between 
the  simple  stresses  and  strains  have  been  discussed  previously 
(Arts.  5  and  7). 

In  the  general  case  of  plane  stress,  the  relations  between  the 
components  of  stress  and  strain  at  any  point  in  a  homogeneous 
isotropic  body  can  be  determined  as  follows:  Assume  three  rec- 
tangular coordinate  axes  through  any  point  0  with  the  axes  OX 
and  OY  in  the  plane  of  stress.  Following  the  notation  previously 
adopted,  the  normal  stress  on  the  X  plane  will  cause  an  extension 

E' 
in  the  direction  OX,  an  extension 

mE' 
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in  the  direction  OY,  and  an  extension 

-— > 
TnE 

in  the  direction  OZ. 
Similarly  the  normal  stress  on  the  Y  plane  will  cause  extensions 

fly  n^^  ^  Wy 

E'     "  mE     ^""^    ^mE' 

in  the  directions  OYj  OX  and  OZ  respectively. 

The  resultant  extension  in  the  direction  OX  will  therefore  be 
equal  to 

^     E      mE' ^^^ 


and  in  the  direction  OY,  i 

and  in  the  direction  OZ, 


^~  E     mE'  ' ^^ 


^'"      mE     mE ^^^ 

The  shearing  stresses  on  the  X  and  Y  planes  will  produce  a 
shearing  strain  in  the  directions  OX  and  OY  which  will  be  equal  to 

7.,=^ (4) 

By  solving  equations  (1)  and  (2)  we  readily  obtain  the  following 
values  of  the  normal  stress  intensities  on  the  X  and  Y  planes  in 
terms  of  the  extensions  along  OX  and  OY, 

^'  =  ^r_  I  (^*  +  ^v)y (5) 

^='^r_i(^v  +  ex).  .     .     .    •    .    .     (6) 

From  equation  (4)  we  obtain 

«xy  =  G7xy (7) 

When  the  axes  OX  and  OY  are  the  principal  axes  of  strain  it  is 
evident  that  equations  (1),  (2)  and  (3)  give  the  principal  strains  in 
terms  of  the  principal  stress  intensities  and  that  7«y  =  s^y  =  0. 

47.  Relation  between  the  Modulus  of  Elasticity  and  the 
Modulus  of  Rigidity.  —  If  we  let  Uy  and  n,  equal  the  principal 
stress  intensities  at  any  point  0  and  Cy  and  e»  the  principal  strains 
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at  that  point,  the  maximnm  shearing  stress  intensily  at  0  (Art.  31) 
will  occur  on  the  planes  making  angles  of  45°  with  the  principal 
planes  and  will  be  equal  to 

»=^^ (1) 

and  the  maximum  shearing  strain  (Art.  44)  will  be  equal  to 

7  =  e,  -  e, (2) 

Substituting  in  (1)  the  values  of  n^  and  Uy  from  equations  (5) 
and  (6)  (Art.  46)  and  combining  (1)  and  (2)  with  (7)  (Art.  46)  we 
obtain 

«  =  2m^-  1  ^^*  +  es-me»-ey)  =^G(ey-e.), 
which  reduces  to 

^  =  ^;^i^^ (3) 

or,  ^=:2G^!J=^ (4) 

If  we  substitute  the  value  of  £  in  equations  (5)  and  (6)  (Art.  46), 
we  obtain 

n.  =^j^-^3^(m«,  +  0, (5) 

Wir=:r i(»n«»  +  e*) (6) 

48.  Equations  of  Equilibrium. — In  the  discussion  of  the  stress 
at  any  point  in  a  body  subjected  to  plane  stress  we  have  been 
concerned  with  the  relations  existing  between  the  stress  compo- 
nents on  different  planes  passing  through  the  point.  If  the  stress 
is  uniform  throughout  the  body  the  state  of  stress  at  every  point 
will  be  the  same. 

In  the  case  of  a  varying  plane  stress  the  law  of  variation  of  the 
stress  from  point  to  point  in  the  plane  of  the  stress  may  be  deter* 
mined  by  applying  the  conditions  of  equilibrium  to  a  small  particle 
which  has  the  shape  of  a  rectangular  prism  (Fig.  30)  with  the  face 
Oabc  parallel  to  the  plane  of  stress,  the  dimensions  of  the  particle 
being  taken  so  small  that  the  stress  over  each  face  may  be  con- 
sidered to  be  uniform.  Let  Ax  and  Ay  be  the  dimensions  of  the 
particle  in  the  directions  OX  and  OF  and  let  the  third  dimension 
equal  unity.    The  stress  on  the  face  Oabc  will  equal  zero  and  if  we 
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let  the  stress  intensities  on  the  X  and  Y  planes  at  0  equal  n.,  n^ 
and  9syy  as  indicated  (Fig.  30),  the  stress  intensities  on  the  faces  of 
the  particle  parallel  to  the  X  and  Y  planes  will  be  equal  to 

n»  +  An»,    Uy  +  Any  and  s^  +  As^.^. 

It  is  evident  that  An^,  Any  and  As^v  represent  the  changes  in  the 
stress  intensities  between  the  X  and  Y  planes  through  0  and  the 


Y 

ng+An, 

<  «^+A«^ 

^cf +A0^ 

*• 

a                        b 
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„ ^a — — 
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Fig.  30. 


X  and  y  planes  through  any  point  6  at  a  small  distance  from  0. 
Applying  the  conditions  of  equilibrium,  we  have 

(n,  +  An,)  Ay  —  n.  Ay  +  {Sxy  +  As,y)  Ax  —  Sgy^x  +  X  Ax  Ay  =  0 
and 
(ny  +  A?iy)  Ax  —  ny  Ax  +  («xy  +  Asgy)  Ay  —  8,^  Ay  +  YAx^y  =  0, 

where  X  and  Y  represent  the  components  of  any  force,  other  than 
the  stresses  on  the  faces,  which  may  act  on  the  particle.  Dividing 
by  AxAy  and  reducing  and  passing  to  the  limit  we  have 


f  X=0, 


dn»  .   dSgy 
dx        dy 


(1) 

(2) 


These  equations  express  the  law  of  variation  of  stress  in  a  body  ux 
equilibrium  under  plane  stress.  If  we  neglect  the  effect  of  gravity, 
or  other  similar  forces  acting  through  space,  the  components  X 
and  Y  will  equal  zero. 
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49.  General  Relations  of  Stresses  and  Strains.  —  When  the 
stress  at  a  point  is  not  confined  to  a  single  plane  the  relations  be- 
tween stresses  on  different  planes  and  those  between  the  strains  in 
different  directions  through  the  point  become  more  complex  and 
no  attempt  will  be  made  to  deduce  them  here.  It  will  be  of  in- 
terest, however,  to  state  the  following  laws  governing  the  state  of 
stress  and  strain  at  any  point  in  a  body  subjected  to  any  system  of 
forces  in  equilibrium. 

(a)  Through  any  point  there  are  three  planes  at  right  angles  on 
which  there  is  no  shearing  stress.  On  one  of  the  planes  the  normal 
intensity  of  stress  is  a  maximum,  on  another  the  normal  intensity 
of  stress  is  a  minimum,  and  on  the  third  it  has  a  value  intermediate 
between  the  other  two.  The  three  planes  are  called  the  principal 
planes  of  stress  and  the  three  stresses  are  called  the  principal 


(b)  Through  any  point  there  are  three  lines  perpendicular  to  the 
principal  planes  of  stress  along  which  there  are  no  shearing  strains. 
Along  one  of  these  lines  the  extension  is  a  maximum,  along  another 
a  minimum,  and  along  the  third  it  has  a  value  intermediate  between 
the  other  two.  The  lines  are  called  the  principal  axes  of  strains 
and  the  extensions  are  called  the  principal  strains. 

(c)  The  following  equations  express  the  relations  between  the 
principal  stresses  and  strains,  the  notation  being  similar  to  that 
previously  adopted: 

^'     E      mE     mE' ^^^ 

^     E      mE     mE\  •    •    •    •    • W 

.     _  311^  _  i^i,  _  J^lL  •  /ox 

^'""£      mE     mE' ^"^^ 

^'"(m  +  mm->2)[(^-^^^-  +  ^  +  ^'^-     •    •    (4) 
^  =  (m  +  lTti-2)t(^^^^^'-  +  ^-  +  ^''>     •    •    (^^ 

(d)  If  the  stress  on  each  plane  of  any  set  of  three  planes  at  right 
angles,  passing  through  any  point  0,  is  resolved  in  a  normal  com- 
ponent and  two  shearing  components  in  the  directions  of  the  two 
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co5rdinate  axes  located  in  that  plane,  the  intensities  oi  the  shear- 
ing components  on  any  two  of  the  planes  in  the  direction  of  the 
third  plane  will  be  equal.  If  we  express  this  law  analytically,  using 
a  notation  similar  to  that  already  adopted,  we  have 

«*»  =  «y*, (7) 

Byg   =  8gy, (8) 

Smx  =  Sxm (9) 

In  these  equations  the  first  letter  of  the  subscript  indicates  the 
plane  on  which  the  shear  occurs  and  the  second  letter  the  direction 
of  the  axis  along  which  the  component  of  the  shear  is  taken. 

(e)  The  shearing  strain  will  be  made  up  of  three  component 
shearing  strains  in  the  directions  of  the  three  pdirs  of  axes,  namely: 

7^, (10) 

T^,  .    •    •    .  * (11) 

7.., '  .    .    (12) 

(f )  The  relations  between  the  three  shearing  stress  intensities 
and  the  three  shearing  strains  will  be 

(?=^=^=^ (13) 

7x»       7yi       7«x  . 

(g)  The  relations  between  the  normal  stress  intensities  and  the 
extensions  along  any  three  coordinate  axes  will  be  the  same  as  the 
relations  of  the  principal  stresses  and  strains  given  in  section  (c). 

(h)  The  equations  of  equilibrium  in  terms  of  the  stress  intensi- 
ties on  any  three  planes  at  right  angles  through  a  given  point  and 
the  components  X,  7,  Z,  per  unit  of  volume,  of  any  force  such  as 
gravity  acting  through  space,  ara  the  following: 

^+'l'+^+^  =  0'  •,•  •  •  •  (15) 
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UNIFORM  STRESS  AND  UNIFORMLT  VARYING 
STRESS. 

60.  Uniform  Stress.  —  When  the  intensities  of  both  the 
normal  and  shearing  components  of  a  stress  on  any  given  plane 
section  are  the  same  at  every  point  in  the  plane,  the  stress  on  the 
plane  is  said  to  be  imif  orm.  In  such  a  case  the  center  of  the  stress 
coincides  with  the  center  of  gravity  of  the  section.  (Art.  81, 
Vol.  I.)  It  follows  from  the  laws  of  equilibrium  that  in  order  to 
produce  a  uniform  stress  on  any  plane  section  through  a  body  at 
rest,  the  resultant  of  the  external  forces  acting  on  the  part  of  the 
body  on  either  side  of  the  plane  must  be  a  single  force  whose  line  of 
action  passes  through  the  center  of  gravity  of  the  section. 

51.  Axial  Tension.  —  When  a  straight  bar  of  uniform  section 
and  material  is  subjected  to  a  ppll  in  such  a  manner  that  the  line 
of  action  of  the  resultant  force  acting  on  each  end  coincides  with 
the  central  axis  of  the  bar,  the  stress  on  any  cross  section,  either  at 
right  angles  to,  or  inclined  to,  the  axis  will  be  uniform.  It  is 
common  engineering  practice  to  call  the  stress  on  the  right  cross 
section  in  such  a  case  axial  tension. 

This  term  will  also  apply  in  the  case  of  a  piece  of  homogeneous 
material  of  non-uniform  section,  provided  the  axis  passing  through 
the  center  of  gravity  of  every  right  cross  section  is  a  straight  line 
and  the  line  of  action  of  the  resultant  force  acting  at  each  end  of 
the  piece  coincides  with  the  axis. 

The  intensity  of  the  stress  at  any  point  0  on  a  cross  section  at 
right  angles  to  the  central  axis  will  be  greater  than  that  on  any 
other  cross  section  through  0  and  wiU  be  equal  to 

p=i' (1) 

where  P  =  the  resultant  force  acting  at  one  end  of  the  piece  and 
A  =  the  area  of  the  cross  section.  The  maximum  intensity  of 
stress  will  evidently  occur  on  the  right  cross  section  for  which  A  is 

a  Tninim^iTn. 

77 
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The  strain  at  any  point  0  in  the  direction  of  the  axis  will  be 
equal  to 

6  =  ^,      ...         ....    (2) 

and  the  strain  at  0  in  any  direction  at  r^ht  angles  to  the  axis  will 
be  equal  to 

If  the  piece  is  of  uniform  cross  section  the  elongation  in  any 
length  will  be  equal  to 

The  intensity  of  the  shearing  stress  on  any  plane  through  0 
inclined  at  45°  to  the  central  axis  of  the  piece  will  be  greater  than 
that  on  any  other  plane  through  0  and  will  be  equal  to 

s=|(Art.25) ,    (5) 

When  0  is  located  in  the  minimum  cross  section,  the  value  of  s 
will  be  the  maximun^  intensity  of  the  shearing  stress  for  the  entire 
piece.  • 

62.  Axial  Compression.  —  Axial  compression  may  be  defined 
as  negative  axial  tension,  it  being  the  uniform  compression  stress 
on  the  right  cross  section  of  a  piece  whose  central  axis  is  a  straight 
line.  To  produce  such  a  stress  the  line  of  action  of  the  resultant 
force  acting  on  each  end  of  .the  piece  must  coincide  with  the  axis, 
the  forces  being  directed  so  as  to  produce  compression. 

The  expressions  for  stress  intensities,  strains  and  elongation 
(Art.  51)  will  evidently  apply  in  this  case,  all  of  the  quantities  being 
negative  instead  of  positive. 

It  is  unnecessary  to  take  account  of  signs,  however,  in  cases 
where  the  stress  is  of  the  same  kind  throughout  the  body. 

63.  Saint-Venant's  Principle.  —  A  careful  analysis  of  either  of 
the  cases  discussed  in  Arts.  (51)  and  (52)  will  show  that,  in  order  that 
stress  on  every  cross  section  of  the  piece  shall  be  uniformly  dis- 
tributed, the  forces  acting  on  the  ends  must  be  distributed  in  the 
same  manner.  Practically,  however,  the  solutions  given  may  be 
applied  to  any  case  in  which  the  lines  of  action  of  the  resultants 
of  the  forces  acting  at  the  ends  of  the  piece  coincide  with  the  central 
axis,  the  distribution  of  the  stresses  and  strains  at  different  points 
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in  the  body  being  independent  of  the  distribution  of  the  terminal 
forces,  except  for  comparatively  small  portions  near  the  ends. 
This  statement  is  in  accord  with  a  "principle,"  first,  definitely 
enimciated  by  Saint-Venant,  according  to  which  the  strains  pro- 
duced at  any  point  in  a  body  in  equilibrium  by  the  action  of  each 
of  the  individual  forces,  applied  to  small  portions  of  its  surface, 
are  of  negligible  magnitude  compared  with  the  strains  produced 
by  the  force  system  as  a  whole,  except  for  points  in  comparatively 
small  portions  of  the  body  near  the  places  at  which  the  forces  are 
applied. 

This  principle  will  be  found  to  have  a  broad  application  in  the 
theorems  which  are  discussed  later. - 

64.  Thin  Hollow  Cylinder.  —  When  a  hollow  circular  cylinder, 
whose  thickness  is  small  compared  with  its  radius,  is  subjected  to  a 
uniform  internal  pressure  the  stress  on  any  cross  section  through 
a  point  in  the  surface  mayT)e  considered  to  be  uniform.  We  will 
let  r  =  the  radius  and  t  =  the  thickness  of  such  a  cylinder  (Fig. 
31)  and  assume  that  the  ends  are  so  thick,  or  of  such  shape,  that 
the  stress  in  the  cylindrical  shell  will  not  be  affected  by  the  distor- 
tion of  the  ends.    Let  p  =  the  intensity  of  the  internal  pressure. 


r 


1 


Pig.  31. 


To  determine  the  intensity  of  stress  on  a  longitudinal  section 
OX,  through  any  point  0  in  the  surface  of  the  cylinder,  we  apply 
the  conditions  of  equilibrium  to  06c,  a  semi-circular  section  of  the 
shell  one  unit  in  width.  The  forces  parallel  to  the  X  plane  through 
0  acting  on  this  section  will  be  the  uniformly  distributed  internal 
pressure  over  the  semi-circumference  Obc  and  the  uniform  stress 
on  the  cross  sections  at  0  and  c.    The  resultant  of  the  internal 
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pressure  may  easily  be  shown  to  be  a  force,  whose  magnitude  is 
equal  to  2  pr,  acting  through  the  center  of  the  cylinder.  Hence 
the  total  stresses  at  the  sections  0  and  c  will  be  equal  and,  if  we 
denote  the  stress  intensity  on  these  sections  by  theT  symbol  /,  we 
shall  have 

and  therefore  ^  ~^  ^ 

/=f (1) 

The  intensity  /  is  commonly  called  the  hoop  tension  in  the 
cylinder. 

The  intensity  of  the  stress  on  a  cross  section  OF,  perpendicular 
to  the  axis  of  the  cylinder,  may  be  determined  by  applying  the  con- 
ditions of  equiUbrium  to  the  portion  of  the  cylinder  on  either  side 
of  the  section.  The  resultant  of  the  internal  pressure  on  the  part 
on  one  side  of  the  section  will  evidently  be  a  force  of  magnitude 

whose  line  of  action  coincides  with  the  axis  of  the  cylinder.  This 
force  will  be  balanced  by  a  stress  uniformly  distributed  around  the 
circumference  at  the  section  OY.  If  we  denote  the  intensity  of 
this  stress  by  the  symbol  /i,  we  shall  have 

fi27r(r  +  ^t^p7^, 

from  which  we  obtain 

/i  =  15  (very  nearly) (2) 

The  stress  intensity  /i  is  frequently  called  the  end  tension  in  the 
cylinder.  It  is  evident  that  its  value  is  not  affected  by  a  change 
in  the  shape  of  the  ends  of  the  cylinder  provided  they  are  strong 
enough  not  to  distort  appreciably  under  the  pressure.  A  com- 
parison of  equations  (1)  and  (2)  shows  that  in  any  thin  cylinder 

/  =  2/x. (3) 

Since  there  are  no  shearing  stresses  on  the  sections  OX  and  OF, 
/  and  /i  are  principal  stress  intensities  and  the  resultant  stress 
intensity  on  any  other  plane  through  0,  containing  the  axis  OZ, 
will  have  a  value  intermediate  between  them,  which  is  given  by 
the  expression 

p=(/,2cos«a+/«sin2a)*, (4) 

obtained  by  substituting  the  values  of  /  and  /i  in  equation  (3) 
(Art.  29). 
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The  hoop  tension  /  is  therefore  the  greatest  stress  in  the  shell  of 
the  cylinder. 

The  above  fonnulfiB  will  evidently  apply  in  the  case  of  a  thin 
hollow  cylinder  subjected  to  uniform  external  pressure,  the  outside 
radius  of  which  is  equal  to  r  and  thickness  equal  to  t,  the  normal 
stresses  on  the  different  sections  being  compression  instead  of 
tension. 

This  important  difference  between  the  two  cases  should  be 
noted,  however.  When  the  cross  section  is  not  an  exact  circle,  a 
uniform  internal  pressure  tends  to  make  the  section  circular,  while 
a  uniform  external  pressure  tends  to  increase  the  distortion  from 
the  circular  form,  collapsing  the  cylinder  completely  at  a  pressure 
intensity  much  smaller  than  the  internal  pressure  to  which  it  may 
be  subjected  without  failing. 

When  the  cylinder  is  subjected  to  uniform  internal  and  external 
pressures  simultaneously  the  stress  intensity  on  any  section  can  be 
found  by  combining  the  stresses  due  to  the  pressures  taken  sepa- 
rately. If  we  let  r  =  the  mean  radius  of  the  shell,  p^  =  the  in- 
tensity of  the  internal  pressure  and  p2  =  the  intensity  of  the 
external  pressure,  the  resultant  intensity  of  the  stress  on  the 
longitudinal  section  will  be  very  nearly  equal  to 

/=^^^ (6) 

and  the  resultant  intensity  of  the  stress  on  the  cross  section  per- 
pendicular to  the  axis  will  be  very  nearly  equal  to 

f  _  (pi  -  P2)  r  .  . 

J'" 2I •  '    • W 

66.  Thin  Hollow  Sphere.  —  When  a  spherical  shell,  whose 
thickness  is  small  compared  with  its  radius  is  subjected  to  a  uniform 
internal  pressure,  the  stress  on  any  section  through  the  shell  may 
be  considered  to  be  uniform.  The  intensity  of  the  stress  on  any 
meridian  section  of  the  shell  may  be  determined  by  applying  the 
conditions  of  equilibrium  to  the  forces  acting  on  the  hemisphere 
on  either  side  of  the  section. 

Let  r  =  the  inside  radius  of  the  sphere,  ^  =  its  thickness,  p  = 
the  intensity  of  the  internal  pressure  and  /  =  the  intensity  of  the 
tension  on  a  meridian  section  through  the  shell.  The  resultant  of 
the  internal  pressure  on  the  hemisphere  may  easily  be  shown  to  be 
equal  to  p^, 

its  line  of  action  passing  through  the  center  of  the  sphere. 
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The  total  stress  on  the  meridian  section  of  the  shell  will  be  equal  to 

/  =  |^  (very  nearly).      .    . 


Hence 


(1) 


Formula  (1)  will  evidently  apply  when  the  sphere  is  subjected 
to  uniform  external  pressuref  r  representing  the  external  radius. 

The  difference  between  the  effects  of  internal  and  external 
pressures  when  the  shell  is  not  exactly  spherical  in  form  will  evi- 
dently be  similar  to  that  in  the  case  of  the  thin  hollow  cylinder  of 
non-circular  section.    (Art.  54.) 

When  the  sphere  is  subjected  to  uniform  internal  and  external 
pressufe,  simultaneously y  the  resultant  intensity  of  stress  on  any 
meridian  section  will  be  very  nearly  equal  to 


^ 2i ' 


(2) 


where  pi «  the  intensity  of  the  internal  pressure,  pj  =  the  intensity 
of  the  external  pressure  and  r  =  the  mean  radius  of  the  shell. 


Fig.  32. 

66.  Uniform  Shearing  Stress.  —  When  a  rivet,  or  bolt,  or  pin 
is  used  to  join  two  pieces  together  as  in  Fig.  (32)  the  intensity  of  the 
shearing  stress  on  the  section  AB  due  to  a  puU  P  is  ordinarily 
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assumed  to  be  uniform.  This  assumption  is  hardly  in  accord  with 
the  principle  stated  in  Art.  (53)  but  there  is  no  way  in  which  the 
exact  distribution  of  the  stress  on  the  section  can  be  fully  deter- 
mined. Hence,  if /•  =  the  average  intensity  of  the  shearing  stress^ 
due  to  the  pull  P,  d  =  the  diameter  of  the  rivet,  A  =  the  area  of 
its  cross  section,  we  shall  have 


and 


/-I-  •   •   • 


(1) 

(2) 


The  rivet  shown  (Fig.  32)  is  said  to  be  subjected  to  single  shear. 

When  two  plates  are  joined  to  a  single  plate  by  a  rivet  as  shown 
in  Fig.  33  the  rivet  is  said  to  be  subjected  to  double  shear,  and  if 
the  rivet  is  of  the  same  dimensions  as  before 

P  =  2/.4=/.^       (3) 

and 

(4) 


the  two  sections  AB  and  CD,  in  this  case,  being  subjected  to  a 
uniform  shearing  stress. 


" — ^-4«— ^— 


67.  Uniform  Bearing  Pressure.  —  In  both  of  the  cases  dis- 
cussed in  Art.  (56)  it  is  customary  to  assume  that  the  pressure 
between  either  plate  and  the  rivet  is  uniformly  distributed  around 
the  semi-circumference  of  the  rivet,  there  being  no  shearing  stress 
at  the  surface  of  contact. 
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Hence  the  relation  between  the  intensity  of  the  pressure  and  the 
resultant  pressure  on  the  surface  of  the  rivet  will  be  the  same  as  in 
the  case  of  the  circular  cylinder  subjected  to  uniform  external 
pressure  (Art.  64).  Therefore,  if  we  let  fc  =  the  intensity  of  the 
pressure  between  the  rivet  and  either  plate  (Fig.  32)  and  t  =  the 
thickness  of  each  plate,  we  shall  have 

P=fM (1) 

and  p 

f'=U (2) 


The  quantity  of/,  is  usually  called  the  intensity  of  the  hearing 
pressure  on  the  rivet.  When  the  rivet  is  under  double  shear  as 
shown  in  Fig.  (33),  if  we  let  i  =  the  thickness  of  the  middle  plate, 
the  intensity  of  the  bearing  pressure  will  be  represented  by  equation 
(2)  as  before.  If  the  two  outside  plates  are  of  equal  thickness  ^i, 
the  intensity  of  the  bearing  pressure  between  the  rivet  and  the 
outside  plates  will  be  represented  by  the  expression 

^''^2U ^^^ 

58.  Riveted  Joints*  —  In  joining  together  the  plates  used  in 
the  construction  of  a  boiler,  or  tank,  and  in  fastening  the*  joints  of 
steel  structures,  rivets,  or  in  some  cases  bolts,  are  employed.  In 
the  majority  of  cases  the  connection  is  made  in  such  a  manner  that 
the  forces  acting  between  the  parts  joined  together  produce  a  shear- 
ing stress  on  the  cross  sections  of  the  rivets.  When  the  line  of 
action  of  the  resultant  of  the  forces  acting  on  the  joint  passes 
through  the  center  of  gravity  of  the  combined  area  of  the  cross 
sections  of  all  the  rivets  in  the  joint,  it  is  customary  to  assume  that 
the  intensity  of  the  shearing  stress  on  all  the  rivets  is  the  same. 
This  assumption  is  practically  correct  for  simple  joints  with  one 
or  two  rows  of  rivets  but  an  analysis  of  the  stress  and  strains  will 
show  that  it  is  not  exactly  true  for  the  more  complicated  joints. 

In  the  design  of  any  riveted  joint,  it  is  necessary  to  determine 
(a)  the  proper  diameter  of  the  rivets;  (b)  the  spacing,  or  pUch,  of 
the  rivets;  (c)  the  distance  between  the  rivets  and  edge  of  the 
plate,  or  the  lap  of  the  joint  as  it  is  called;  (d)  the  distances  be- 
tween the  rows  of  rivets,  when  more  than  one  row  is  used. 

A  method  of  determining  these  quantities  in  a  few  simple  cases 
will  now  be  given.    In  each  case  we  will  let 
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/•  8  the  working  strength  in  shear  of  the  rivet  material, 

/o  =  the  greatest  allowable  intensity  of  bearing  pressure  be- 
tween the  plate  and  a  riveti 

ft  =  the  working  tensile  strength  of  the  material  in  the  plate, 

d  =  the  diameter  of  a  rivet, 

A  =  the  area  of  the  cross  section  of  a  rivet, 
t  =  the  thickness  of  the  plates  joined  together, 

p  =  the  pitch  of  the  rivets;  that  is,  the  distance  from  center  to 

center  of  the  rivets  in  any  one  row, 
I  =:  the  lap;  that  is,  the  distance  from  the  center  of  a  rivet  to 
the  edge  of  the  plate, 

a  =  the  distance  between  the  rows  of  rivets,  when  more  than 
one  row  is  used. 

Case  I.  The  simplest  type  of  a  joint,  used  for  connecting  two 
plates,  is  known  as  the  single  riveted  lap  joint  (Fig.  34),  in  which 
two  plates  are  lapped  together  and  connected  with  a  single  row  of 
rivets  spaced  At  equal  distances.  We  will  assume  that  the  joint 
is  subjected  to  a  uniform  stress;  that  is,  the  stresses  on  all  the 
rivets  are  equal. 


Fig.  34. 

If  such  a  joint  were  subjected  to  a  pull  sufficient  to  break  it 
apart,  the  manner  in  which  it  would  fail  would  depend  on  the  size 
and  spacing  of  the  rivets.  If  the  rivets  were  too  small,  or  were 
spaced  too  far  apart,  the  joint  would  fail  by  shearing  the  rivets. 
If  the  rivets  were  too  close  together  the  plate  would  tear  off 
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between  the  rivet  holes.  If  the  lap  were  too  sniaXL,  the  rivets 
would  break  through  the  edge  of  the  plate.  In  order,  therefore, 
that  the  joint  shall  be  as  strong  as  it  is  possible  to  make  it,  the 
strength  of  one  rivet  must  be  equal  to  the  strength  of  the  section 
of  plate  between  two  adjacent  rivets,  and  the  strength  of  the  plate 
in  front  of  a  rivet  must  be  equal  to,  or  greater  than,  the  strength  of 
a  rivet.  If  such  a  joint  were  pulled  apart  the  plate  between  the 
rivets  would  be  at  the  point  of  failure  when  the  rivets  broke  ofif, 
or  vice  versa,  provided  the  lap  were  made  great  enough  to  prevent 
the  rivets  from  breaking  through. 

When  subjected  to  its  working  load  the  relations  between  the 
working  stresses  in  the  rivets  and  the  plate  would  be  the  same,  as 
those  between  the  stresses  at  breaking.  To  determine  the  dimen- 
sions we  therefore  proceed  as  follows: 

(a)  The  diameter  of  the  rivets  will  depend  on  the  thickness  of  the 
plate,  the  pitch  which  is  desirable  and  other  considerations.  The 
choice  of  the  diameter  will  usually  be  based  on  the  results  of  ex- 
perience rather  than  on  any  particular  formula. 

The  holes  in  the  plate  are  either  punched  or  drilled  larger  than 
the  size  of  the  rivets.  The  rivets  on  being  driven  expand  to  fill 
the  holes.  When  the  holes  are  drilled  in  place  and  accurately  in 
line  the  diameter  of  the  rivets  when  driven  will  equal  the  diameter 
of  the  holes  and  in  making  computations  it  is  customary  to  use  the 
driven  diameter  of  the  rivet,  as  it  is  called. 

When  the  holes  in  the  plate  are  punched  out  roughly,  the  align- 
ment may  be  such  that  the  smallest  section  of  the  driven  rivet  will 
not  be  much  greater  than  the  section  of  the  rivet  before  driving. 
Hence  in  such  work  it  is  customary  to  use  the  original  or  nominal 
diameter  of  the  rivet  in  making  computations. 

Having  fixed  upon  the  diameter  to  use,  the  working  load  for 
a  rivet  in  shear  will  be  equal  to 

Wi==fA^^-^(Ait.56) (1) 

and  the  allowable  bearing  pressure  will  be  equal  to 

TF2=/c^(Art.57) (2) 

To  find  the  diameter  of  the  rivet  required  to  make  the  shearing 
and  crushing  resistance  equal,  equate  (1)  and  (2)  and  we  obtain 

d  =  i^ (3) 
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It  is  evident  that  if  the  diameter  of  the  rivets  used  is  greater  than 
that  given  by  (3),  W%  <  Wi,  and  if  the  diameter  used  is  less  than 
the  value  given  by  (3)  Wi  <  TTj. 

Since  the  diameters  of  conmiercial  rivets  vary  by  sixteenths  of 
an  inch  and  practical  considerations  limit  the  sizes  which  can  be 
used,  the  diameter  of  the  rivets  selected  for  any  particular  joint 
will  seldom  agree  with  that  given  by  equation  (3).  Hence,  the 
working  load  per  rivet  must  be  the  smaller  of  the  quantities  Wi 
and  Wi. 

(b)  The  pitch  of  the  rivets  may  now  be  determined  by  equating 
the  working  load  on  a  rivet  to  the  working  load  on  the  net  section 
of  the  plate  between  a  single  pair  of  rivet  holes.  This  will  evidently 
be  equal  to 

fi(p-d)t (4) 

Hence,  if  TFi  <  TF2,  the  pitch  of  the  rivets  will  be  determined 
from  the  equation 

f.A  ^fi(p-d)t; (5) 

and,  if  TF2  <  TTi,  the  pitch  will  be  determined  from  the  equation 
fctd=^ft(p-d)t (6) 

(c)  When  steel  plate  is  used  the  lap  of  the  joint  may  be  deter- 
mined from  the  expression 

Z  =  0.007  y~^  + 0.5  d (7) 

This  equation  must  for  the  present  be  regarded  as  empirical, 
the  value  of  W  being  the  smaller  of  the  values  Wi  and  TFj. 

The  efficiency  of  a  riveted  joint  is  the  ratio  of  the  strength  of  the 
joint  to  the  strength  of  the  plate  of  which  the  joint  is  made.  The 
strength  of  the  joint  is  understood  to  be  the  minimum  resistance  of 
the  joint  to  failure.    Expressed  analytically 

^  .              minimum  resistance  of  section  of  width  p       ,o\ 
efficiency  = j—^ .     [p) 

If  the  joint  is  properly  designed  equation  (8)  reduces  to 

efficiency  =-^-^^^^  =  ^^ (8a) 

^  fiPt  p 

Case  IL  The  joints  shown  in  Figs.  (35)  and  (36)  are  known  as 
double  riveted  lap  joints. 
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In  Fig.  (35)  is  shown  a  case  of  2;tg2agnt;e^n^y  or  the  rivets  are  said 
to  be  staggered,  and  in  Fig.  (36)  the  riveting  is  known  as  chain 
riveting.    In  both  cases  the  net  section  of  plate  between  two  rivets 


Fia.  35. 


Fig.  36. 

must  be  equal  in  strength  to  the  strength  of  two  rivet  sections  if 
the  joint  is  to  be  as  strong  as  possible. 

;    (a)  Having  chosen  a  diameter,  the  strength  of  a  single  rivet  will 
evidently  be  the  less  of  the  two  values  Wi  and  W2  (Case  I). 
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(b)  If  Wi  <  W2  the  pitch  will  be  obtained  from  the  equation 

2Wi^2fA^f,(p^d)t (9) 

and  iiW%  <Wi  the  pitch  will  be  obtained  from  the  equation 

2Wi  =  2fctd=ft(p''d)t (10) 

(c)  The  lap  will  be  determined  from  equation  (7),  using  the 
smaller  of  the  two  values  of  Wi  and  Wi. 

(d)  Either  of  the  joints  (Figs.  36-36)  will  be  suflSciently  strong 
if  the  distance  a  between  the  rows  of  rivets  is  equal  to  or  greater 

than  /  +  2* 

If  the  joint  is  properly  designed,  the  eflBciency  will  evidently  be 
represented  by  equation  (8). 

Case  III.  In  Fig.  (37)  is  given  an  illustration  of  a  single  riveted 
buU  joint,  in  which  two  plates  are  butted  together  and  joined  by 


Fig.  37. 

riveting  on  two  cover  plates,  whose  thickness  ^1  may  be  equal  to  or 

less  than  t,  the  thickness  of  the  main  plate,  but  never  as  small  as  x  • 

The  rivets  in  such  a  joint  are  subjected  to  double  shear  as  shown 
in  Fig.  (33). 
(a)  The  diameter  of  the  rivet  will  be  chosen  in  accord  with  the 
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considerations  stated  in  Case  I.    The  strength  of  a  single  rivet 
will  then  be  equal  to  the  less  of  the  values 


W,  =  2fA 


(Art.  56) 


(11) 


and 

TF4=/c«(Art.57) (12) 

(b)  The  pitch  will  be  determined  by  placing  the  smaller  of  the 
values  Wz  and  W4  equal  toft  (p  —  d)L    Hence  iiWz<W4 

Wz  =  2M^ft(p-d)t (13) 

and  if  Tr4  <  Wz 

Wi=fctd=ft(p-d)t (14) 


Fig.  38. 

(c)  The  lap  in  the  main  plate  will  be  determined  by  substituting 
the  smaller  of  the  values  Wz  and  W4  in  equation  (7);  and  the  lap 
in  the  cover  plate  by  substituting  h  for  t  and  the  smaller  of  the 

Wz  W4 

values  -^  and  -s-  for  TT  in  the  same  equation. 

If  the  joint  is  properly  designed  the  theoretical  efficiency  would 
evidently  be  determined  from  equation  (8),  as  befwe. 
.  Case  IV.    In  Fig.  (38)  is  represented  a  dovble  riveted  butt  jcird 
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with  chain  riveting.  The  rivets  in  such  a  joint  might  be  staggered 
as  in  Fig.  (35),  but  the  computation  of  the  dimensions  would  be  the 
same.as  for  the  joint  shown. 

(a)  Having  chosen  the  size  of  rivet  the  strength  of  a  angle  rivet 
will  be  the  less  of  the  values  Wz  and  Wa- 

(b)  In  this  case  the  net  section  of  the  plate  between  two  rivets 
must  be  equal  to  the  strength  of  two  rivets,  hence  iiWi<Wi  the 
pitch  will  be  obtained  from  the  equation 

2Tr,  =  4/^=/i(p-d)« (15) 

andifTr4<  Wi 

2WA^2fM=ft(p-d)t (16) 

(c)  The  laps  in  the  main  plate  and  in  the  cover  plate  will  be 
determined  by  the  same  equations  as  in  Case  III. 

(d)  The  distances  between  the  rows  will  be  determined  by  the 
same  rule  as  in  Case  II. 

If  properly  designed  the  eflSciency  will  be  given  by  the  same 
expression  (equation  8)  as  that  for  the  preceding  cases. 

In  each  of  the  preceding  four  cases  the  object  has  been  the  de- 
termination of  the  dimensions  of  the  strongest  possible  joint  of  a 
particular  type.  It  will  be  found  that  for  any  given  material  the 
strength  of  a  joint  of  any  one  type,  in  a  given  thickness  of  plate, 
will  be  varied  by  changing  the  diameter  of  the  rivets. 

When  the  dimensions  of  a  joint  are  determined  in  accordance 
with  the  preceding  method  it  will  be  found  that  an  increase  in  the  ■ 
diameter  of  the  rivets  will  result  in  an  increase  in  efficiency  of  the 
joint  until  the  diameter  at  which  the  shearing  strength  of  a  rivet 
is  equal  to  the  allowable  bearing  pressure  upon  it  is  reached.  Any 
increase  beyond  this  will  not  give  an  increase  in  efficiency.  It 
will  also  be  found  that  for  any  given  diameter  of  rivet,  the  effi- 
ciency of  a  riveted  connection  will  increase  with  an  increase  in  the 
number  of  rows  of  rivets  used. 

The  joints  given  in  the  preceding  four  cases  represent  the 
simpler  types  used  in  the  construction  of  boilers,  tanks,  pipes, 
etc.  By  increasing  the  number  of  rows  of  rivets  and  varying  the 
numbers  of  rivets  in  the  different  rows,  joints  of  greater  strength 
than  any  of  these  can  be  made.  The  analysis  of  the  stresses  in 
such  cases  becomes  more  complex,  however,  and  will  not  be  under- 
taken here. 

Case  V.    One  other  type  of  joint  will  be  mentioned,  namely, 


Digitized  by 


Google 


92 


APPLIED  MECHANICS 


the  joint  used  in  fastening  together  two  parts  of  a  frame  structure 
when  the  rivets  are  placed  in  such  a  manner  that  the  stresses  on 
all  the  rivets  are  equal.  In  such  a  case  the  line  of  action  of  the 
resultant  of  the  forces  acting  on  the  joint  must  pass  through  the 
center  of  gravity  of  all  the  rivet  sections  combined. 

When  the  rivets  are  in  single  shear,  as  in  the  illustration  of  the 
plate  and  channel  connection  given  (Fig.  39),  the  strength  of  a 
rivet  in  single  shear  will  be  equal  to 


/^  = 


__f.TCP 


4 


and  the  allowable  bearing  pressure  will  be  equal  to 

fjtd 
where  (  =  the  thinner  of  the  two  parts. 


A 


'^J. 


i 


0 

) 
) 


Fig.  39. 

The  strength  of  a  rivet  will  evidently  be  equal  to  the  smaller  of 
these  two  values  and  the  number  of  rivets  required  in  a  joint  will 
be  found  by  dividing  the  resultant  force  acting  on  the  joint  by 
this  quantity. 

On  account  of  the  dissimilar  cross  sections  of  the  parts  con- 
nected, the  spacing  of  the  rivets  in  such  a  joint  is  usually  made 
according  to  a  certain  standard,  the  standard  distances  between 
the  rivets  and  between  the  rivets  and  the  edge  of  the  plate  being 
based  on  the  results  of  theoretical  computations  and  data  from 
experiments. 
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The  method  of  determining  the  number  of  rivets  when  a  joint 
of  this  type  is  constructed  with  the  rivets  in  double  shear  is  self 
evident. 

In  practically  all  joints  of  this  kind  the  holes  in  the  members 
are  punched  and,  as  previously  indicated,  the  nominal  diameter 
of  the  rivets  should  be  used  in  making  computations. 

69.  Uniformly  Varying  Stress.  —  When  the  stress  on  a  plane 
surface  is  distributed  in  such  a  manner  that  the  intensity  at  any 
point  is  proportional  to  the  distance  of  the  point  from  a  straight 
line  in  the  plane  of  the  surface  the  stress  is  said  to  be  uniformly 
varying  (Art.  82,  Vol.  I).  Theoretically,  this  definition  will 
apply  to  a  normal  stress,  a  shearing  stress,  or  an  oblique  stress  with 
both  a  normal  and  a  shearing  component;  but  for  the  sake  of 
brevity  the  term  uniformly  varying  stresSj  unless  otherwise  desig- 
nated, will  be  taken  to  mean  a  uniformly  varying  normal  stress. 

Neutral  Axis.  —  The  straight  line  along  which  the  stress  in- 
tensity is  zero  is  called  the  neutral  axis  and  this  may  be  located 
either  within  or  outside  of  the  limits  of  the  surface. 

Resultant  Stress  and  Center  of  Stress.  —  If  the  area  is  referred  to 
the  rectangular  coordinate  axes  OX  and  07,  with  OY  coinciding 
with  the  neutral  axis,  and  if  a  =  the  stress  intensity  at  a  unit  of 
distance  from  the  neutral  axis,  the  stress  intensity  at  any  point  in 
the  surface,  whose  coordinates  are  {x,  y),  will  be  equal  to 

p  =  OP (1) 

The  total  stress  on  the  surface  will  be  equal  to 

i2=  j  pdA  —  a  j  xdA  =  axoA,   ....     (2) 

where  xo  =  the  distance  from  the  neutral  axis  to  the  center  of 
gravity  of  the  surface. 

The  moment  of  the  resultant  stress  about  the  neutral  axis  will 
be  equal  to 

Af  =   rpa;dii=a Jx^dA  =0/,   .    ...    (3) 

where  /  =  the  moment  of  inertia  of  the  surface  about  the  neutral 
axis.    The  coordinates  of  the  center  of  stress  will  be 

,,       IpxdA      a  I  o^dA        ^ 
j  pdA       a  j  xdA 
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I pydA      a  j xydA       ^ 


Vi^r ^'r ^Vl'    •    •    •    •    (5) 

jvdA       aJxdA      ^^ 

where  K  =  the  product  of  mertia  of  the  surface  with  respect  to 
the  X  and  Y  axes. 

It  is  evident  that  when  the  axes  OX  and  07  are  principal  axes 
of  inertia  of  the  surface  (Art.  125,  Vol.  I),  yi  =  0  and  the  center 
of  stress  is  on  the  axis  OX. 

A  familiar  example  of  a  uniformly  varying  stress  is  that  of  a 
fluid  pressure  exerted  on  any  plane  submerged  surface.  In  such 
a  case  the  neutral  axis  of  the  stress  wiU  be  the  line  of  intersection 
of  the  plane  of  the  surface  with  the  surface  of  the  fluid  and  this 
line  may  form  a  boundary  of  the  surface  under  stress  or  it  may  lie 
entirely  outside  its  limits.  The  center  of  stress  for  such  a  surface 
is  ordinarily  called  the  center  of  pressure. 

If  we  let  po  =  the  intensity  of  the  pressure  at  the  center  of 
gravity  of  a  submerged  surface  and  h  =  the  moment  of  inertia  of 
the  surface  about  an  axis  through  the  center  of  gravity  parallel  to 
the  neutral  axis,  equation  (2)  may  be  written 

B  =  PoA (6) 

and  equation  (4)  will  reduce  to  .    . 

That  is,  the  resultant  pressure  on  any  submerged  surface  is  equal 
to  the  product  of  the  pressure  intensity  at  its  center  of  gravity  and 
the  area  of  the  surface;  and  the  distance  between  the  center  of 
pressure  and  the  center  of  gravity  is  equal  to  the  moment  of  inertia 
of  the  surface  about  an  axis  through  its  center  of  gravity,  parallel 
to  the  neutral  axis,  divided  by  the  moment  of  the  submerged  area 
about  the  neutral  axis. 

60.  Unif  onnly  Varying  Stress  Whose  Resultant  is  a  Couple.  — 
A  uniformly  varying  stress  may  be  distributed  over  a  plane  sur- 
face in  such  a  manner  that  the  neutral  axis  lies  within  the  boundary 
of  the  surface,  the  stress  on  one  side  of  the  neutral  axis  being  ten- 
sion and  on  the  other  compression.  A  special  case  arises  when 
the  neutral  axis  passes  through  the  center  of  gravity  of  the  surface. 


Digitized  by 


Google 


UmPORMLY  VARYING  STRESS 


95 


In  this  case  the  total  stress  on  the  surface  (equation  2,  Art.  59) 
becomes 

R  =  axoA  =0 (1) 

and  the  moment  of  the  stress  (equation  3^  Art.  59)  becomes 

M  =  aIo (2) 

Hence  the  resultant  of  a  uniformly  varying  stress,  the  neutral 
axis  of  which  passes  through  the  center  of  gravity  of  the  surface,  is 
a  couple.  The  magnitude  of  this  couple  is  represented  by  equation 
(2)  when  the  neutral  axis  is  a  principal  axis  of  inertia  of  the  surface. 
In  other  cases  the  value  of  M  given  by  equation  (2)  is  the  com- 
ponent couple  in  a  plane  perpendicular  to  the  neutral  axis,  ob- 
tained by  resolving  the  resultant  couple,  formed  by  the  stress,  into 
two  components  in  planes  respectively  perpendicular  and  parallel 
to  the  neutral  axis. 

This  may  be  proven  in  the  following  manner.  Let  the  plane 
surface  (Fig.  40)  be  subjected  to  a  uniformly  varying  stress,  YY 
being  the  neutral  axis  passing  through  the  center  of  gravity  0. 
Let  the  stress  above  the  neutral  axis  be  tension  and  below  it, 
compression. 


Fig.  40. 

Let  Rt  represent  the  magnitude  of  the  resultant  and  Xi,  yi  the 
coordinates  of  the  center  of  the  tension  stress;  and  let  Re  represent 
the  magnitude  of  the  resultant  and  Xe,  yej  the  coordinates  of  the 
center  of  the  compression  stress.  Since  the  resultant  of  the  stress 
on  the  entire  surface  is  a  couple,  Rt  =  fie 

The  sum  of  the  moments  of  the  tension  and  compression  stresses 
about  YY  will  be  equal  to 

M  =  R^t  +  R^c  =  a/o 
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and  this  quantity  will  evidently  be  equal  to  the  moment  of  the 
resultant  couple  formed  by  Rt  and  Re  when  yt  =  ye  (algebraically). 
When  yt  >  or  <  ye  the  couple  M  =  olowill  evidently  be  the  com- 
ponent of  the  resultant  couple  acting  in  the  Y  plane. 
To  determine  when  yt  =  ye  we  have  from  equation  (5)  (Art.  59) 

K' 

where  K'  =  the  product  of  inertia,  with  respect  to  the  X  and  Y 
axes,  and  Xq'A^  =  the  moment,  about  the  axis  77,  of  the  part  of  the 
surface  above  the  neutral  axis. 
Similarly, 

where  /f "  =  the  product  of  inertia,  with  respect  to  the  X  and  Y 
axes,  and  Xq'A''  =  moment,  about  the  axis  YY,  of  the  part  of  the 
surface  below  the  neutral  axis. 

When  the  axis  XX  is  an  axis  of  symmetry  of  the  surface  K'  = 
K''  =  0  (Art.  122,  Vol.  I)  and  hence  yt  =  ye  =^  0,  which  holds 
true  whether  the  axis  YY  is  an  axis  of  symmetry  or  not. 

Since  the  axis  YY  passes  through  the  center  of  gravity 
Xo'A'  =  -  xo'^r' 
and  when  YY  is  an  axis  of  symmetry 

X'  =  -  K"  (Art.  121,  Vol.  I), 

and  hence  ye  =  yt,  which  evidently  holds  true  whether  the  axis 
XX  is  an  axis  of  sjonmetry  or  not. 

But  the  product  of  inertia  of  the  whole  surface,  with  respect  to 
the  axes  XX  and  YY,  will  be  equal  to 

K^  =  K'  +  X"  (Art.  123,  Vol.  I). 
Hence,  in  both  of  the  above  mentioned  cases 

the  axes  XX  and  YY  being  principal  axes. 

Moreover,  for  a  surface  of  any  shape,  when  the  neutral  axis 
passes  through  the  center  of  gravity  and  is  one  of  the  principal 
axes,  K^  =  0  and  X'  =  —  X";  and  hence  yt  =  ye. 

Therefore,  when  a  plane  surface  is  subjected  to  a  uniformly  varying 
stress,  if  the  neutral  axis  passes  through  the  center  of  gravity  and  is 
a  principal  axis  of  the  surfacCj  the  resultant  couple  formed  by  the 
stress  is  in  a  plane  perpendicular  to  the  neutral  axis. 
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61.  Problems.  — Unifonn  and  Uniformly  Varying  Stress.  * 
Problem  1. 

A  solid  cylinder  of  concrete,  10"  diameter  and  30"  long,  is  subjected  to  an 
axial  load  in  compression  of  30,000  lbs.  Find  the  maximum  intensity  of  the 
compressive  stress  at  any  point  in  the  middle  portion  of  the  cylinder;  also  the 
mfiudmum  intensity  of  the  shearing  stress  at  that  point. 

Problem  2. 

Find  the  required  thickness  of  a  steel  tube,  6"  inside  diameter,  which  is  to 
be  subjected  to  an  internal  pressure  of  400  lbs.  per  sq.  in.  Assume  the  work- 
ing strength  of  the  material  in  tension  to  be  8000  lbs.  per  sq.  in. 

oblem  3. 

Find  the  required  thickness  of  the  shell  of  a  cylindrical  boiler,  5  ft.  inside 
diameter,  if  the  boiler  is  to  be  subjected  to  an  internal  pressure  of  125  lbs.  per 
sq.  in.  and  the  efficiency  of  the  longitudinal  joint  in  the  shell  is  75  per  cent. 
Assume  the  working  strength  of  the  material  in  tension  to  be  8000  lbs.  per  sq. 
in.,  and  allow  ^"  for  corrosion. 

Problem  4. 

Find  the  safe  intensity  of  internal  pressure  for  a  hollow  sphere,  }"  thick  and 
12"  inside  diameter;  assuming  the  working  strength  in  tension  to  be  7500  lbs. 
per  sq.  in. 

Problem  6. 

Find  the  proper  values  for  the  pitch  and  laps  in  a  single  riveted  lap  joint  in 
J"  steel  plate,  made  up  with  {%"  rivets  in  J"  drilled  holes;  also,  find  the 
theoretical  efficiency  of  the  joint.  Use  the  driven  diameter  of  the  rivets  in 
making  calculations  and  assume  the  following  values  for  working  strengths: 
/,  =  11,000  lbs.  per  sq.  in.;  /c  =  22,000  lbs.  per  sq.  m.;  ft  =  15,000  lbs.  per 
sq.  in. 

Problem  6. 

Find  the  proper  values  for  the  pitch,  laps  and  distance  between  the  rows  of 
rivets  in  a  double  riveted  lap  joint  in  i"  steel  plate,  using  ^"  rivets  in  }" 
drilled  holes;  also,  find  the  efficiency  of  the  joint.  Use  the  values  for  working 
strengths  given  in  Problem  (5). 

Problem  7. 

Find  the  proper  values  for  the  pitch  and  laps  in  a  i^ingle  riveted  butt  joint  in 
J"  steel  plate,  made  up  with  ^"  cover  plates  and  \\"  rivets  in  J"  drilled  holes; 
also,  find  the  efficiency  of  the  joint.  Use  the  values  for  working  strengths 
given  in  Problem  (5)*  ^ 

Problem  8. 

Find  the  proper  values  for  the  pitch,  laps  and  distance  between  the  rows  of 
rivets  in  a  double  riveted  butt  joint  in  i"  steel  plate,  made  up  with  t^"  cover 
plates  and  \\"  rivets  in  i"  drilled  holes;  also,  find  the  efficiency  of  the  joint. 
Use  the  values  for  working  strengths  given  in  Problem  (5). 
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Problem  9. 

Solve  Problem  (6),  using  H"  nvets  in  1"  drilled  holes  instead  of  the  size 
given. 

Problem  10. 

Solve  Problem  (S),  using  |i"  rivets  in  1"  drilled  holes  instead  of  the  size 
given. 

Problem  11. 

A  standard  4"  X  4"  X  i"  angle  is  fastened  to  }"  plates  at  each  end  with 
i"  rivets  and  acts  as  a  tension  member  in  a  frame.  How  many  rivets  should 
be  provided  at  each  end  if  the  total  tension  in  the  member  equals  30,000  lbs. 

Assume /•  =  7500  lbs.  per  sq.  in.,  /«  —  15,000  lbs.  per  sq.  in. 

Problem  12. 

Two  standard  6"  X  6"  X  J"  angles  are  separated  by  J"  plates  and  riveted 
together  at  each  end  with  j"  rivets.  Angles  are  placed  symmetricaUy  relative 
to  the  plates.  How  many  rivets  should  be  provided  at  each  end  if  the  total 
compression  in  the  member  equals  105,000  lbs.  Assume/*  =  7500  lbs.  per  sq. 
in.,  fc  =  15,000  lbs.  per  sq.  in. 

Problem  13. 

Find  the  difference  between  the  original  cross  section  of  a  rod  4"  diameter 
and  the  area  of  the  cross  section  when  the  stress  intensity  is  12,000  lbs.  per 
sq.  in.  tension,  assuming  m  =  3.6  and  E  »  30,000,000  lbs.  per  sq.  in. 

Problem  14. 

Find  the  increase  in  the  internal  diameter  of  the  sphere  given  in  Problem  (4) 
when  subjected  to  the  allowable  internal  pressure,  assuming  that  E  ■■ 
30,000,000  lbs.  per  sq.  in.  and  m  «  3.6. 

Problem  16. 

A  steel  tube,  2  ft.  inside  diameter  and  y  thick,  is  made  up  of  plates  riveted 
together  with  spiral  joints  running  at  45°  with  the  right  cross  sections  of  the 
tube.  The  joints  are  single  riveted  lap  joints  with  i"  rivets  in  ^"  punched 
holes.  Assmning  the  following  values  for  working  strengths,  /•  »  10,000  lbs. 
per  sq.  in.,  /«  -  20,000  lbs.  per  sq.  in.,  ft  «  16,000  lbs.  per  sq.  in.,  find  the 
proper  pitch  of  the  rivets,  using  the  nominal  diameter  of  the  rivets  in  making 
calculations;  also,  find  the  safe  intensity  of  internal  pressure  on  the  tube. 
Assume  end  tension  in  all  cases,  that  is,  the  tube  is  closed  at  the  ends. 

Problem  16. 

Deduce  the  expressions  for  the  resultant  pressure  and  the  distance  of  the 
center  of  pressure  from  the  neutral  axis  for  each  of  the  sections  A,BfC,D,E 
(Fig.  41)  in  terms  of  the  dimensions  given.  The  neutral  axis  in  each  case  is 
represented  by  the  line  XX. 

Problem  17. 

Assuming  that  the  sections  (Fig.  41)  are  portions  of  a  vertical  surface  sub- 
jected to  water  pressure  and  that  the  line  XX  is  3  ft.  below  the  surface  of  the 
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water,  find  the  total  pieBSure  and  locate  the  center  of  presBure  on  each  surface. 
Let  A  «  6  ft.,  6  =  4  ft.  (except  for  E  when  6  V2  «  6  ft.).  Weight  of  one 
cubic  foot  of  water  «  62.5  lbs. 


Fig.  41. 

Problem  18. 

Two  circular  gates,  A  and  B,  each  5  ft.  in  diameter,  are  subjected  to  water 
pressure.  The  surface  of  the  gate  A  is  vertical  and  that  of  the  gate  B  is  in- 
clined at  an  angle  oC  45"*  with  the  vertical.  The  center  of  each  gate  is  at  a 
vertical  distance  of  6  ft.  below  the  surface  of  the  water.  Find  the  total  pressure 
and  the  distance  between  the  center  of  gravity  and  the  center  of  pressure  on 
each  gate  (Art.  59).    Weight  of  one  cubic  foot  of  water  «  62.5  lbs.   ' 

Problem  19. 

A  reservoir  ABCD  (Fig.  42)  of  rectangular  cross  section  3'  X  8'  is  connected 
with  a  pipe  E,  If  the  reservoir  and  pipe  are  filled  with  water  up  to  a  point  in 
the  pipe  4  ft.  above  the  level  of  AD,  find  the  resultant  pressure  and  the  center 
of  pressure  on  each  of  the  ends  AB  and  CD,  (Art.  59.)  Weight  of  one  cubic 
foot  of  water  »  62.5  lbs. 


; 


t  Fig.  42. 

Problem  80. 

Solve  Problem  (19),  aflsuming  that  the  cross  section  of  the  reservoir  is  a  circle, 
8  ft.  diameter. 

Problem  21. 

In  Problem  (19),  assume  the  ends  AB  and  CD  to  be  hinged  at  A  and  D,  and 
find  the  horizontal  forces  acting  at  B  and  C,  respectively,  that  will  hold  the 
ends  in  place.  • 
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Problem  22. 

In  Problem  (19)  assume  the  ends  AB  and  CD  to  be  hinged  at  B  and  C  and 
find  the  forces  acting  at  A  and  D,  perpendicular  to  AB  and  CD^  respectively, 
that  will  hold  the  ends  in  place. 

Problem  23. 

.  Find  the  H  and  V  components  and  the  point  of  application  of  the  resultant 
thrust  on  the  joint  CD  due  to  the  water  pressure  on  the  face  AC  and  the  weight 
of  masonry  of  cross  section  ABDC  (Fig.  43).  Weight  of  masonry  =  150  lbs. 
per  cu.  ft.    Weight  of  water  ~  62.5  lbs.  per  cu.  ft. 


Fig.  43. 

Problem  24. 

A  uniformly  yar3ring  stress,  the  resultant  of  which  is  equal  to  10,000  lbs. 
is  distributed  over  a  square  section  10"  X  10",  in  such  a  manner  that  the 
center  of  stress  is  located  2"  from  the  center  of  gravity,  on  an  axis  of  symmetry 
parallel  to  the  side  of  the  square.    Find  the  maximum  intensity  of  the  stress. 

Problem  25. 

A  6"  X  12"  wooden  beam  is  supported  at  the  ends  and  is  subjected  to  a  total 
uniformly  distributed  load  of  8000  lbs.  Find  the  length  of  the  bearing  surface 
necessary  at  the  ends,  provided  the  greatest  intensity  of  compression  across 
the  'grain  does  not  exceed  150  lbs.  per  sq.  in.  by  each  of  the  following  assump- 
tions: (a)  Supporting  force  uniformly  distributed,  (b)  Supporting  force 
imiformly  varying  from  zero  intensity  at  the  end  of  the  beam  to  the  mitTimiim 
intensity  at  the  inside  of  the  support. 

Problem  26. 

A  uniformly  varying  stress  is  distributed  over  a  rectangular  section  (Fig.  44) 
in  such  a  manner  that  the  stress  below  the  neutral  axis  XX  is  tension  and  above 
it,  compression.  The  value  of  a  (Art.  59)  is  100  lbs.  per  sq.  in.  Find  the 
resultant  stress'and  the  center  of  stress,  assuming  c  —  4",  d  =  12". 

Problem  27. 
Solve  Problem  (26),  assuming  c  =  7",  d  =  9". 
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Problem  28. 

Solve  Problem  (26),  aawiming  c  =  8",  d  »  8". 

.  Problem  29. 

Solve  Problem  (26),  assuming  c  =  V"  and  d  =  V" 
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Fig.  44. 

Problem  80. 

A  uhifonnly  varying  normal  force  is  distributed  in  such  a  manner  over  the 
plane  surface  (Fig.  45),  that  the  resultant  P  acts  on  the  axis  of  symmetry  XX, 
Find  the  extreme  limits  between  which  the  position  of  the  center  of  stress  may 
vary  under  the  condition  that  the  stress  over  the  entire  surface  shall  be  com- 
preesioh. 


Fig.  45. 

Problem  81. 

Find  the  resultant  stress  and  the  coordinates  x\  and  yi,  of  the  center  of 
stress,  on  each  of  the  surfaces  shown  (Fig.  46),  assuming  each  surface  is  sub- 
jected to  a  uniformly  varying  stress  with  XX  as  the  neutral  axis  and  the  stress 
intensity  a  =  100  lbs.  per  sq.  in.,  at  a  distance  unity  from  the  neutral  axis. 

Problem  82. 

Find  the  resultant  of  the  stress  on  each  of  the  surfaces  shown  (Fig.  46), 
assuming  each  surface  is  subjected  to  a  uniformly  varying  str^,  part  tension 
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and  part  compression,  with  the  neutral  axis  parallel  to  XX ^  through  the  center 
of  gravity  of  the  surface,  and  the  stress  intensity  a  »  100  lbs.  per  sq.  in.,  at  a 
distance  unity  from  the  neutral  axis. 
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CHAPTER  IV. 
STRESSES  IN  BEAMS. 

62.  Definitions.  —  When  a  bar  of  material,  straight  or  curved, 
is  acted  upon  by  a  balanced  system  of  external  forces  which  are 
perpendicular'to  its  central  axis,  it  is  called  a  beam. 

The  forces  acting  on  such  a  bar  cause  the  straining  known  as 
flexure,  or  bending. 

When  the  external  forces  act  on  the  bar  obliquely,  the  com- 
ponents perpendicular  to  the  axis  will  cause  bending  and  in  many, 
but  not  all,  cases  of  this  kind  the  bar  will  be  designated  as  a  beam, 
subjected  to  oblique  loading. 

In  some  cases  external  forces  acting  parallel  to  the  axis  of  the 
bar  will  produce  bending.  In  such  cases  the  bar  may  sometimes 
be  designated  as  a  beam,  but  more  frequently  not. 

In  both  of  the  last  mentioned  cases  the  components  of  the  force 
system  acting  along  the  axis  of  the  bar  will  cause  tensile  or  com- 
pressive stresses  in  combination  with  thiB  stresses  due  to  the 
bending;  with  the  exception  that,  when  the  system  of  external 
forces  is  so  arranged  that  it  can  be  resolved  into  couples  acting  on 
the  ends  of  the  bar,  bending  only  wiU  result. 

It  is  our  object  in  this  chapter  to  discuss  the  stresses  produced 
in  straight,  or  very  nearly  straight,  bars  which  are  subjected  to 
bending  only. 

Since  a  beam  is  generally  placed  in  a  horizontal  position,  we 
shall  use  horizontal  beams  as  illustrations  although  it  will  be 
readily  seen  that  the  theory  will  apply  to  beams  placed  in  any 
position  whatever,  when  acted  upon  by  similar  force  systems. 
The  forces  acting  on  the  horizontal  beam  will  ordinarily  be  desig- 
nated as  loads  and  supporting  forces,  or  reactions. 

When  a  beam  is  balanced  over  one  support  (Fig.  47)  it  is  known 
as  a  cantilever  beam;  or,  when  it  is  held  by  supporting  forces  at  one 
end  (Fig.  48),  the  free  end  is  called  a  cantilever  beam. 

When  a  beam  rests  on  supports  at  the  ends  (Fig.  49)  it  may  be 
called  a  simple  beam.  When  it  is  securely  held  by  supports  at  both 
ends  (Fig.  50)  it  is  called  a  builtrdn  or  a  fixed  beam. 
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When  a  beam  is  acted  upon  by  terminal  couples  only  (Fig.  51), 
it  is  said  to  be  subjected  to  uniform  or  simple  bending. 

When  a  beani  is  supported  at  more  than  two  points  (Fig.  52),  it 
is  called  a  continiums  beam. 


i 


Fig.  47,  Fig.  48. 

In  the  simplest  form,  the  beam  in  any  one  of  the  above  mentioned 
cases  would  be  a  homogeneous  bar  of  material  of  a  uniform  cross 
section  of  any  one  of  a  variety  of  shapes. 

When  the  distance  between  supports  or  the  magnitude  of  the 
loads  is  large,  however,  it  becomes  necessary  to  use  a  large  rolled 
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Fig.  49.  Fig.  50. 

section,  or  to  build  up.A  beam  by  riveting  together  rolled  sections 
of  different  shapes  and  plates. 

Such  beams  are  called  girders;  girder  beams,  plate  girders,  beam 
girders,  etc.,  according  to  the  size  of  the  beam  and  the  type  of 
cross  section. 

1    11 
1= ^  t    1    It 

Fig.  61.  Fio.  62. 

63.  Limitations.  —  Throughout  the  discussion  of  the  theory 
for  determining  the  stresses  due  to  bending  the  following  limita- 
tions will  be  imposed,  unless  otherwise  stated: 

(a)  The  material  of  the  beam  is  homogeneous. 

(b)  The  beam  is  straight  and  of  uniform  cross  section  throughout. 

(c)  The  external  forces  are  in  equilibrium  and  are  applied  in 
such  a  manner  that  they  can  be  considered  equivalent  to  a  system 
of  forces  acting  in  a  single  plane  which  will  be  known  as  the  plane 
of  loading. 
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(d)  The  plane  of  loading  intersects  every  cross  section  at  an 
axis  of  symmetry  and,  wherever  the  term  cross  section  is  used,  the 
section  at  right  angles  to  the  central  axis  is  to  be  understood. 

(e)  The  length  ofrthe  beam  is  large  in  proportion  to  the  greatest 
dimension  of  its  cross  section  and  the  difference  between  the  depth 
and  greatest  width  of  the  cross  section  is  not  excessive. 

In  order  to  fix  ideas  it  will  be  convenient  to  consider  a  beam  as 
being  made  up  of  a  bundle  of  fibers  parallel  to  its  central  axis, 
some  of  which  are  stretched  while  others  are  compressed  by  the 
bending,  and  the  terms  fiber  and  fiber  stress  will  be  frequently  used 
in  the  discussion.  This  will  not  mean  that  the  material  is  fibrous 
in  texture,  however,  for  it  will  be  seen  that  the  conception  of  a 
beam  as  being  composed  of  longitudinal  fibers  is  entirely  unneces- 
sary in  the  development  of  the  theory  of  stress.  Unless  specifi- 
cally stated,  the  weight  of  the  material  in  the  beam  itself  will  be 
neglected  throughout  the  discussion. 

64.  Uniform  or  Simple  Bending.  —  Whenever  a  beam  is 
subjected  to  the  action  of  equal  and  opposite  couples,  at  its  ends 
only,  it  is  said  to  be  subjected  to  uniform  or  simple  bending.  Such  "a 
case  is  represented  in  Fig.  (53),  the  terminal  couples  M  being  shown 
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Fio.  53. 


by  the  usual  convention  of  two  equal  and  opposite  parallel  forces, 
perpendicular  to  the  sections  on  which  the  couples  are  assumed  to 
act.  It  should  be  borne  in  mind,  however,  that  the  couples  M 
may  be  taken  to  represent  the  resultants  of  a  large  variety  of 
force  systems,  acting  at  the  sections  CD  and  EF. 

The  axes  of  reference  OX,  OY  and  OZ  are  so  chosen  that  OX 
coincides  with  the  central  axis  passing  through  the  centers  of 
gravity  of  the  cross  sections  of  the  beam;  OF  is  the  axis  of  sjon- 
metry  of  any  cross  section  AB  and  OZ  is  perpendicular  to  the  plane 
of  loading. 
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Since  the  beam  is  in  equilibrium,  it  is  evident  that  the  resultant 
of  the  stress  on  the  cross  section  AB  must  be  in  equilibrium  with 
the  couple  M  acting  on  the  end  CD.  Hence  the  resultant  of  the 
stress  on  AB  must  be  a  couple,  which,  accord^g  to  the  limitations 
imposed  (Art.  63),  will  be  equivalent  to  a  couple  acting  in  the  plane 
of  symmetry  XOY  (Fig.  53.) 

,  66.  Bending  Moment  and  Moment  of  Resistance  —  Simple 
Bending.  —  The  couple,  comprising  the  external  forces  acting  on 
the  part  of  the  beam  to  the  left  of  the  section  AB  (Fig.  53),  is  called 
the  bending  moment  at  the  section  AB  and  the  equal  and  opposite 
couple,  comprising  the  stress  on  the  section  AB,  is  called  the 
moment  of  resistance  at  the  section  AB. 

It  is  evident  that  if  we  apply  the  conditions  of  equilibrium  to  the 
forces  acting  on  the  part  of  the  beam  between  the  section  AB  and 
the  right  hand  end  EF,  the  bending  moment  and  the  moment  of 
resistance  at  the  section  AB  will  be  couples  of  the  same  magnitude 
but  of  opposite  sign  to  those  obtained  above. 

It  is  customary,  therefore,  in  order  to  avoid  confusion  of  signs, 
to  denote  the  bending  moment  at  any  section  of  a  horizontal  beam 
as  positive  where  the  external  forces  act  in  such  a  manner  that  the 

A 


B 
Fig.  64. 

bending  is  a?  shown  in  Fig.  (54),  and  as  negative  when  the  bending 
is  as  shown  in  Fig.  (55),  irrespective  of  the  sign  of  the  couple  ob- 
tained by  the  appUcation  of  the  condition  of  equilibrium  to  the 
portion  of  the  beam  between  the  cross  section  AB  and  either  end. 

Since  in  the  case  shown  (Fig.  53)  the  bending  moment  will  be  the 
same,  whatever  the  position  of  the  cross  section  AB,  the  beam  is 
said  to  be  subjected  to  uniform  bending,  and  the  state  of  stress  on 
every  cross  section  must,  evidently,  be  the  same. 

It  is  hardly  necessary  to  state  that  the  application  of  the  condi- 
tions of  equilibrium  shows  that  the  stress  on  the  sectioti  AB  has  no 
shearing  component  and  hence  the  moment  of  resistance  is  the 
resultant  of  a  normal  stress,  the  distribution  of  which  is  deter- 
mined by  the  theory  of  uniform  bending. 
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66.  "fheoiy  of  Uniform  or  Simple  Bending.  —  In  the  ordinary 
theory  for  determining  the  distribution  of  the  stress  on  a  cros? 
section  of  9.  beam  bent  by  terminal  couples  (Fig.  53)  it  is  necessary 
to  make  the  following  assumptions,  based  upon  the  fact  that  the 
material  is  not  absolutely  rigid,  but  bends  sUghtly  under  the  action 
of  the  external  forces. 

(1)  That  plane  cross  sections  remain  plane  and  normal  to  the 
\  longitudinal  fibers  after  bending.  This  is  known  as  Bemouilli's 
\  assumption. 

]      (2)   That  the  material  obeys  Hooke's  law;   that  is,  the  stress 
,  intensity  is  proportional  to  the  strain  throughout  the  beam. 

(3)   That  every  longitudinal  fiber  is  free  to  extend,  or  contract, 
;  under  stress  as  if  separate  from  the  other  fibers  and  the  ratio  of 
Stress'  intensity  to  strain  is  the  same  in  every  fiber;  that  is,  Et  = 
Ec  =  E, 

The  beam  shown  (Fig.  53)  will  bend  slightly  under  the  action  of 
the  terminal  couples  M  into  a  eurvO)  as  illustrated  in  Fig.  (56).  It 
will  follow  from  the  first 
assumption   that  any  two  ^ 

parallel  cross  sections  AB 
and  GHy  originally  at  a 
small  distance  I  apart,  will 
be  inclined  to  each  other 
and,  if  produced,  will  inter- 
sect along  a  line  perpen- 
dicular to  the  plane  of  load- 
ing whose  trace,  in  the  plane 
of  loading,  is  the  point  K. 
Since  the  bending  moments 
at  all  cross  sections  are 
equal,  the  distortion  of  the 
portion  between  the  cross 

sections  AB  and  GH  will  be  the  same,  in  whatever  part  of  the 
beam  the  sections  are  taken,  and  hence  all  suoh  pairs  of  sections 
wiU  intersect  along  the  line  perpendicular  to  the  plane  of  loading 
and  passing  through  the  point  K,  Therefore,  all  the  longitudinal 
fibers  of  the  beam  will  become  circular  in  form,  with  the  center  o! 
curvature  at  K. 

The  fibers  near  the  top  of  the  beam  will  be  compressed  and  those 
near  the  bottom  elongated,  and  somewhere  between  there  will  be 
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a  layer  of  fibers  which  are  neither  compressed  nor  elongated. 
This  layer  is  called  the  nevJlral  layer  and  its  trace  on  the  plane  of 
loadmg  is  represented  by  the  line  RS  (Fig.  56)  called  the  netdral 
line.  Owing  to  the  symmetry  of  the  cross  section  and  the  loading, 
the  neutral  layer  evidently  has  the  form  of  a  circular  cylinder  with 
the  axis  passing  through  K. 

An  inspection  of  Fig.  (56)  will,  show  that  the  elongations,  or  com- 
pressions, of  the  fibers  between  the  sections  AB  and  GH  are  pro- 
portional to  their  distances  from  the  neutral  fibers  NT  and  hence 
the  longitiulinal  strains  (tensile,  or  compressive)  in  the  fibers  at  the 
intersection  of  any  crfss  section  are  proportional  to  their  distances 
from  the  neutral  layer. 

Therefore,  it  will  follow  from  the  second  and  third  assumptions 
that  (he  normal  stress  on  any  cross  section  is  uniformly  varying,  with 
the  neutral  axis  aJt  the  line  of  intersection  of  the  cross  section  and  the 
neutral  layer  of  the  beam. 

The  moment  of  resistance  being'  a  couple  (Art.  65)  the  neutral 
axis  of  the  normal  stress  on  any  cross  section  must  pass  through  the 
center  of  gravity  of  the  section  (Art.  60)  and  hence  the  neutral  layer 
will  contain  the  central  axis  XX  (Fig.  53). 

The  moment  of  resistance  will  be  equal  to 

ilf  =  a/ (Art.  60), (1) 

where  Jkf  is  equal  in  magnitude  to  the  bending  moment,  a  —  the 
stress  intensity  at  a  distance  unity  from  the  neutral  axis  and  /  = 
the  moment  of  inertia  of  the  cross  section  about  the  neutral  axis. 
If  we  let  /  =  the  intensity  of  the  normal  stress  at  a  point  in  the 
cross  section  at  a  distance  y  from  the  neutral  axis, 

and  therefore  the  expression 

f'^ (3) 

will  give  the  nonnal  intensity  of  stress  at  any  point  in  a  cross 
section  oi  the  beam.  Since  the  value  of/  varies  as  the  value  of  y, 
the  greatest  intensity  of  the  normal  stress  will  occur  at  the  point, 
or  points,  in  the  cross  section  farthest  from  the  neutral  axis.    If 


Digitized  by 


Google 


ORDINARY  BENDING  109 

we  let  c  =  the  greatest  value  of  y,  the  greatest  intensity  of  the 
normal  stress  will  be  represented  by  the  expression 

f  =  f (4) 

The  stress  intensity  /  is  frequently  called  the  fiber  stress  and  its 
value,  as  given  by  equation  (4),  the  outside  fiber  stress  in  the  beam. 

Emphasis  should  be  laid  on  the  fact  that  M  in  the  foregoing 
formulas  denotes  the  moment  of  resistance,  which  is  equal  in 
magnitude  and  of  opposite  sign  to  the  bending  pioment  at  any 
given  section  and  hence,  if  we  follow  the  system  of  signs  previously 
adopted,  calling  y  positive  when  measured 'upwards,  the  sign  of/ 
will  be  positive  when  the  normal  intensity  of  stress  is  tension  and 
negative  when  the  normal  intensity  is  compression. 

This  fact  will  be  important  in  the  development  of  the  theory  of 
flexure  (Art.  95)  but,  in  ordinary  computations  for  fiber  stresses 
it  will  be  unnecessary  to  take  the  signs  of  the  different  quantities 
into  account. 

If  the  resultant  of  the  tensile  stress  on  the  section  is  designated 
by  the  symbol  Rt,  and  the  resultant  of  the  compressive  stress  by 
Re  (Art.  60), 

Rt=-Rc (5) 

and,  since  the  cross  section  is  symmetrical  with  respect  to  OF 
the  couple  formed  by  Rt  and  Re  is  in  the  plane  of  loading. 

Attention  may  again  be  called  to  Saint- Venant's  principle 
(Art.  53)  according  to  which  the  above  formulas  will  not  give 
correct  values  for  the  stress  intensities  at  sections  very  near  to  the 
ends  of  the  beam,  unless  the  terminal  couples  are  the  resultants  of 
stresses  distributed  over  the  ends  in  the  same  manner  as  the  stress 
on  the  middle  sections  of  the  beam. 

67,  Ordinary  Bending.  —  The  bar  bent  by  terminal  couples 
has  been  discussed  in  the  preceding  articles  as  representative  of  the 
simplest  type  of  bending.  Most  commonly,  bending  is  produced 
by  forces  acting  at  right  angles  to  the  central  axis  of  the  beam. 
Hence  we  shall  speak  of  flexure  produced  by  force  systems  acting 
in  this  manner  as  ordinary  bending,  in  distinction  from  the  less 
common  case  of  simple,  or  uniform,  bending. 

A  case  of  this  kind  is  represented  in  Fig.  (57),  in  which  we  have  a 
simple  beam  subjected  to  the  loads  Wu  W2,  Wi  and  supported  at 
the  ends  by  the  reactions  Ri  and  R2.    The  vectors  Wi,  Ri,  etc.,  are 
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to  be  taken  to  represent  the  resultants  of  forces  distributed  over 
small  portions  of  the  surface  of  the  beam,  which  can  be  treated 
as  concentrated  forces,  acting  in  the  plane  of  loading,  without 
introducing  any  appreciable  error  in  the  results  of  the  theory. 


|Y 
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Fia.  67. 

As  in  the  case  of  simple  bending,  the  axes  of  reference  are  so 
chosen  that  OX  coincides  with  the  central  axis  through  the  centers 
of  gravity  of  the  cross  sections,  OF  is  the  axis  of  symmetry  of  any 
cross  section  AB  and  OZ  is  perpendicular  to  the  plane  of  loading. 

The  stress  on  the  cross  section  AB  must  be  in  equilibrium  with 
the  forces  acting  on  the  portion  of  the  beam  to  the  left  of  the 
section,  but  in  this  case  it  will  be  found  that  the  resultant  of  the 
stress  on  AB  is  not  ordinarily  a  couple,  simply,  but  is  made  up  of 
both  normal  and  shearing  components. 

Irrespectively  of  the  manner  of  distribution  of  the  stress  on  the 
section,  the  stress  on  each  element  dA,  of  the  cross  section  AB,  can 
be  resolved  into  a  normal  component /dA  and  a  shearing  component 
8r  dA,  where  /  and  Sr  are  the  intensities  of  the  normal  and  shearing 
components. 

If  the  shearing  component  Sr  dA  is  not  vertical,  it  can  be  resolved 
into  a  vertical  component  s  dA  and  a  horizontal  component  Si  dA, 
where  s  and  Si  represent  the  vertical  and  horizontal  components, 
respectively,  of  the  resultant  shearing  stress  intensity  Sr.  Under 
the  limitations  imposed  (Art.  63),  either  Si  =  0  for  all  points  in  any 

cross  section  or  the  resultant  horizontal  shearing  stress  J  SidA  =  0, 

depending  on  the  shape  of  the  cross  section.    As  ordinarily  the 
intensity  Si  is  small  compared  with  the  other  components  it  is 
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neglected  and  the  vertical  component  8  only  is  taken  into  con- 
sideration. 

If  we  apply  the  conditions  of  equilibrium,  SH  =  0,  2F  =  0 
and  ^M  =  0,  to  the  forces  acting  on  the  part  of  the  beam  to  the 
left  of  AB,  the  first  condition  will  give .  ^ 

^H^JfdA^O (1) 

Therefore,  the  resultant  of  the  normal  stresses  on  the  elements 
of  the  cross  section  AB  is  a  couple. 
The  second  condition  of  equilibrium  will  give 

^V^Ri-Wi-Wt-   fsdA=Q.     ...     (2) 

Solving  equation  (2)  we  obtain  the  value  of  the  resultant  of  the 
vertical  shearing  stress  on  the  cross  section  AB, 

JsdA^Ri-Wi-W^ (3) 

The  quantity  \  sdA'm  called  the  shearing  stress,  or  the  resi^nce 

to  shear  at  the  section  AB, 

The  third  condition  of  equilibrium,  taking  the  axis  of  moments 
at  0  and  the  location  of  the  loads  as  indicated  (Fig.  57),  will  give 

2)  M  =  fta:  -  Fi  (x  -  a,)  -  W2  (x  -  02)  -ffydA  =  0.     (4) 

Solving  equation  (4)  we  obtain  the  value  of  the  resultant  couple, 
formed  by  normal  components  of  the  stress  on  the  elements  of  AB, 


/ 


fydA-=RiX-Wi{z-ai)-W2(x-a^).     .    .     (5) 

The  quantity    /  fydA  is  called  the  moment  of  resistance  at  the 

section  AS,  as  in  the  case  of  simple  bending  (Art.  65). 

If  we  resolve  the  forces  acting  on  the  part  of  the  beam  to  the  left 
of  AB  (Fig.  57)  into  equal  and  parallel  forces  acting  along  the  axis 
OY  and  couples  (Art.  48,  Vol.  I),  the  resultant  of  the  force  system 
will  ordinarily  be  found  to  comprise  a  single  force,  acting  along 
OY,  equal  to 

Ri-Wi-W2  =  SF, (6) 

and  a  couple  equal  to 

Rix  -Wi(x-  ai)  -  TF2  (a:  -  oa)  =  2F  (a:  -  a),  .    .     (7) 
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where  2F  may  be  taken  to  represent  the  algebraic  sum  of  a  system 
of  any  numbei*  of  vertical  forces  acting  to  the  left  of  AB  and 
Sf  (x  —  a)  may  be  taken  to  represent  the  algebraic  sum  of  their 
moments  about  the  neutral  axis  of  AB. 

68.  Shearing  Force,  Bending  Moment  and  Moment  of  Re- 
sistance.—TAe  component  force  2F  (Art.  67),  acting  along  the  axis 
OYj  is  called  the  shearing  force  at  the  section  AB  and  the  component 
couple  Sf  {x—  a)  is  called  the  bending  moment  at  AB.  Denoting 
the  former  quantity  by  S,  we  shall  have 

5  =  2F (1) 

and  denoting  the  latter  quantity  by  M,  we  shall  have 

M  =  J:F{x-a) (2) 

Hence,  in  the  case  of  a  beam  subjected  to  ordinary  bending,  the 
shearing  force  at  any  cross  section  will  be  equal  to  the  algebraic  sum  of 
the  vertical  forces  acting  on  the  portion  of  the  beam  to  the  left  of  the 
section;  and  the  bending  moment  at  any  cross  section  will  be  equal  to 
the  algebraic  sum  of  the  moments,  about  the  neutral  axis  of  the  section, 
of  the  forces  acting  on  the  portion  of  the  beam  to  the  left  of  the  section. 

It  is  evident  that  the  shearing  force  at  any  cross  section  will  be 
balanced  by  the  shearing  stress  on  the  section  and  that  the  bending 
moment  will  be  balanced  by  the  moment  of  resistance,  or  the  couple 
formed  by  the  normal  stress  on  the  section. 

The  magnitude  of  the  bending  moment  and  also  of  the  shearing 
force  at  any  section  AB  might  obviously  be  obtained  by  applying 
the  conditions  of  equilibrium  to  the  portion  of  the  beam  between 
the  section  and  the  right  hand  end;  but  the  sign  of  each  quantity 
would  be  opposite  to  that  obtained  by  the  appUcation  of  the  con- 
ditions of  equilibrium  to  the  forces  acting  on  the  part  to  the  left 
of  the  section  if  the  usual  system  of  signs  for  couples  and  forces 
were  followed. 

Hence,  in  the  horizontal  beam,  the  sign  of  the  bending  moment  is 

S+  s—      determined  by  the  manner  of  bending, 

as  in  the  case  of  simple  bending  (Art. 
65),  and  the  sign  of  the  shearing  force 
determined  by  the  manner  in  which 
(a)  (b)  the  tendency  to.  shear  is  exerted,  the 

Fig.  58.  shearing   force    at    any   section   being 

called  positive  when  the  tendency  is  as  shown  in  Fig.  (58a)  and 
negative  when  the  tendency  is  as  shown  in  Fig.  (58b). 
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It  is  evident  from  the  preceding  discussion  that  in  the  case  of 
ordinary  bending  the  stress  on  any  cross  section  will  be  comprised 
of  a  shearing  component  in  addition  to  a  couple  formed  by  the 
normal  stress,  whereas  in  the  case  of  simple  bending  the  couple 
formed  by  the  normal  stress  is  the  only  stress  component. 

69.  Theory  of  Ordinary  Bending.  —  In  the  theory  for  deter- 
mining the  distribution  of  the  normal  stress  on  a  cross  section  of 
a  beam  subjected  to  ordinary  bending  it  is  customary  to  make  the 
same  assumptions  as  are  made  in  the  case  of  simple  bending 
(Art.  66).  A  more  exact  and  complex  analysis  of  the  relations 
between  stresses  and  strains  in  beams,  bent  by  transverse  loads, 
will  show  that  all  these  assumptions  are  not  exactly  correct  but 
that  the  results  obtained  by  the  ordinary  theory  in  all  cases 
coming  within  the  Umitations  imposed  (Art.  63)  are  in  very  dose 
agreement  with  those  obtained  by  the  more  exact  theory  and  also 
with  those  obtained  from  bending  experiments. 

It  is  evident  that  these  assumptions  will  affect  only  the  longi- 
tudinal strains  in  the  fibers  and  the  normal  components  of  the 
stress  at  any  section,  being  entirely  independent  of  the  strains  and 
stresses  due  to  shear.  Hence  the  normal  stress  on  any  cross 
section  will  be  distributed  in  the  same  manner  as  in  the  case  of 
simple  bending. 

Therefore,  if  we  follow  the  notation  adopted  in  that  case  (Art. 
66),  the  intensity  of  the  normal  or  fiber  stress  at  any  point  in  a 
cross  section  at  a  distance  y  from  the  neutral  axis,  through  its 
center  of  gravity,  will  be  equal  to 

/=^ (1) 

and  the  outside  fiber  stress  at  any  section  will  be  equal  to 

f  =  f (2) 

The  observation  in  regard  to  the  sign  of  /  made  in  the  case  of 
simple  bending  will  apply  in  this  case  and  also  that  in  regard  to 
the  relative  position  of  the  couple,  formed  by  the  normal  stress,  and 
the  plane  of  loading. 

It  will  be  convenient  to  delay  the  discussion  of  the  theory  for 
determining  the  intensity  of  the  shearing  stress  at  any  section  of 
a  beam  until  later  (Art.  86),  with  the  comment  here  that  in  beams 
of  the  simpler  types  the  greatest  intensity  of  the  shearing  com- 
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ponent  of  the  stress  on  any  section  is  so  small  that  it  is  unnecessary 
to  take  it  into  account  in  making  computations  for  strength  or 
stability. 

Attention  may  again  be  called  to  the  application  of  Saint-Venant's 
principle  in  the  case  of  ordinary  bending.  Moreover,  in  some  cases, 
it  will  be  found  necessary  in  making  computations  for  strength  to 
take  into  consideration  the  so-called  "local  stresses"  due  to  the 
concentration  of  loads,  or  supporting  forces,  over  small  portidhs  of 
the  surface  of  the  beam  in  addition  to  the  stresses  due  to  bending. 

70.  Otdinary  Bending  under  Distributed  Loads.  —  In  the 
discussion  of  ordinary  bending  thus  far  we  have,  for  the  sake  of 
simpUcity,  considered  the  forces  acting  on  the  beam  as  concen- 
trated at  single  points,  although  it  has  been  evident  that  the  forces 
were  actually  distributed  over  small  portions  of  the  surface. 

In  many  cases,  however,  the  loads  are  distributed  over  a  con- 
siderable portion  of,  or  over  the  entire  length  of,  the  beam.  When 
the  weight  of  the  beam  itself  is  to  be  taken  into  account,  it  evi- 
dently must  be  treated  as  a  distributed  load. 

Ordinarily  in  such  cases  the  supporting  forces  can  be  considered 
as  concentrated,  but  cases  sometimes  arise  in  which  the  supporting 
forces,  as  well  as  the  loads,  must  be  considered  as  distributed. 

The  stress  on  any  cross  section  of  such  a  beam  might  be  deter- 
mined to  a  very  close  degree  of  accuracy  by  dividing  the  load?  and 
reaction  on  the  part  of  the  beam  on  one  side  of  the  section  into  a 
number  of  equivalent  concentrated  forces,  as  indicated  in  Fig.  (59), 
where  the  load  is  represented  as  equivalent  to  a  force  distributed 
along  the  central  axis  of  the  beam  varying  in  intensity,  as  in- 
dicated by  the  ordinates  to  the  line  oftc,  and  the  supporting  forces 
as  equivalent  to  forces  distributed  in  a  similar  manner,  with  in- 
tensities varying  as  the  ordinates  to  the  lines  ef  and  gh. 

The  load  on  the  portion  of  the  beam  to  the  left  of  any  section 
AB  may  be  divided  into  any  number  of  parts,  the  resultants  of 
which  are  represented  by  the  vectors  TTi,  W2,  Wz,  etc.,  and,  when 
necessary,  the  supporting  force  may  be  divided  into  similar  parts, 
represented  by  the  vectors  /?i,  etc.  The  stress  on  the  cross  section 
AB,  due  to  the  equivalent  system  of  concentrated  forces,  can  evi- 
dently be  obtained  by  the  method  already  given  and  the  accuracy 
of  the  result  will  depend  on  the  number  of  divisions  made  in  the 
distributed  load. 

In  many  cases  it  will  be  convenient  to  obtain  the  exact  values 
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of  the  shearing  force  and  bending  moment,  at  a  cross  section  of  a 

beam  subjected  to  distributed  loads,  by  subdividing  the  loads  and 

reactions    into    elementary  w 

forces,  acting  on  very  small  '*'       * 

portions  of  the  beam,  and 

summing  up  by  the  methods 

of  integration. 

If  we  let  w  equal  the  re- 
sultant intensity  of  the  ex- 
ternal  force   acting  at  any 

point  at  a  distance  x  from  i 

the  end  of  the  beam  (Fig. 
59);  that  is,  w  equals  the  re- 
sultant intensity  of  the  load  and  supporting  force,  over  the  sup- 
port, and  of  the  load  only  between  the  supports,  the  value  of  the 
shearing  force  at  a  cross  section,  at  any  distance  Xi  from  the  end 
of  the  beam,  will  be  represented  by  the  expression 


S 


^  r'\dx, (1) 

t/x-O 


and  the  value  of  the  bending  moment  at  the  section  by  the  ex- 
pressign 

M=  P"**  r''wdxdx (2) 

t/x-O     «/x*«Q 

In  order  to  follow  the  syBtem  of  signs  already  adopted  in  desig- 
nating shearing  forces  and  bending  moments  (Art.  68),  it  is  evident 
that  w  must  be  taken  positive  when  representing  the  intensity  of  an 
upward  force  and  negative  for  the  intensity  of  a  downward  force 
acting  on  the  part  of  the  beam  to  the  left  of  any  cross  section. 

In  cases  in  which  the  value  of  it;  is  constant  for  different 
portions  of  the  length  of  the  beam,  and  also  in  cases  in  which  the 
supporting  forces  can  be  considered  as  concentrated  and  the  value 
of  w?  as  constant  for  different  portions,  or  for  the  entire  length,  of 
the  beam,  the  solution  of  equations  (1)  and  (2)  can  be  easily  made. 

Since  a  so-called  concentrated  load,  or  supporting  force  is  always 
A  force  distributed  over  a  small  portion  of  the  length  of  the  beam, 
the  foregoing  analysis  will  evidently  apply  to  a  beam  which  is 
subjected  to  any  S3rstem  of  distributed  and  concentrated  loads  and 
equations  (1)  and  (2)  may  be  considered  as  the  general  equations 
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for  shearing  force  and  bending  moment,  of  which  equations  (1) 
and  (2)  (Art.  68)  are  special,  slightly  approximate,  forms. 

71.  Relation  of  Bending  Moments,   Shearing  Forces  and 
Loads*  —  If  we  differentiate  equation  (2)  (Art.  70)  we  obtain 


dM      r 


wdx^S, (1) 

and  a  second  differentiation  will  give 

(PAf   dS  ,^. 

d^  =  d^=^' .    (2) 

jand  conversely,  integration  gives,  as  already  shown  (Art.  70), 

5=  fwdx (3) 

and 

M  =fsdx=^  J  fwdxdx (4) 

'  The  foregoing  relations  between  loads  and  shearing  forces  and 
between  shearing  forces  and  bending  moments  are  of  great  im- 
portance in  computations  for  the  strength  and  stability  of  beams. 

Since  w  is  a  function  of  x  only,  it  is  evident  thai  where  w  =  0  the 
value  of  S  vnll  be  either  a  maximum  or  a  minimum,  and  that  where 
8  =  0  the  value  of  M  will  be  either  a  rruiximum  or  a  minimum. 

72.  Graphical  Representation  of  Loads,  Shearing  Forces  and 
Bending  Moments.  —  A  graphical  representation  of  the  values 
of  w,  S  and  M  for  a  typical  case  may  add  to  the  clearness  of  the 
statement  in  the  preceding  article.  Let  the  diagram  (Fig.  60a) 
represent,  in  the  conventional  manner,  the  loads  and  supporting 
forces  acting  on  a  simple  beam,  each  load  and  each  supporting 
force  being  uniformly  distributed. 

The  load  intensity  diagram  (Fig.  60b)  will  be  constructed  by 
plotting  ordinatesw,  equal  to  the  difference  in  the  intensities  of  the 
load  and  supporting  forces  at  the  ends  of  the  beam  and  equal  to  the 
resultant  intensity  of  the  loads  in  the  portion  between  the  supports. 

If  we  divide  the  load  diagram  into  small  sections,  of  length 
Ax,  and  plot  the  ordinates  obtained  by  adding  together  the  suc- 
cessive increments  of  load  wAx  and  draw  a  line  through  the  ends 
of  the  ordinates  we  shall  obtain  the  shearing  force  diagram  (Fig. 
60c).  In  plotting  this  diagram  it  should  be  noted  that  an  upward 
force  acting  oh  the  part  of  the  beam  to  the  left  of  the  section  will 
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tend  to  produce  a  positive  shear,  and  a  downward  force  a  negative 
shear  at  the  section,  while  the  reverse  is  true  for  the  forces  acting 
on  the  part  to  the  right  of  the  section. 
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It  is  evident  that  the  ordinates  of  the  diagram  might  also  be 
obtained  by  plotting  values  of  the  integral 


S 


-f" 


wdx 


(1) 


for  successive  values  of  Xi.  The  maximum  and  minimum  values 
of  S,  that  is,  the  greatest  positive  and  negative  values,  will  occur 
at  the  cross  sections  of  the  beam  at  which  w  changes  sign.  If  the 
change  in  the  intensity  w,  from  negative  to  positive  values  and 
vice  versa,  were  gradual  instead  of  abrupt,  the  maximum  and 
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minimnm  values  of  S  would  evidently  occur  at  the  sections  where 
w  =  0. 

The  bending  moment  diagram  (Fig.  60d)  may  be  obtained  by 
dividing  the  shearing  force  diagram  into  small  sections,  of  length 
Ax,  and  plotting  the  ordinates  obtained  by  adding  together  the 
successive  increments  S^x  and  drawing  a  line  through  the  ends 
of  the  ordinates. 

The  ordinates  of  the  diagram  might  also  be  obtained  by  plotting 
the  values  of  the  int^ral 

Sdx (2) 

"0 

for  successive  values  of  xi. 

Still  another  method,  based  on  the  definition  of  the  bending 
moment  and  indicated  by  the  form  of  the  integral 


M 


I       wdxdx, (3) 

will  be  to  determine  the  ordinates  of  the  bending  moment  diagram 
directly  from  the  load  diagram  by  adding  the  moments  of  the 
forces,  acting  on  the  part  of  the  beam  either  to  the  riglit  or  the  left 
of  each  section,  about  an  axis  in  the  section.  In  this  case  an  up- 
ward force  acting  on  either  side  of  a  cross  section  will  evidently 
tend  to  cause  a  positive  bending  moment  and  a  downward  force  a 
negative  bending  moment  at  the  section. 

The  maximum  and  minimum  values  of  the  bending  m^oment  mil 
evidenUy  occur  at  the  sections  where  S  =  0,  or  where  the  value  of  S 
changes  sign. 

Ordinarily,  in  cases  like  the  one  just  described,  a  sufficiently 
accurate  solution  can  be  made  by  considering  the  reactions  and 
the  load  distributed  over  the  small  portion  of  beam  as  concen- 
trated forces  Ri,  R%  and  Wi,  acting  at  the  same  points  as  the 
resultants  of  the  supporting  forces  and  the  load. 

The  load  diagram  would  then  be  modified  to  the  form  shown 
(Fig.  60e).  Following  the  same  methods  of  procedure  as  before, 
the  shearing  force  diagram  would  take  the  form  (Fig.  60f )  and  the 
bending  moment  diagram  the  form  (Fig.  60g). 

The  equation  representing  the  value  of  S  at  any  cross  section 
at  a  distance  Xi,  from  the  left  end  of  the  beam  (Fig.  6Qf)  would  be 
written  in  the  form 

S  =  Ri-  I'wdx, (4) 
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for  all  sections  to  the  left  of  the  load  Wi,  and  in  the  form 

S  =  JBi-Fi-   r^'wdx, (6) 

for  all  sections  to  the  right  of  TFi. 

The  equations  representing  the  values  of  the  bending  moments 
at  the  same  sections  would  be  written  in  the  form 

'         I       wdxix,     .    .    .    .    (6) 

for  sections  to  the  left  of  the  load  Wi,  and  in  the  form 

Af  =  ftx  -  Wi  (x  -  ai)  -   /  **'  Iwdxdx,     .    (7) 

for  sections  to  the  right  of  TFi. 

It  is  important  to  note  that  in  writing  equations  (4)  to  (7)  in- 
clusive we  have  followed  the  method,  adopted  in  the  case  of  con- 
centrated loads  (Art.  67),  of  indicating  the  manner  of  the  shear 
and  the  bending^  which  the  reaction  and  the  loads  tend  to  produce, 
by  the  signs  of  the  terms  in  the  algebraic  equations  and  hence 
positive  values  would  be  substituted  for  both  upward  and  down- 
ward forces  in  making  the  solutions  of  these  equations. 

73.  Relations  of  Shearing  Forces  and  Bending  Moments  at 
Two  Different  Cross  Sections.  —  Let  AB  and  CD  represent  any 
two  cross  sections  of  a  beam  subjected  to  ordinary  bending  by  the 
action  of  a  system  of  both  distributed  and  concentrated  loads,  as 
indicated  (Fig.  61a). 


Fig.  61a.  Fig.  61b. 


The  forces  acting  on  the  portion  of  the  beam  between  AB  and 
CD  are  in  equilibrium  and  for  the  sake  of  clearness  may  be  repre- 
.sented  in  the  conventional  manner,  as  in  Fig.  61b,  where  the  couple 
Ml  represents  the  resultant  of  the  normal  stress  and  Si  the  result- 
ant of  the  shearing  stress  acting  on  the  left  side  of  the  section  AB, 
and  the  couple  M2  represents  the  resultant  of  the  normal  stress 
and  S2  the  resultant  of  the  shearing  stress  acting  on  the  right 
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side  of  CD.  We  will  let  w  equal  the  intensity  of  any  distributed 
load  between  t&e  sections. 

The  couples  Mi  and  Mt  will  evidently  be  equal  in  magnitude  to 
the  bending  moments  at  the  two  sections,  which  will  both  be 
positive  if  the  resultants  of  the  normal  stresses  on  the  two  sections 
tend  to  rotate  in  the  directions  indicated.  The  resultant  shearing 
stresses  Si  and  S%  will  be  equal  in  magnitude  to  the  shearing  forces 
at  the  two  sections,  which  will  both  be  positive  if  the  shearing 
stresses  act  in  the  directions  indicated. 

Applying  the  condition  of  equilibrium  SF=  0  to  the  forces  act- 
ing (Fig.  61b),  we  have 

Xy^Sl-W^-WA-Jwdx-St-^Q.      .    .    (1) 

Solving  for  St  we  obtain 

Si^Si-Wz-WA-fwdx--Si-^W-fwdx,    .    (2) 

where  JlW=Wi  +  Wi  +  etc.; 

that  is,  the  shearing  force  at  CD  is  equal  to  the  shearing  force  at 
AB  minus  the  vector  sum  of  the  loads  between  the  sections. 

Applying  the  condition  of  equilibrium  Silf  =  0,  taking  the  axis 
in  the  section  CD,  we  have 

2)Af  =  Afi  +  SiX  -  WzPOt  -  WaA  -jjwdxdx  -  Mt  =  0.       (3) 

Solving  for  Ms  we  obtain 

J|f2=  Ml  +  SiX  -  WiPCz  -  ^4X4  -J  jwdxdx 

=  Mi  +  SiX-^Wx-Jfwdxdx,  ....    (4) 

where  HWx  ^  W^z  +  W^^a  +  etc. ; 

that  is,  the  bending  moment  at  CD  is  equal  to  the  bending  moment 
at^AB,  plus  the  moment  of  the  shearing  force  at  AB  about  an  axis 
in  CD^  minus  the  algebraic  sum  of  the  moments  of  the  loads  be- 
tween the  sections  about  an  axis  in  CD. 

Solving  for  Si  we  obtain  an  expression  for  the  shear  at  any  section 
AB,  in  terms  of  the  bending  moments  at  two  sections  and  the  loads 
between  the  sections. 


^Wx+jjwdxdx 


&=^^^^  +  = ^^-^^— .    .    (5) 


Digitized  by 


Google 


PROBLEMS  121 

If  there  were  no  external  forces  acting  on  the  portion  of  the 
beam  between  the  sections,  equations  (2),  (4)  aiid  (5)  would  re- 
duce to 

Si^Su (6) 

Mt^Mi  +  SiX, (7) 

'^i  = i (8) 

The  preceding  equations  afford  in  many  cases  a  convenient 
method  of  determining  the  variation  in  the  shearing  force  and 
bending  moment  from  section  to  section  of  a  beam. 

74.  Problems.  —  Shearing  Force  and  Bending  Moment.  — 
The  general  formulas  for  shearing  force  and  bending  moment  are 
most  easily  obtained,  in  any  case,  by  applying  the  rules  given  in 
Art.  (68).  The  magnitude  of  the  shearing  force  or  the  bending 
moment  at  any  section  of  a  beam  subjected  to  a  given  system 
of  loads  can  usually  be  most  readily  obtained  in  the  same  manner. 
The  convention  of  signs  for  positive  and  n^ative  values  (Art.  68) 
should  be  observed  in  any  case. 

There  are  certain  types  of  loading,. however,  of  which  the  follow- 
ing problems,  (1-9)  inclusive,  are  given  as  examples,  for  which  the 
algebraic  expressions  for  the  values* of  the  greatest  shearing  force 
and  bending  moment  will  be  convenient  for  reference.  The  dia- 
grams showing  the  location  of  the  loads  and' supporting  forces 
and  the  variation  in  the  magnitudes  of  the  shearing  forces  and 
the  bending  moments  are  given.  The  loads  W,  acting  over  small 
portions  of  the  surface,  and  the  reactions  are  considered  as 
concentrated  forces  and  all  distributed  loads  are  of  uniform 
intensity  w.  The  shearing  force  diagrams  are  represented  by 
dotted  lines  and  the  bending  moment  diagrams  by  full  lines  in 
each  case. 

Maximum  values  of  shearing  forces  and  bending  moments  are 
denoted  by  the  symbols  So  and  Mo,  respectively. 

The  formulas  for  shearing  forces  and  bending  moments  in  the 
cantilever  beams  (Fig.  62)  and  (Fig.  63)  are  determined  by  dealing 
with  the  forces  acting  on  the  portion  of  the  beams  between  the 
section  and  the  free  end.  The  formulas  for  each  of  the  remaining 
cases  (Figs.  64-70)  are  obtained  by  dealing  with  the  forces  acting 
on  the  portion  to  the  left  of  the  section. 
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Problem  z. 

Cantilever  beam  with  a  concentrated  load  W  at  the  free  end  (Fig.  62)* 

iw         For  values  of  z  from  Oiol, 

S  ^W,     M'-  -TF(I-*). 

rS+  J> 

When  a?  =«  0  to  Z, 

When  x  -  0,  * 

Afo  -  "WL 


Fig.  62. 


Problem  2. 

Cantilever  beam  with  a  total  load  W  miiformly  distributed  over  the  entire 
length  (Fig.  63). 

Let  w  »  the  intensity  of  the  distributed 
load. 

For  values  of  x  from  0  to  2, 


Fig.  63. 


iS  =  w  (/  -  «), 
When  a;  «  0, 


M^-^il-xy. 


Mo-  - 


tpP 


m 

2  ' 


Problrai  8. 

Simple  beam  with  a  concentrated  load  W  at  the  middle  of  the  epan  (Fig. 
64). 

ft 

I 


Fig.  64. 


For  values  of  x  from  0  to; 


Whenx  -Oto^, 


M^^x. 


When  ic  =■  o» 


iif..^. 


Owing  to  the  symmetry  of  the  loading  the  magnitudes  of  S  and  ilf ,  for 
sections  between  the  load  and  the  right  hand  end,  can  evidently  be  obtained 
from  the  above  equations  by  letting  x  equal  the  distance  from  the  right  hand 
bUpport  to  the  section. 
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Problem  i. 

Simple  beam  with  a  total  load  W  uniformly  distributed  over  the  entire 
length  (Fig.  65). 

Let  10  B  the  intensity  of  the  distributed 
load. 


ft 


J.      td     W 
ft-y--^. 


Pig.  66. 

M~ 

When  a?  =  0, 

a        id       W 

*"2  "y 

When*--, 

Problem  6* 

For  values  of  x  from  0  to  I, 


Simple  beam  with  a  single  concentrated  load  TF  not  at  the  middTe  of  the  span 
(Fig.  66). 


Fia.66. 
When  X  ^Of 


a-  J  • 

For  values  of  x  from  0  to  a, 

S--J-, 

Jlf-^* 

Wheox  -  Otoo, 

Afo- 


TToft 


The  above  value  of  ^So  will  be  the  greatest  shearing  force  in  the  beam  when 
6  >  a.  When  a  >  b  the  greatest  shearing  force  will  occur  at  sections  between 
the  load  and  the  right  hand  support  and  will  be  equal  to 


So-- 


Wa 

I 


The  value  of  the  bending  moment  at  any  section  between  the  load  and  the 
right  hand  support  may  evidently  be  obtained  by  taking  x  as  the  distance  of 
the  section  from  the  support  ft  and  substituting  a  for  &  in  the  above  equation 
forM. 
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Ptoblem  6. 

Simple  beam  subjected  to  a  total  load  W  concentrated  at  two  points  at  equal 
distances  from  the  supports  (Fig.  67). 


I^-o-J^ 


,j2SEi 


w 


*B~ 


For  values  of  x  from  0  to  a, 


S'j. 


in  2 


Fio.  67. 


For  values  of  z  from  a  to  (a  +  6), 
5-0, 


For  values  of  x  from  (a  +  6)  to  I, 

When  a;  »  0  to  a, 

Also,  when  x  »  (a  +  6)  to  J, 

fio- 
When  a;  =  a  to  (o  +  6), 


M-f  a-«). 


The  portion  of  the  beam  between  the  loads  is  evidently  subjected  to  uniform 
bending. 

Problem  7. 

Simple  beam  subjected  to  a  total  load  W,  uniformly  distribut'ed  over  a  part 
of  Its  length,  the  load  being  symmetrically  placed  with  respect  to  the  middle 
point  in  the  span  (Fig.  68). 

Let  w  —  the  intensity  of  the  distributed 
load. 

For  values  of  x  from  0  to  a, 


^'  =  T'  2"' 


Fig.  68. 


Q       w6 


For  values  of  x  from  a  to  (a  +  6), 
5  =  -^  -  to  («  -  o)  =  u?  f  a  +  2  -  « j, 

ilf-^x-|(a;-a)«-|lte-(:r-a)«]. 
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For  values  of  x  from  (a  -|-  6)  to  I, 


^.       M^^(l-x). 


When  2  »  0  to  a, 


'^  "=  2   '  2* 


Also,  when  x  =  (a  +  6)  to  i, 


^-       2   "       2 


Whenx  < 


2' 


^«"T-2  V2""    ]    "Ti'-2)"TV-2J'       •       . 

Problem  8. 

Beam  overhanging  the  two  supports  equal  amounts  with  equal  concentrated 


loads^  at  the  ends  (Fig.  69). 


¥T 


Fia.  69. 
For  values  of  x  from  (a  +  0  to  (I  +  2  a), 


ft-?..     A-f. 

For  values  of  a^from  0  to  o, 
W         j^         Wx 

For  values  of  x  from  a  to  (o  +  0, 
5-0.  M--'^' 


5- 

W 
1' 

Whenx  «■  Oto 

a, 

fl;- 

W 
-2- 

Also,  when  x  - 

9  + 

o)to(I+2o), 

s;- 

IT 
2' 

H^. 


M--Ya  +  2a-»). 


When  x  =  a  to  (o  +  0, 


Afo«  - 


TTa 


The  portion  of  the  beam  between  the  supports  is  evidently  subjected  to 
uniform  bending. 
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Ptoblem  9. 

Beam  overhanging  the  two  supports  equal  amounts  and  subjected  to  a'total 
load  W,  uniformly  distributed  over  its  entire  length  (Fig.  70). 

\<r 5- ^      ^      wb      W         J,      wb     W, 


,1  ,  ^^..^.j^^^.^ 


.^^ TLfij         For  values  of  x  from  0  to  a, 


iS  =  —  wXf  M  —  — ig"  • 


For  values  of  x  from  a  to  (I 
Fig.  70.  +  a), 

* 

For  values  of  x  from  (2  +  a)  to  5, 

5  =  w(6-aj),        Jf  = -|(6-a;)«. 
When  x  ^  a^ 

Also,  when  x  —  {l-\^a), 

The  magnitude  of  the  greatest  shearing  force  will  be  given  by  the  expression 
for  So,  when  o  >  7,  and  by  the  expression  for  jSo',  when  a  <  j«. 


When  a?  =  a, 

Also,  when  x  =  (Jt  +  a), 


M.--I^. 


Mo  =  -  "2- 


When  ^  —  Ki 


The  magnitude  of  the  greatest  bending  moment  will  be  given  by  the  expres- 
h 


h      /- 
sion  for  Afo',  when  a  <  ^  (v2— 1),  and  by  the  expression  for  AT©,  when  a  > 


^2(^2-1). 
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jfffic^  —  When  constructiDg  the  diagramfl  it  is  of  importance  that  the 
following    relations    of    shearing    forces    and    bending    moments,    which 
have  been  brought  out  during  the  discussion  of  the  theory,  be  kept  in, 
mind. 

When  a  beam  is  subjected  to  concentrated  forces  only,  the  shearing  force  hai 
a  constant  value  and  the  bending  moment  a  uniformly  varying  value  at 
sections  between  any  two  adjacent  forces.  In  such  a  case  the  shearing  force 
diagram  is  a  series  of  straight  lines,  parallel  to  the  central  axis  of  the  beam,  and 
the  bending  moment  diagram  is  a  series  of  straight  lines,  intersecting  on  the 
lines  of  action  of  the  external  forces.  It  is  therefore  necessary  to  determine 
the  values  of  the  shearing  forces  and  bending  moments  at  the  sections  at  the 
loads  and  supports  only  in  order  to  construct  the  diagrams. 

When  a  beam  is  subjected  to  uniformly  distributed  loads  only,  the  shearing 
force  has  a  uniformly  varying  value  for  any  portion  of  the  beam  over  which 
the  load  is  distributed  and  the  bending  moment  diagram  for  that  portion  is  a 
part  of  a  parabola,  the  axis  of  which  coincides  with  the  ordinate  through  the 
section  at  which  the  shearing  force  line  (extended  if  necessary)  crosses  the  axis. 
The  shearing  force  and  bending  moment  diagrams  for  portions  of  the  beam 
over  which  there  is  no  load  are  made  up  of  straight  lines,  similar  to  the  diagrams 
for  concentrated  loads. 

In  such  a  case,  after  having  determined  the  straight  lines  representing  the 
shearing  force  and  bending  moment  diagrams  for  the  portions  of  the  beam  over 
which  there  is  no  load  and  locating  the  vertex  of  the  parabola,  .the  remainder 
of  the  bending  moment  diagram  can  be  constructed  by  the  use  of  a  graphical 
method  for  plotting  a  parabola. 

In  any  case,  since 

„      dM 

the  ordinates  of  the  shearing  force  diagram  may  be  taken  to  represent  the 
tangents  of  the  angles  of  slope  at  the  corresponding  points  in  the  bending 
moment  diagram  and  hence  the  form  of  the  shearing  force  diagram  will  always 
show  whether  the  lines  in  the  bending  moment  diagram  are  tangent,  or  inter- 
sect at  an  angle,  at  the  points  at  which  they  meet. 

For  example,  the  form  of  the  shearing  force  diagram  (Problem  7)  indicates 
that  the  parabola,  forming  the  middle  portion  of  the  bending  moment  diagram 
for  that  case,  is  tangent  to  the  straight  lines  forming  the  remainder  of  the  dia- 
gram. In  Problems  (3),  (5),  (6),  (8)  and  (9),  the  abrupt  change  in  the  value 
of  the  shearing  force,  between  the  sections  on  either  side  of  the  concentrated 
forces,  indicates  that  the  lines  of  the  bending  moment  diagrams  intersect  at 
an  angle  at  these  points. 

In  Problems  (2)  and  (9),  since  the  shearing  force  is  zero  at  the  ends  of  the 
beams,  the  axes  of  the  parabolas  representing  the  bending  moment  diagrams 
for  the  overhanging  portions  will  evidently  coincide  with  the  ordinates  through 
the  ends. 

It  should  be  borne  in  mind,  however,  that  in  the  five  last  mentioned  cases 
the  diagrams  are  slightly  approximate,  since  all  the  forces  are  really  distrib- 
uted over  small  portions  of  the  beams  (Art.  68)  and  that,  if  accurate  bending 
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moment  diagrams  could  be  constructed  for  each  case,  they  would  have 

no  sharp  comers. 

In  the  construction  of  diagrams 
for  more  complicated  systems  of 
loading  the  foregoing  relations  will 
be  found  to  have  additional  value. 
In  any  such  case  the  bending  mo- 
ment diagrams  for  each  portion  of 
the  beam  subjected  to  a  uniformly 
distributed  load  will  be  a  part  of  a 
parabola,  and,  when  the  portion  does 
not  contain  the  section  of  zero  shear, 
I  the  vertex  of  the  parabola,  of  which 
the  bending  moment  diagram  is  a 
part,  can  easily  be  located  by  ex- 
tending the  straight  line,  represent- 
ing the  shearing  force  diagram  for 
that  portion  of  the  beam,  until  it 
intersects  the  central  axis. 

Problem  10. 

Given  a  beam  subjected  to  a  uni- 
formly distributed  load  of  600  lbs. 
per  ft.  and  a  concentrated  load  of 
Fig.  71.  2000  lbs.,  supported  as  shown  (Fig. 

71a): 

(a)  Find  the  supporting  forces. 

(b)  Write  the  general  formulas  for  shearing  forces  and  bending  moments 
throughout  the  length  of  the  beam. 

(c)  Plot  the  shearing  force  diagram  and  determine  the  location  and  mag- 
nitude of  the  greatest  shearing  force. 

(d)  Plot  the  bending  moment  diagram  and  determine  the  location  and 
magnitude  of  the  greatest  bending  moment. 

Treat  the  supporting  forces  and  all  loads,  represented  by  single  vectors, 
as  concentrated  forces  and  neglect  the  weight  of  the  beam. 

Solution,  —  (a)  By  the  appUcation  of  the  conditions  of  equilibrium  for  a 
system  of  parallel  forces  in  a  single  plane  we  obtain  Ri  =  9040,  Rt  »  2560 
(very  nearly). 

(b)  Fig.  (71a)  will  evidently  represent  the  load  diagram  for  the  beam, 
and,  if  we  let  x  =  the  distance  of  any  cross  section  from  the  left  hand  end  of 
the  beam  and  write  the  equations  for  shearing  forces  and  bending  moments, 
using  the  numerical  values  of  the  external  forces  we  shall  have  four  sets  of 
equations,  as  follows: 

For  values  of  x  from  0  to  6, 

S  =  -600a;, (1) 

Af  =-300x« '.    .    •    ^2) 
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For  values  of  x  from  6  to  16, 

iS  =  9040 -600a;, (3) 

•      If  =  9040(3! -6)- 300x« (4) 

For  values  of  z  from  16  to  22, 

5  =  9040-9600=  -560,     ^ (5) 

M  =  9040  (x  -  6) -9600  fe- 8)  =22,560 -560x,    ...     (6) 

or,  if  we  determine  the  values  of  S  and  M  from  the  forces  acting  on  the  portion 
of  the  beam  between  a  cross  section  and  the  right  hand  end, 

S  =  -2560  +  2000  =  -560, (7) 

Af -2560  (26 -x)- 2000  (22 -x)  =22,560 -660 ».    .    .      (8) 

For  values  of  x  from  22  to  26, 

S  =  -2560, (9) 

M  =  2560  (26 -x) (10) 

(c)  The  shearing  force  diagram  will  be  made  up  of  straight  lines  and  the 
necessary  points  may  be  obtained  by  making  the  following  substituti(»s. 
When  X  -^  0, 

5  =  0.,.. (11) 

When  X  =  6,  equation  (1)  gives 

S  -  -3600, (12) 

which  is  the  shearing  force  at  a  section  to  the  left  of  the  support  Ri, 
When  X  =  6,  equation  (3)  gives 

5-5440, (13) 

which  is  the  shearing  force  at  a  section  to  the  right  of  the  suppOTt  Ri, 
When  X  =  16  to  22,  the  shearing  force  has  the  constant  value 

5  =-560  (equation  5) *.    .    .     (14)" 

When  X  =  22  to  26,  the  shearing  force  has  the  ccmstant  value 

S  =  -2560  (equation  9) (15) 

Plotting  these  values  the  shearing  force  diagram  (Fig.  71b)  can  be  con- 
structed. 

The  greatest  shearing  force  will  evidently  be  located  at  the  cross  section  just 
to  the  right  of  the  support  Ri  and  will  be  equal  in  magnitude  to 

So  -  5440  lbs (16) 

Attention  may  again  be  called  to  the  abrupt  change  in  the  value  of  the 
shearing  force,  between  the  sections  to  the  left  and  right  of  support  Ri  and 
also  between  the  sections  to  the  left  and  right  of  the  load  of  2000  lbs.  and  that, 
if  the  actual  distribution  of  these  two  forces  were  taken  account  of,  the  change 
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in  the  shearing  force  from  the  one  value  to  the  other  would  be  a  gradual  one 
in  each  case. 

The  shearing  force  is  evidently  zero  at  some  point  over  support  Ri  and  also 
at  a  point  at  a  distance 

X  =  15.07  ft. 

from  the  left  end  of  the  beam,  the  value  of  x  being  obtained  by  placing  the 
expression  for  S  (equation  3)  equal  to  zero. 

(d)  It  is  evident,  from  the  loads  on  the  beam  as  well  as  the  forms  of  the 
equations,  that  the  diagrams  of  the  bending  moments  represented  by  equa- 
tions (2)  and  (4)  will  be  parabolas,  with  the  axes  vertical,  and  that  the  diagrams 
of  equations  (6)  and  (10)  will  be  straight  lines. 

The  vertex  of  the  parabola  (equaticxi  2)  will  evidently  be  located  at  the  point 

aj  =  0,        Af  =  0 (17) 

When  a;  »  6,  equation  (2)  gives 

JW- -10,800, (18) 

and  by  computing  values  of  M  for  one  or  two  values  of  x  between  0  and  6  the 
necessary  ordinates  for  plotting  the  curve  may  be  obtained. 
When  X  =  6,  equation  (4)  will  also  give 

M  »  -10,800. 

The  vertex  of  the  parabola  wiU  be  on  the  ordinate  through  the  section  of  zero 
shearing  force  at  the  distance  x  »  15.07  ft.  from  the  left  end  of  the  beam* 
When  X  =■  16.07,  equation  (4)  gives 

M  -  13,860 (19) 

When  X  »  16,  equation  (4)  gives 

M  =  13,600 (20) 

Since  the  bending  moment  changes  from  negative  to  positive  between  the 
values  X  —  6  and  x  «  16,  the  point  at  which  the  diagram  will  cross  the  axis 
.  XX  may  be  found  by  placing  the  expression  for  M  (equation  4)  equal  to  zero 
and  solving  for  x,  whence  we  obtain 

X  =  8.28  ft. 

By  computing  values  of  M  for  one  or  two  additional  values  of  x-  the  necessary 
ordinates  for  plotting  the  curve  are  obtained. 
When  x=  16,  equation  (6)  will  also  give  the  value 

M  =  13,600, 

and  when  x  -<  22,  equation  (6)  will  give 

M  =  10,240 (21) 

When  X  »  22,  equation  (10)  will  also  give 

M  =  10,240, 
and  when  x  >■  26, 

Af  =  0 .    (22) 
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In  plotting  the  diagram  (Mg.  71c)  it  should  be  noted  that  the  fonn  of  the 
shearing  force  diagram  shows  that  at  the  point  a;  »  16  the  parabola  and  the 
straight  Une  are  tangent. 

The  greatest  bending  moment  is  evidently  located  at  the  cross  section  at  a 
distance 

z  =  16.07  ft. 

from  the  left  hand  end  oi  the  beam  and  is  equal,  in  magnitude  to 

Mo  =  13,860  ft.  lbs (23) 

The  point  at  the  distance  x  »  8.28  ft.  from  the  left  end  at  which  Af  -<  0  is 
called  a  point  of  inflexion,  the  bending  moments  being  negative  at  sections  on 
one  side  of  the  point  and  positive  at  sections  on  the  other  side.  It  is  evident 
that  the  fiber  stress  is  zero  over  the  entire  cross  section  through  this  point. 

ProUems  11-M. 

Note.  —  In  Problems  (11-24),  inclusive,  the  equations  for  shearing  forces, 
bending  moments,  the  shearing  force  and  bending  moment  diagrams  and  the 
values  of  the  greatest  shearing  force  and  bending  moment  are  to  be  deter- 
mined in  a  manner  similar  to  that  indicated  in  the  solution  of  Problem  (10). 
In  each  case  the  weight  of  the  beam  is  to  be  neglected  unless  otherwise  noted. 

Problem  11. 

The  beam  (Fig.  72)  is  subjected  to  a  system  of  concentrated  loads. 
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Problem  12. 
The  beam  (Fig.  73)  is  subjected  to  a  system  of  concentrated  loads 
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Problem  18. 

The  beam  (Fig.  74)  is  subjected  to  a  concentrated  load  of  10,000  lbs.  and  a 
uniformly  distributed  load  of  800  ibs.  per  ft. 
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Problem  14. 

Solve  Problem  (13),  substituting  a  concentrated  load  of  1000  lbs.  for  the  load 
of  10,000  lbs. 

Problem  15. 
The  beam  (Fig.  75)  is  subjected  to  two  unifonnly  distributed  loads. 
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Fig.  74. 


Fig.  76. 


Problem  16. 

The  beam  (Fig.  76)  is  subjected  to  a  system  of  uniformly  distributed  and 
concentrated  loads  as  indicated. 
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Fig.  76. 


Problem  17. 

The  beam  (Fig.  77)  is  subjected  to  a  system  of  uniformly  distributed  and 
concentrated  loads  as  indicated. 
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Fig.  77. 


Problem  18. 

The  cantilever  beam  (Fig.  78)  is  subjected  to  a  system  of  uniformly  distrib- 
uted and  concentrated  loads  as  shown. 
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Problem  19. 

The  beam  (Fig.  79)  is  subjected  to  a  uniformly  distributed  load.    Assume 
that  the  reaction  is  also  uniformly  distributed  over  the  entire  length  of  the 


beam. 
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Problem  20. 

The  beam  (Fig.  80)  is  subjected  to  a  load  over  a  part  of  its  length,  varying 
uniformly  in  intensity  from  0  to  1000  lbs.  per  ft. 

SclutUm.  —  The  diagram  (Fig.  80a)  will  evidently  represent  the  load  dia- 
gram and  the  resultant  of  the  load  will  be  equal  to  5(XX)  lbs.  acting  at  a  dis- 
tance of  V^  ft.  from  the  left  end  of  the  beam. 

(a)  The  supporting  forces  will  be 

Ri  »  nil  lbs., 
A  »  3889  lbs. 

(b)  Let  X  » the  distance  of  any  section  from  the  left  end.  Then  for  values 
of  X  from  0  to  5, 

8  =  1111, (1) 

M  =  llllx (2) 

For  values  of  x  from  5  to  15, 


5-llll-100^-^-^  =  llll-60(x-6)«,    . 
^^^•-llllx-f(x-5)'. 


M  =  1111  X- 100- 


(3) 
(4) 


(c)  For  values  of  x  from  0  to  5,  the  shearing  force  diagram  will  evidently  be 
a  straight  line,  the  shearing  force  having  the  constant  value  given  by  equation 
(1), 


S  -  1111. 
When  X  «=  5,  equation  (3)  will  also  give 

s  =  nil 

When  X  »  15,  equation  (3)  gives 

5=  « 


(6) 


(6) 
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Since  the  shearing  force  changes  from  positive  to  negative  between  the  values 
X  «  5  and  x  ^  15,  the  distance  of  the  cross  section  of  zero  shear  from  the  left 
end  of  the  beam  can  be  determined  by  placing  the  value  of  S  given  by  equation 
(3)  equal  to  zero  and  solving  for  x,  whence  we  obtain  x  »  9J71  ft. 


(c)  Bending  Momeat 
Fig.  80. 

The  shearing  force  diagram  for  this  portion  of  the  beam  is  evidently  a 
parabola  and  the  ordinates  for  two  or  three  additional  points  should  be  ob- 
tained in  order  to  determine  the  curve  (Fig.  80b). 

The  greatest  shearing  force  will  evidently  be  located  at  the  section  to  the 
left  of  the  right  hand  support  and  will  be  equal  to 

So  =  3889  lbs .     (7) 

(d)  For  values  of  x  from  0  to  5,  the  bending  moment  diagram  is  evidently  a 
straight  line  and  when 

»  =0,       Af -0, *  .    s    .    (8) 

and  when 

X  =  6,       Jlf  =  6555 (9) 

For  values  of  x  from  5  to  15,  the  bending  moment  diagram  is  a  curve  and  the 
maximiun  value  will  occiur  at  the  section  of  zero  shear,  where  x  =  9.71. 
When  X  ^  5,  equation  (4)  will  give  the  same  value  as  equation  (2), 

M  =  5555. 
When  X  =  9.71, 

M  =  9047 (10) 

When  »  =  15,        Af  -  0.   . (11) 
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By  computing  the  values  of  M  at  two  or  three  additional  points  the  necessary 
ordinates  for  plotting  the  diagram  (Fig.  80c)  may  be  obtained. 

The  greatest  bending  moment  will  evidently  be  located  at  the  section  9.71  ft. 
distant  from  the  left  end  and  will  be  equal  in  magnitude  to 

Afo  =  9047  ft.  lbs •    .    (12) 

■^TTnTTTITTIITmT 
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Fig.  81. 


Problem  21. 

The  beam  (Fig.  81)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  uniformly  from  400  lbs.  per  ft.  at  the  left  end  to  800  lbs.  per  ft.  at  the 
right  end. 


Fig.  82. 

Problem  22. 

The  beam  (Fig.  82)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  unif(»inly  from  3750  lbs.  per  ft.  at  the  left  end  to  0  at  the  right  end. 


Fig.  83. 

Problem  28. 

The  beam  (Fig.  83)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  uniformly  from  0  at  the  supports  to  2000  lbs.  per  ft.  at  the  middle  of 
the  span. 
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Problem  24. 

The  beam  (Fig.  83)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  uniformly  from  3000  lbs.  per  ft.  at  the  supports  to  0  at  the  middle  of 
the  span. 

e'_ — ^ 


Fig.  84. 


76.  Combining  Shearing  Force  and  Bending  Moment  Dia- 
grams. —  When  a  beam  is  subjected  to  a  system  of  two  or  more 
loads  the  shearing  force  and  bending  moment  diagrams  may  be 
determined  by  constructing  the  diagrams  representing  the  shearing 
forces  and  bending  moments  due  to  each  load  acting  alone  and 
then*  combining  by  adding  together  the  ordinates.  In  certain 
cases  this  method  may  be  preferable  to  obtaining  the  diagrams  for 
the  entire  load  system  by  the  method  indicated  in  Art.  (72). 

Two  illustrations  of  its  application  in  comparatively  simple 
cases  follow. 

(a)  .A  simple  beam  subjected  to  a  unifomdy  distribiUed  load  of 
intensity  w  and  two  concentrated  loads  Wi  and  W^  (Fig.  85a);  To 
avoid  confusion  the  diagrams  are  constructed  separately,  the 
shearing  force  diagram  being  shown  in  Fig.  85b  and  the  bending 
moment  diagram  in  Fig.  85c. 

The  shearing  force  diagram  for  the  load  Wi  will  be  of  the  same 
general  form  as  that  for  the  beam  in  Problem  (5)  (Art.  74)  and  the 
ordinate  at  any. point  may  be  computed  by  the  formulas  given 
for  that  case.  The  diagram  is  shown  by  the  dotted  line  marked 
1  (Fig.  85b).  The  diagram  for  the  load  Wz  is  of  the  same  type  as 
that  for  the  load  Wi  and  is  shown  by  the  dotted  line  marked  2 
(Fig.  85b).  The  diagram  for  the  uniformly  distributed  load  is  of 
a  type  similar  to  that  for  the  beam  in  Problem  (4)  (Art.  74)  and  the 
ordinates  may  be  computed  by  the  formulas  given  for  that  case. 
The  diagram  is  shown  by  the  dotted  line  marked  3  (Fig.  85b). 

By  adding  the  ordinates  of  the  diagrams  1,  2  and  3  algebraically, 
the  shearing  force  diagram  for  the  entire  system  of  loads,  shown 
by  the  full  line  (Fig.  85b),  is  obtained. 


Digitized  by 


Google 


8HEARIN0  FORCE  AND  BENDING  MOMENT 


137 


Proceeding  in  the  same  manner,  the  bending  moment  diagrams 
for  the  loads  Wi  and  IF2,  of  the  same  general  type  as  the  diagram 
for  the  beam  in  Problem  (5)  (Art.  74)  and  shown  by  the  dotted  lines 
1  and  2  (Fig.  85c),  are  obtained;  and  the  bending  moment  diagram 
for  the  miif ormly  distributed  load,  shown  by  the  dotted  line  marked 
3  (Fig.  85c),  will  be  of  the  same  form  as  that  for  the  beam  in 
Problem  (4)  (Art.  74).  The  values  of  the  ordinates  tg  these  dia- 
grams may  be  computed  by  the  formulas  given  for  the  cases 
mentioned. 


(c)  Bending  Moment. 
Fig.  86. 


Fig.  86. 


By  adding  the  ordinates  of  the  diagrams  1, 2  and  3,  algebraically, 
the  bending  moment  diagram  for  the  entire  system  of  loads,  shown 
by  the  full  line  (Fig.  85c),  is  obtained. 

(b)  A  cantilever  beam  subjected  to  a  uniformly  distributed  load  of 
intethsiiy  w  and  two  concentrated  loads  Wi  and  W2  (Fig.  86a). 

The  diagrams  for  this  case  are  constructed  in  the  same  manner 
as  those  for  Case  (a). 

In  the  shearing  force  diagram  (Fig.  86b)  the  dotted  lines  1  and  2, 
representing  the  shearing  force  diagrams  for  loads  Wi  and  TFs 
acting  separately,  are  of  a  form  similar  to  that  for  the  beam  in* 
Problem  (1)  (Art.  74).    The  diagram  for  the  uniformly  distributed 
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load  is  represented  by  the  dotted  line  3,  of  a  form  similar  to  that 
for  the  beam  in  Problem  (2)  (Art.  74).  By  adding  the  ordinates, 
algebraically,  the  shearing  force  diagram  for  the  entire  load  system, 
represented  by  the  full  line,  is  obtained. 

In  the  bending  moment  diagram  (Fig.  86c)  the  dotted  line  1 
represents  the  bending  moment  diagram  for  load  TFi,  the  dotted  line 
2  that  for  load  TFs  and  the  dotted  line  3  that  for  the  miif ormly  dis- 
tributed load.  These  are  similar  in  form  to  the  bending  moment 
diagrams  for  the  beams  in  Problems  (1)  and  (2)  (Art.  74)  and  by 
adding  the  ordinates,  algebraically,  the  diagram  for  the  entire 
load  system,  represented  by  the  full  line,  is  obtained. 

76.  Problems.  —  Combining  Shearing  Force  and  Bending 
Moment  Diagrams.  —  The  following  problems  will  serve  to 
illustrate  the  methods  explained  in  Art.  (75). 
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FiQ.  87. 
Problem  L 

Construct  the  shearing  force  and  bending  moment  diagrams  for  the  beam 
subjected  to  concentrated  loads  as  shown  (Fig.  87)  by  constructing  the  dia- 
grams for  each  load  acting  separately  and  adding  the  ordinates.  Determine 
the  values  of  the  greatest  shearing  force  and  the  greatest  bending  moment. 


6000 


&X0 


Fig.  88. 
Problem  2. 

Construct  the  shearing  force  and  bending  moment  diagrams  tor  the  beam 
subjected  to  the  concentrated  loads  shown  (Fig.  88)  by  constructing  separate 
diagrams  for  each  load  between  the  supports  and  for  the  loads  at  the  ends  act- 
ing together  and  adding  the  ordinates.  Determine  the  values  of  the  greatest 
shearing  force  and  the  greatest  bending  moment. 
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Problem  8. 

Construct  the  shearing  force  and  bending  moment  diagramfl  for  the  canti- 
lever beam  (Fig.  89)  by  constructing  the  diagram  for  each  load  acting  separately 
and  adding  the  ordinates.  Determine  the  greatest  value  of  the  shearing  force 
and  the  bending  moment. 
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Feq.  89. 
Problem  L 

Solve  Problem  (1),  assuming  that  the  beam  is  subjected  to  a  uniformly  dis- 
tributed load  of  500  lbs.  per  ft.  in  addition  to  the  concentrated  loads  e^own 
(Fig.  87). 

Problem  6w 

Solve  Problem  (2),  assuming  that  the  beam  is  subjected  to  a  uniformly  dis- 
tributed load  of  600  lbs.  per  ft.  in  addition  to  the  concentrated  loads  s^own 
(Fig.  88). 

77.  Greatest  Outside  Fiber  Stress.  —  Section  Modulus. — 

The  relation  between  shearing  forces  and  bending  moments,  dis- 
cussed in  Arts.  (71-72),  is  of  great  importance  in  the  determination 
of  the  maximum  stress  intensity  in  a  beam  subjected  to  ordinary 
bending.  We  have  seen  that  the  greatest  intensity  of  the  normal 
stress  at  a  given  cross  section  is  at  the  point,  or  points,  farthest 
from  the  neutral  axis  (Art.  69)  and  is  equal  in  magnitude  to 


^''  I  • 


(1) 


For  a  beam  of  uniform  cross  section  the  value  of  y  is  evidently 

the  same  for  all  cross  sections.  Therefore,  the  value  of  /  will  vary 
as  the  value  of  M  and  the  outside  fiber  stress  at  the  section  at  which 
the  bending  moment  is  a  maximum  will  be  greater  than  that  at 
any  other  cross  section.  Its  value  is  known  as  the  ffreateat 
intensity  of  normal  stress,  or  the  greatest  outside  fiber  stress,  in  the 
beam. 
Since /<x  M,  the  bending  moment  diagrams  may  be  taken  to 
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represent  the  value  of  the  outside  fiber  stress  at  the  different 

cross  sections  of  a  beam  of  uniform  section,  by  simply  measuring 

the  ordinates  to  the  suitable  scale. 

I* 
Section  Modvlua.  —  The  reciprocal  of  the  quantity  j  is  known 

as  the  section  modulvs  of  the  beam.    When  the  value  of  /  is  ex- 
pressed in  (ins.)^  and  the  value  of  c  in  (ins.)  the  uniU  in  which  the 

value  of  the  section  modulus — is  expressed  will  evidently  be  (ins.)*. 

c 

78.  Graphical  Representation  of  the  Normal  Stress.  —  In  the 

discussion  of  the  theories  both  of  simple  and  of  ordinary  bending 

it  has  been  shown  that,  if  certain  limitations  are  imposed  (Art.  63) 

and  certain  assumptions  hold  true  (Art.  66),  the  normal  stress  on 

a  cross  section  of  a  beam  is  a  uniformly  varying  stress,  with  the 

neutral  axis  passing  through  the  center  of  gravity  of  the  section, 


■♦/-^ — c 


i-.    ifi 


b     B 


:tr 


'tr 


(ft) 


(«) 

SECTION  A-B 
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at  right  angles  to  its  vertical  axis  of  synunetry,  and  that  the  re- 
sultant of  the  normal  stress  is  a  couple  in  the  plane  of  loading  per- 
pendicular to  the  neutral  axis  of  the  section  (Art.  60). 
Hence,  ii  z  =  the  length  and  dy  =  the  width  of  an  elementary 
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strip  at  a  distance  y  from  the  neutral  axis  of  a  cross  section  AB  of 
a  beam  subjected  to  ordinary  bending  (Fig.  90),  the  total  normal 
stress  on  the  strip  will  be  equal  to 

fzdy  =  -^zdy. 

The  stress  on  every  strip  above  the  neutral  axis  will  be  com- 
pression and  the  magnitude  of  the  resultant  of  the  compressive 
stress  on  the  cross  section  will  evidently  be  equal  to 

fzdy  =  -Y  I       yzdy,    ....     (1) 

9 

where  yi  =  the  distance  from  the  neutral  layer  to  the  outside 
fibers  under  compression. 

Similarly  the  magnitude  of  the  resultant  of  the  tensile  stress  on 
the  cross  section  will  be  equal  to 


'^'J^JJ'^'^y'TJ^.T^^y'  • 


(2) 


where  y^  =  the  distance  from  the  neutral  layer  to  the  outside  fibers 
under  tension. 
Since  the  resultant  of  the  entire  normal  stress  is  a  couple, 

r  =  C(Art.66) (3) 

in  magnitude  and,  if  hi  =  the  distance  between  the  center  of  the 
compressive  stress  and  the  center  of  the  tensile  stress  on  the 
section,  the  magnitude  of  the  moment  of  resistance  will  be  equal  to 

M^Thi^Chi (4) 

The  distribution  of  the  normal  stress  over  the  section  may  be 
represented  graphically  in  the  following  manner.  The  intensity 
of  the  normal  stress  at  any  point  r  in  the  cross  section,  at  a 
distance  y  from  the  neutral  axis  through  0,  may  evidently  be 
represented  by  the  ordinate  f  ^  rs  (Fig.  90b),  from  the  trace 
AB  of  the  section  on  the  plane  of  loading  to  a  straight  line  ob, 
intersecting  AB  at  0  and  sloping  in  such  a  manner  that 

Aa  =  ^(Art.  69). 

C!ompressive  stress  intensities  will  then  be  represented  by  ordinates 
to  the  right  of  Afi  and  tensile  stress  intensities  by  ordinates  to  the 
left  of  AB.    The  product  fz  of  the  stress  intensity  and  the  width 
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of  the  cross  section  at  any  point  r  will  be  a  quantity  which  we 
may  designate  as  the  stress  per  unit  of  depth  of  the  section  at  r.  A 
diagram,  constructed  (Fig.  90c)  with  each  ordinate  rt  equal  to 
the  value  of  fz  at  the  point  r,  will  represent  the  distribution  of  the 
normal  str^s  above  and  below  the  neutral  axis. 


i 

^r 

) 7 

^ 

\ 

(c) 


Fig.  91. 


The  area  AOc  will  evidently  represent  the  magnitude  of  the 
resultant  compressive  stress 


Jr»ir-n 
^  fzdy 


and  the  distance  of  the  center  of  the  compressive  stress  from  the 
neutral  axis  will  be  equal  to  the  perpendicular  distance  between 
the  axis  XX  and  e,  the  center  of  gravity  of  AOc. 


(«) 


b     B 

Fig.  92. 


-4 


->T 


(C) 


Similarly  the  magnitude  of  the  resultant  tensile  stress 


Jf-0 


fzdy 


will  be  represented  by  the  area  BOd  and  the  distance  of  w,  the 
center  of  gravity  of  BOd,  from  XX  will  be  equal  to  the  distance  of 
the  center  of  the  tensile  stress  from  the  neutral  axis. 

Hence  Ai,  the  vertical  distance  between  the  centers  of  gravity  e 
and  w,  will  be  equal  to  the  arm  of  the  couple  formed  by  the  result- 
ants of  the  tensile  and  compressive  stresses. 
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It  is  evident  that  when  the  intensity  /  at  any  point  in  a  given 
cross  section  is  known  the  moment  of  resistance  M  of  the  section 
can  be  determined  by  an  analysis  similar  to  the  above  without 
using  the  moment  of  inertia  of  the  section.  Moreover,  since  the 
moment  of  resistance  is  represented  by  the  sum  of  the  moments  of 
the  areas  AOc  and  BOd  (Fig.  90c),  about  the  axis  XX,  or  any 
parallel  axis,  in  determining  its  magnitude  it  is  unnecessary  to 
determine  the  values  of  T  or  C. 


MM^' 


A q 


(a) 


h     B 

(6) 
Fia.  93. 


(c) 


Similar  diagrams  representing  the  distribution  of  stress  when 
the  section  AB\&^  rectangle,  a  circle,  an  I  section  and  a  X  section 
are  shown  in  Figs.  (91-94).  In  each  case  the  depth  of  the  section 
is 'equal  to  h  and  the  diagram  marked  (b)  represents  the  variation 
in  stress  intensity  over  the  section  and  the  diagram  marked  (c) 
the  distribution  of  the  total  stress. 


In  the  case  of  the  rectangle  (Fig.  91)  e  is  a  constant  and  hence 
the  areas  AOc  and  BOd  will  become  equal  triangles.  Therefore, 
the  arm  of  the  resultant  couple  will  be  equal  to 

In  each  of  the  other  cases  the  area  AOc  will  equal  the  area  BOd 
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and  the  value  of  hi  will  vary  according  to  the  shape  of  the  section, 
being  smallest  for  the  circle  and  greatest  for  the  I  section. 

The  preceding  discussion  will  evidently  apply  equally  as  well  in 
the  case  of  simple  bending  as  in  that  of  ordinary  bending. 

79.  Problems.  —  Moment  of  Resistance.  —  In  Problems  (1-5), 
which  follow,  find  the  moment  of  resistance  of  the  sections  by 
plotting  the  normal  stress  after  the  method  given  in  Art.  (78)  and 
check  the  results  obtained  by  using  the  formula  for  the  moment  of 
resistance 

c 
Solve  the  remaining  problems  by  the  latter  method  only. 

Problem  1. 

Given  a  wooden  beam  with  a  cross  section  4"  X  12",  find  the  moment  of 
resistance,  provided  the  greatest  allowable  fiber  stress  —  1000  lbs.  per  sq.  in. 

Problem  2. 

Given  a  round  bar  4"  diametepy  find  the  moment  of  resistance,  provided  the 
greatest  allowable  fiber  stress  »  16,000  lbs.  per  sq.  in. 

Problem  8. 

Given  an  I-beam  with  a  cross  section  similar  to  Fig.  (93),  depth  »  8",  thick- 
ness of  web  =  i''i  thickness  of  flanges  «  1",  width  of  flanges  =  4",  find  the 
moment  of  resistance  if  the  greatest  fiber  stress  »  16,000  lbs.  per  sq.  in. 

Problem  i. 

Given  a  T-beam  with  a  cross  section  similar  to  Fig.  (94),  width  of  flange  » 
4",  depth  6",  thickness  of  web  =  i",  thickness  of  flange  =  i",  find  the 
moment  of  resistance,  provided  the  greatest  allowable  fiber  stress  »  16,000 
lbs.  per  sq.  in. 

Problems.  .  -  _ 

Given  a  beam  with  a  square  cross  section  4"  X  4'',  find  the  moment  of 
resistance,  when  the  plane  of  loading  coincides  with  a  diagonal  of  the  square, 
provided  the  greatest  allowable  fiber  stress  =  16,000  lbs.' per  sq.  in. 

Problem  6. 

In  a  built-up  plate  girder  the  web  plate  is  37"  X  i".  Find  the  moment  of 
resistance  of  the  cross  section  of  the  web  plate  provided  the  greatest  fiber  stress 
is  12,000  lbs.  per  sq.  in. 

Problem  7. 

In  Problem  (6),  assume  that  the  section  is  through  a  vertical  row  of  }"  rivets 
spaced  3"  on  centers,  with  the  outside  rivets  2"  from  the  edges  of  the  plate. 
Find  the  moment  of  resistance  of  the  net  section,  provided  the  greatest  fiber 
stress  is  12,000  lbs.  per  sq.  in.  Assume  the  rivet  holes  to  be  i^  larger  in  diam- 
eter than  the  rivets. 
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Problem  8. 

If  each  of  the  flanges  of  the  plate  girder  given  in  Problem  (6)  are  made  up  of 
two  6"  X  4"  X  }"  angles  find  the  moment  of  resistance  of  the  entire  section 
assmning  the  greatest  fiber  stress  is  12,000  lbs.  per  sq.  in.  Total  width  of 
flanges  =  12J". 

Problem  9. 
Solve  Problem  (8)  making  the  allowance  for  rivet  holes  called  for  in  Problem 

(7). 

80.  Bending  which  Produces  Stress  Intensities  above  the 
Elastic  Limit.  —  If  the  forces  acting  on  a  beam  are  large  enough, 
fiber  stresses  in  excess  of  the  elastic  limit  of  the  material  will  be 
produced  at  some  of  the  cross  sections.  Where  the  stress  intensity 
on  a  cross  section  exceeds  the  elastic  limit  the  second  assumption 
of  the  theory  evidently  will  not  hold  true  and  the  stress  will  not  be 
uniformly  varying  over  the  entire  section.  Hence,  in  such  a  case 
the  formulas  (Art.  69)  will  not  give  correct  values  for  the  normal 
stress  intensity  and  the  distribution  of  the  stress  over  a  cross 
section  will  be  different  from  that  illustrated  in  Art.  (78). 

If  we  hold  the  first  and  third  assumptions  (Art.  66)  to  be  correct 
when  the  fiber  stresses  exceed  the  elastic  limit,  the  general  form  of 
the  stress  intensity  diagram  for  cross  sections  which  are  symmetri- 
cal with  respect  to  the  horizontal  axis  through  the  center  of  gravity 
may  be  determined  from  the  stressHstrain  diagrams  for  the  material 
in  tension  and  compression. 


(a) 


Fig.  95. 


For  example,  in  Fig.  (7)  (Art.  8)  are  given  the  stress-strain  dia- 
grams for  cast  iron  in  tension  and  in  compression.  These  dia- 
grams may  be  combined  to  represent  the  variation  in  stress 
intensity  over  a  rectangular  cross  section  AB  (Fig.  95)  by  plotting 
compressive  stress  intensities  to  the  right  oi  AB  and  tensile  stress 
intensities  to  the  left,  as  in  the  diagrams  (Art.  78). 
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Since  cast  iron  does  not  follow  Hookers  law  and  the  ratio  of 
stress  intensity  to  strain  for  a  tensile  stress  is  less  than  the  ratio 
for  a  compressive  stress  of  equal  intensity  (Art.  11)  the  line  ab  will 
be  a  curve  and  the  ordinate  Aa  will  not  be  equal  to  Bb,  as  would 
be  the  case  if  the  variation  in  stress  intensity  were  the  same  in 
tension  and  compression.  Owing  to  this  fact,  the  neutral  axis  of 
the  cross  section  will  not  pass  through  its  center  of  gravity  0,  but 
will  be  raised  above  it  to  some  point  Oi.  Since  the  section  is  rec- 
tangular the  location  of  Oi  must  be  such  that  the  area  AOia  will  be 
equal  to  the  area  BOib.  If  the  diagram  representing  the  total 
stress  on  the  cross  section  (Fig.  95c)  is  plotted  in  the  same  manner 
as  in  Art.  (78),  the  area  AOiC  will  represent  the  total  compressive 
stress  and  the  area  BOid  the  total  tensile  stress. 

Diagrams  representing  the  distribution  of  the  normal  stress  on 
a  cross  section  of  a  bar  of  a  medium  grade  of  steel  of  rectangular 
cross  section  may  be  constructed  in  a  similar  manner.  Refer- 
ring again  to  Fig.  (7)  we  note  that  for  this  grade  of  steel  the 
elastic  limit  and  the.yield  point  in  compression  are  practically  the 
same  as  in  tension  and  that  the  ratios  of  stresses  to  strains  below 
the  elastic  limits  are  also  the  same  for  tension  and  compression. 
Hence,  if  a  stress  intensity  diagram  for  a  cross  section,  sym- 
metrical with  respect  to  a  horizontal  axis  through  its  center  of 
gravity,  is  constructed  with  compressive  stress  intensities  repre- 
sented by  ordinates  to  the  right  of  AB  and  tensile  stress  intensities 


(«) 


Fig.  96. 


by  ordinates  to  the  left  (Fig.  96),  the  two  parts  of  the  diagram 
AOa  and  BOb  will  be  equal  and  the  neutral  axis  will  pass  through 
the  center  of  gravity  0  of  the  section.  The  diagram  (Fig.  96c) 
representing  the  total  stress  on  the  section  may  be  constructed  in 
the  same  manner  as  before. 
It  should  be  noted  that  in  both  of  the  cases  represented  (Figs. 
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95  and  96)  the  resultant  of  the  compressive  stress  C  will  act 
through  the  center  of  gravity  of  the  area  AOc  and  the  resultant 
of  the  tensile  stress  T  through  the  center  of  gravity  of  the  area 
BOd,  that  C  ==  T  and,  if  Ai  =  the  vertical  distance  between  the 
centers  of  gravity  of  the  areas  AOc  and  BOd,  the  moment  of 
resistance  at  the  section  will  be  equal  to 

JIf  =  TAi  =  Chi. 

It  is  evident  that,  for  a  given  value  of  M ,  the  distance  hi  will  be 
less  than  if  the  stress  on  the  cross  section  were  uniformly  var3dng 
and  that  the  value  of  the  outside  fiber  stress,  if  computed  by  the 
formula 

.     Mc 

would  be  greater  than  the  actual  outside  fiber  stress  in  the  beam. 

Similar  diagrams  might  be  constructed  for  cross  sections  of 
different  shapes,  as  in  Art.  (78).  Similar  results  would  be  obtained 
in  each  case,  but  it  would  be  found  that  for  any  given  outside 
fiber  stress,  where  the  material  does  not  follow  Hooke's  law,  the 
difference  between  the  actual  intensity  of  stress  and  the  value 
given  by  the  formula 

.Mc 
•^"   / 

would  vary  with  the  shape  of  the  cross  section. 

Since  under  a  working  load  a  material  like  steel  is  never  stressed 
beyond  the  elastic  limit  and  for  practical  purposes  a  material  like 
cast  iron  may  be  assumed  to  follow  Hooke's  law  for  stresses  below 
its  working  strength,  the  foregoing  discussion  is  of  value  merely 
in  showing  the  limitations  of  the  theory  of  bending. 

81.  Modulus  of  Rupture.  —  When  a  beam  is  loaded  to  the 
breaking  point,  the  value  obtained  by  the  application  of  the 
formula 

f=f (1) 

at  the  section  of  greatest  bending  moment  is  called  the  transverse 
modtUiLS  of  rupture. 

It  is  evident  from  the  preceding  discussion  (Art.  80)  that  the 
modulus  of  rupture  is  not  the  actual  maximum  outside  fiber  stress, 
which  always  is  less  than  the  value  given  by  the  formula. 
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Since  no  general  formula  can  be  obtained,  however,  which  will 
^ve  the  greatest  intensity  of  liber  stress  at  breaking  for  beams  of 
different  materials  and  cross  sections,  it  is  customary  to  use  the 
modulus  of  rupture  as  if  it  were  a  breaking  strength  and  to  obtain 
the  value  of  the  working  strength^  or  working  outside  fiber  stress, 
in  a  given  beam  by  dividing  its  modulus  of  rupture  by  a  proper 
factor  of  safety. 

When  used  in  this  way  formula  (1)  must  evidently  be  regarded 
as  an  empirical  formula  which  affords  a  means  of  comparison  of 
the  strengths  of  beams  of  different  materials  and  shapes. 

Empluusis  should  be  laid  on  the  fact,  brought  out  in  the  dis- 
cussion (Art.  80),  that  when  a  material  does  not  follow  Hooke's  law 
the  difference  between  the  value  given  by  formula  (1)  and  the 
actual  fiber  stress,  for  any  given  stress  intensity,  varies  with  the 
shape  of  the  cross  section.  Hence  the  modtitus  of  rupture  will  not 
be  constant  for  aU  beams  of  the  same  material  but  different  values  will 
be  obtained  for  different  shapes  of  cross  section. 

The  analysis  given  (Art.  80)  shows  that  when  Hooke's  law  fails 
the  fibers  near  the  neutral  layer  carry  stress  intensities  which  are 
greater  in  proportion  to  "the  intensities  at  the  outside  fibers  than 
if  the  stress  were  uniformly  varying.  Hence  beams  in  which  a 
considerable  portion  of  the  material  is  located  near  the  neutral 
layer,  like  round  or  square  bars,  show  a  higher  modulus  of  rupture 
than  beams,  like  the  I  beam,  in  which  the  larger  portion  of  the 
material  is  located  near  the  outside  layers. 

A  large  amount  of  experimental  data  is  obtainable  giving  values 
of  the  modulus  of  rupture  of  beams  of  all  the  common  materials 
and  cross  sections.  An  investigation  of  such  data  will  show  that 
definite  values  for  the  breaking  load  and  hence  of  the  modulus  of 
rupture  can  be  obtained  for  beams  which  are  composed  of  more  or 
less  brittle  materials.  Such  beams  ultimately  fail  by  the  fracture 
of  the  fibers  which  are  subjected  to  tension. 

When  a  bar  is  composed  of  a  more  ductOe  material,  such 
as  a  medium  grade  of  steel,  it  merely  buckles  after  the  fibers  are 
stressed  beyond  the  yield  point  and,  if  the  ductility  is  great 
enough,  the  buckling  will  continue  as  the  load  increases  until  the 
bar  is  no  longer  a  beam  in  the  ordinary  sense.  In  such  a  case  no 
definite  value  can  be  obtained  for  the  modulus  of  rupture  and  it  is 
more  satisfactory  to  determine  the  working  strength,  by  making 
it  a  fractional  part  of  the  value  of  the  greatest  outside  fiber 
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stress  at  the  load  at  the  yield  point,  than  to  attempt  to  assign 
a  definite  value  for  the  modulus  of  rupture. 

82.  The  Design  of  Beams  for  Fiber  Stress.  -^  Thus  far  we 
have  discussed  the  methods  of  determining  the  fiber  stresses  in 
beams  of  various  cross  sections,  when  the  loads  and  the  supporting 
forces  are  known. 

The  more  common  problem  in  practice  is  the  determination  of 
the  size  and  type  of  a  beam  to  use  when  the  loads  which  it  must 
carry  and  the  supporting  forces  are  known.  When  ordinary 
beams,  that  is,  beams  with  simple  (not  built-up)  sections,  are  used, 
the  solution^  of  the  problem  is  comparatively  simple.  In  such 
cases,  after  the  loads  and  supporting  forces  have  been  determined, 
the  section  of  zero  shear  and  the  greatest  bending  moment  can  be 
found. 

The  formula  for  the  greatest  outside  fiber  stress  (Art.  77)  may 
be  written 

whence  it  follows  that  the  section  modulus  of  the  beam  required 
to  carry  the  load  is  equal  to  the  quotient  obtained  by  dividing 
the  greatest  bending  moment  by  the  value  of  the  working  strength 
(the  maximum  allowable  fiber  stress)  for  the  material  in  the  beam. 
If  the  cross  section  of  the  beam  is  to  be  a  rectangle,  of  breadth  b 
and  depth  h,  the  value  of  the  section  modulus  will  be  equal  to 

.  f=f ••(»> 

Hence  the  value  of  the  product 

6A«  =  ^ .    (3) 

can  be  determined  and  suitable  values  for  b  and  h,  required  to 
satisfy  the  equation,  can  be  found. 

The  values  of  the  section  modulus  -  for  all  of  the  standard 

c 

shapes  of  steel  beams  may  be  found  in  handbooks  published  by  the 

manufacturers.    Hence,  if  a  steel  beam  is  to  be  used,  it  is  only 

necessary  to  choose  from  the  list,  of  suitable  sections  one  whose 

section  modulus  is  at  least  as  great  as  the  calculated  value. 

The  greatest  bending  moment  which  a  beam  of  any  given  cross 
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section  will  safely  carry  will  evidently  be  equal  to  the  product  of 
the  working  strength  of  the  material  and  the  section  modulus 

Jfo=f (4) 

Having  obtained  the  value  of  Mo,  the  working  load  for  any  dis- 
tribution of  the  load  and  manner  of  supporting  the  beam  can  be 
found. 

83.  Problems.  —  Fiber  Stresses  in  Beams  of  Uniform  Sec- 
tion. -7-  Problems  involving  the  determination  of  fiber  stresses 
in  beams  may  be  divided  into  three  general  classes. 

First:  Where  all  the  loads,  the  supporting  forces,  the  dimensions 
of  the  beam,  including  the  span  and  cross  section,  are  given  and 
the  fiber  stresses  in  the  beam  are  to  be  determined.  To  obtain 
the  magnitude  of  the  greatest  fiber  stress,  the  section  of  greatest 
bending  moment  must  be  found. 

Second:  Where  all  the  loads,  the  supporting  forces  and  the  span 
are  given  and  the  type  and  dimensions  of  the  cross  section  are  to 
be  determined.  To  solve  such  a  problem  the  material  of  the  beam 
and  the  value  of  the  working  fiber  stress  for  the  type  of  cross  section 
to  be  used  must  first  be  decided  upon.  Then,  by  finding  the 
greatest  bending  moment  and  dividing  by  the  value  of  the  greatest 
allowable  fiber  stress,  the  required  value  of  the  section  modulus 
can  be  obtained  (Art.  82). 

Third:  Where  the  material  and  the  dimensions  of  the  beam, 
including  the  span  and  cross  section,  and  the  manner  of  loading  are 
given  and  the  greatest  allowable  load  is  to  be  determined. 

To  solve  such  a  problem  the  value  of  the  working  fiber  stress,  for 
the  material  and  the  type  of  cross  section,  must  first  be  decided 
upon.  The  magnitude  of  the  greatest  bending  moment  will  then 
be  equal  to  the  product  of  the  working  fiber  stress  and  the  section 
modulus,  and,  having  obtained  its  value,  the  greatest  allowable 
load  can  be  found. 

In  the  solution  of  any  probl^n  involving  the  determination  of 
the  stresses  in  a  beam,  a  rough  sketch,  at  least,  of  the  diagrams 
showing  the  variation  in  shearing  forces  and  bending  moments  will 
usually  aid  in  arriving  at  a  Correct  solution. 

It  is  gfinerally  most  convenient,  when  computing  the  values  of 
the  bending  moments  from  the  loads  on  the  beam,  to  use  ft.  lbs. 
for  units;  but  in  using  the  formulas  involving  fiber  stress  it  must 
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be  remembered  that  the  stress  intensities  are  practically  always 
expressed  in  lbs.  per  sq.  in.  and  values  of  the  section  modulus  are 
expressed  in  (ins.)'  and  hence  values  of  the  bending  moment  to  use 
in  these  formulas  must  be  reduced  to  in.  lbs. 

Problem  1. 

Find  the  greatesfc  fiber  stress  in  a  wooden  beam,  of  gtobb  secticxi  8"  X  10", 
Biqiported  at  the  ends  and  subjected  to  a  singie  oonoentrated  load  6i  6000  Ibs.^ 
at  a  diatanoe  of  6  ft.  from  the  left  hand  support.    Span  »  16  ft. 

Problem  2. 

A  floor,  supported  by  wooden  beams,  15  ft.  span,  spaced  16  ins.  on  centers, 
is  designed  to  carry  a  total  uniformly  distributed  load  of  100  lbs.  per  sq.  ft.  of 
floor  area.  Tlie  working  stress  of  material  is  1000  lbs.  per  sq.  in.  Wliich  of 
the  following  sections  would  be  suitable  to  use:  2"  X  10";  3"  X  10";  3"  X 
12";  4"  X  12"? 

SoLuUan.  —  The  total  uniformly  distributed  load,  supported  by  one  beam, 
will  equal 

The  greatest  bending  moment  will  be  equal  to 

Afo=  ^  =  ^"^g^^^  =  3760  ft.  lbs.  -  45,000  in,  lbs. 

For  a  rectangular  section  we  have 

, ,,      6  Mo      6  X  45,000      ,y-^  ,.     ». 

^'^ iooo— -^®<'^^' 

and  for  the  given  sections  we  have  the  following  values  for  hh?: 
2"  X  10"     bh»  =  200  (ins.)», 
3"X10"     6A«  «  300  (ins.)», 
3"  X  12"     6A«  =  432  (ins.)», 
4"X12"     6A«  =  576(ms.)». 

Hence  the  section  3"  X  10"  is  the  smallest  one  which  can  be  used. 

Problems.  * 

A  floor  is  supported  on  wooden  beams,  4"  X  12"  cross  section  and  16  ft. 
span,  spaced  3  ft.  (m  centers.  Find  the  safe  uniformly  distributed  live  load 
per  sq.  ft.  of  floor  area,  provided  the  greatest  allowable  fiber  stress  is  1200  lbs. 
per  sq.  in.  Assume  the  dead  load,  including  the  weight  of  the  beams,  to  be 
equal  to  25  lbs.  per  sq.  ft.  of  floor  area. 

Sdulion.  —  The  section  modulus  of  the  beams 

I      hhr    4X12X12_  • 

-  -  -^  = g =  96  (ms.)'. 

The  greatest  allowable  bending  moment, 

M^  =/I  =  1200  X  96  =  115,200  in.  lbs.  =  9600  ft.  lbs. 
c 
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Transposing  the  formula  for  the  greatest  bending  moment  in  terms  of  a  uni* 
formly  distributed  load  (Problem  4,  Art.  74),  we  obtain  for  the  value  of  the 
total  load  on  a  single  beam, 


Tr  = 


8Jlfo      8X9600 


»  ^00  lbs. 


I  16 

Since  each  beam  supports  a  floor  area  of 

3  X  16  -  48  sq.  ft., 
the  total  load  per  sq.  ft.  of  floor  area  will  be  equal  to 

^  =  100  lbs. 

and  the  net,  cnr  live  load,  will  be  equal  to 

100  -  25  "  75  lbs.  per  sq.  ft. 
Problem  4. 

A  standard  12"  I  beam,  weighing  40  lbs.  per  ft.,  is  subjected  to  a  uniformly 
distributed  load  of  2000  lbs.  per  ft.  in  addition  to  its  own  weight.  Find  the 
greatest  fiber  stress.    Span  »  20  ft.    /  »  269  (ins.)« 

Problem  6« 

Find  the  section  modulus  of  the  timber  beam  which  would  be  required 'to 
support  the  loads  given  in  Problem  (14)  (Art.  74).  Assuming  the  working 
strength  of  the  material/  »  1200  lbs.  per  sq.  in.,  select  a  suitable  cross  secticxi 
from  the  foUowing  list  of  sizes:  4"  X  12";  6"  X  12";  8"  X  12";  6"  X  16"; 
8"  X  16";  10"  X  16". 

Problem  6. 

Find  the  section  modulus  of  the  steel  I  beam  which  would  be  required  to 
support  the  loads  given  in  Problem  (16)  (Art.  74).  Assume  the  working 
strength  of  thQ  material  /  «  14,000  lbs.  per  sq.  in. 

From  a  manufacturers'  handbook  select  a  suitable  section. 


400  lbs.  per  ft.                     | 

( 

1 

R» 

O                           ' 

R. 

Fia.  97. 
Problem  7. 

A  steel  T  beam  is  subjected  td  a  uniformly  distributed  load  of  400  lbs.  per  ft. 
as  shown  (Fig.  97).  The  total  depth  of  Uie  section  is  5",  the  width  di  the 
flange  is  4"  and  the  thickness  of  the  metal  is  \'*  in  both  the  stem  and  the  flange. 
Distance  of  center  of  gravity  from  back  of  flange  »  1.57".  Moment  of  inertia 
about  neutral  axis  «  10.5  (ins.)^.  Find  the  greatest  fiber  stresses,  in  tension 
and  in  compression. 
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Problem  8* 

A  floor  is  supported  by  wooden  beams,  of  cross  section  3''  X  10",  placed 
2  ft.  (m  centers,  with  a  span  of  12  ft.  The  weight  of  the  floor  is  10  lbs.  per  sq.  ft. 
Find  the  uniformly  distributed  live  load  which  can  be  placed  on  the  floor, 
assuming  a  working  strength/  »  1000  lbs.  per  sq.  in. 

Problem  9. 

A  wooden  beam,  of  cross  section  4"  X  10",  with  a  span  of  12  ft.,  fails  under 
a  breaking  load  of  12,000  lbs.  concentrated  at  the  middle  of  the  span.  Find 
the  modulus  of  rupture  of  the  beam. 

Problem  10. 

Find  the  section  modulus  of  the  steel  I  beam  required  to  support  the  loading 
given  in  Problem  10  (Art.  74).  Assume  a  working  strength  /  »  16,000  lbs. 
persq.  in. 

From  a  manufacturers'  handbook  select  a  suitable  section. 

Problem  11. 

A  wooden  beam,  of  cross  section  6"X  8",  with  a  12  ft.  span,  is  subjected  to 
a  concentrated  load  TF,  at  a  distance  of  4  ft.  from  one  support.  Assuming  a 
working  strength  /  »  1000  lbs.  per  sq.  in.,  find  the  greatest  allowable  value 
oiW, 

Problem  12. 

Find  the  greatest  allowable  value  of  W  if  the  beam  given  in  Problem  (11)  is 
subjected  to  an  additional  uniformly  distributed  load  of  200  lbs.  per  ft. 

Problem  18. 

A  6"  steel  I  beam  (Fig.  98)  is  subjected  to  a  uniformly  distributed  load. 
Find  the  allowable  value  of  the  intensity  .ta,  if  the  working  strength  of  the 

material  is  assumed  to  be  12,000  lbs.  per  sq.  in.    The  value  of  -  « 7.3  (ins.)*. 

c 


w  lbs.  per  ft. 

•        9'     M 

i 
of 

•      fl'    » 

R. 

R.      ' 

FiQ,  gs. 

Problem  14. 

Solve  Problem  (13),  assuming  that  two  additional  loads  of  2000  lbs.  each  are 
concentrated  at  the  ends  of  the  beam. 

Problem  16. 

Solve  Problem  (13),  assuming  that  the  support  Ri  is  moved  to  the  left  end  of 
the  beam. 
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Problem  16.  • 

Solve  Problem  (14),  assmning  that  the  sapport  %  is  moved  to  the  left  ead  of 
the  beam. 


L 

M          u 

10000 

i^ 

■ 

iM 

• 

" 

1 

i  -  ■ 

- 

1 

400011m.  per  ft 

^ 

"[ 

Ri 

Fig.  09. 
Problem  17. 

A  floor,  designed  to  cairy  a  ijniformly  distributed  load  of  300  lbs.  per  sq.  ft., 
is  supported  on  wooden  bcAms  of  6''  X  12"  cross  section,  with  a  span  of  14  ft. 
Find  the  proper  spacing  of  the  beams,  center  to  center,  aflsuming  a  working 
strength  of  1200  lbs.  per  sq.  in. 


-84^ 


T 


~l«^- 


"r 


FiQ.  100. 
Problem  18. 

Find  the  allowable  span  for  a  10"  steel  I  beam,  -  =24.4  (ins.)',  when  sub- 
jected to  a  uniformly  distributed  load  of  1000  lbs.  per  ft.,  assuming  a  working 
strength  of  15,000  lbs.  per  sq.  in. 


•  Digitized  by 


Google 


BEAMS  OF  VARYING  CROSS  SECTION  155 

Problem  19. 

Two  standard  I  beams  are  placed  side  by  side  and  act  as  a  single  beam.  If 
the  beams  are  supported  at  the  ends  and  loaded,  as  shown  (Fig.  99),  find 
which  of  the  following  sections  will  be  suitable  to  use,  provided  the  greatest 
allowable  fiber  stress  is  12,000  lb&  per  sq.  in.  The  section  modulus  for  a  lO'' 
I  beam  is  31.7  (ins.)*;  a  12''  is  53.6  (ins.)';  a  15"  is  81.2  (ins.)*  and  an  18''  is 
88.4  (ins.)'. 

Problem  20. 

A  floor,  designed  to  carry  a  total  unif(»rmly  distributed  live  load  of  200  lbs. 
per  sq.  ft.,  is  constructed  around  an  opening  as  shown  (Fig.  100).  Assuming 
that  the  weight  of  the  floor  itself  is  80  lbs.  per  sq.  ft.,  find  the  section  moduli  of 
the  steel  I  beams  required  for  the  beams  AB,  CD,  EF  and  GH.  The  working 
strength  »  16,000  lbs.  per  sq.  in.  From  a  manufacturer's  handbook  select 
the  lightest  section  that  will  be  suitable  in  each  case. 

ProUem  21. 

The  sides  of  a  rectangular  wooden  tank,  10  ft.  deep,  are  constructed  of 
horizontal  planks  supported  by  wooden  uprights  AB^  placed  5  ft.  from  center 
to  center.  The  uprights  are  supported  by  horizontal  braces  Ri  and  i2t,  as  shown 
(Fig.  101).  Find  the  size  of  timber  required  for  the  uprights  AB  to  support 
the  sides  when  the  tank  is  full  of  water.  Assume  the  worldng  strength  of  the 
material/  »  800  lbs.  per  sq.  in.  and  the  weight  of  the  water  —  62.5  lbs.  per 
cu.  ft.^ 

84;  Beams  of  Varying  Cross  Section.  —  Throughout  the  dis- 
cussion of  the  theory  of  bending  thus  far  we  have  imposed  the 
limitation  that  the  cross  section  of  the  beam  is  uniform  throughout 
its  entire  length. 

11^  is  customary  to  assume  that  the  theory  of  bending  will 
apply  when  the  different  cross  sections  of  a  beam  vary  in  size 
and  shape,  provided  each  section  is  symmetrical  with  respect  to 
the  plane  of  loading  and  the  other  limitations  imposed  (Art.  63) 
stiU  hold. 

In  other  words,  when  the  shape  of  a  beam  varies  under  the  above 
conditions,  the  stress  intensity  on  any  cross  section  is  assumed  to 
vary  in  the  same  manner  as  if  the  beam  were  of  uniform  section 
throughout  and  hence  the  outside  fiber  stress  at  any  cross  section 
will  be  given  by  the  formula 

.Mc 

where  -  is  the  section  modulus  for  the  section. 
c 
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Since  the  value  of  -  vrill  vary  through  (he  length  of  the  beam  it  wiU 
c 

foUow  thai  the  value  of  the  greatest  outside  fiber  'stress  vrill  not  neces" 
sarily  occur  at  the  section  of  greatest  bending  moment.  If  the  section 
at  which  the  outside  fiber  stress  is  a  maximum  camiot  be  located 
by  an  inspection  of  the  beam  and  its  loading,  the  values  of  /  at 
a  number  of  different  sections  can  be  obtained,  and,  if  necessary, 
a  diagram  of  the  outside  fiber  stresses  at  the  different  clx>6S  sections 
can  be  plotted.  The  greatest  outside  fiber  stress  can  then  be 
determined  from  the  plot. 

An  exact  determination  of  the  maximum  value  off  can  evidently 
be  made,  when  both  the  bending  moment  and  the  section  mod- 
ulus at  any  section  can  be  expressed  in  terms  of  the  distance  x 
of  the  section  from  the  end  of  the  beam,  by  differentiating  and 
placing  the  derivative  equal  to  zero. 


Fig.  102. 


The  usual  object  of  making  a  beam  of  varying  cross  section  is 
the  saving  of  material  and  weight  and  in  some  cases  the  improve- 
ment of  the  appearance.  When  beams  are  made  of  cast  metal  it 
is  a  simple  matter  to  make  the  patterns  conform  to  any  desired 


O    O    O    O     OOP 


oooooooooooooo    ooooooooo  o 


Fig.  103. 


Rt 


shape.  Forged  beams  can  also  be  made  in  a  like  manner.  It 
evidently  would  not  be  practicable,  however,  to  vary  the  section 
of  a  rolled  beam  and  hence  the  simple  t3rpes  of  steel  beams  are 
always  made  of  uniform  section. 

In  the  case  of  large  built-up  girders  a  saving  in  weight  can  be 
made  by  varying  the  depth  of  the  web  as  indicated  (Fig.  102),  or  by 
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varying  the  cross  sections  of  the  jBanges  as  indicated  (Fig.  103),  or 
>  by  varying  the  dimensions  of  the  web  and  flanges  together. 

All  beams  of  varying  cross  section  should  be  so  designed  that  the 

section  at  which  the  value  of  -  is  a  maximum  is  the  section  at  which 

c 

the  bending  moment  is  greatest  and  all  other  sections  should  be  so 
proportioned,  that  the. value  of  the  outside  fiber  stress  at  any  one 
of  them  will  not  be  greater  than  the  outside  fiber  stress  at  the  sec- 
tion of  greatest  bending  moment. 

85.  Beamsof  Uniform  Strength. —A  beam  of  uniform  strength 
is  one  in  which  the  size  of  the  cross  section  is  varied  in  such  a 
manner  'that  the  outside  fiber  stress  is  constant  throughout  the 
beam,  that  is 

/  =  -^  =  a  constant. 

Hence  the  values  of  the  section  moduli  for  the  different  cross 
sections  of  such  a  beam  must  vary  directly  as  the  values  of  the 
bending  moments,  that  is 

c 

A  beam  which  exactly  fulfills  this  condition  is  an  impossibility, 
since  the  condition  makes  no  allowance  for  the  shearing  stress  which 
occurs  at  or,  more  correctly,  near  the  section  of  zero  bending 

moment  where  the  value  of  -  must  evidently  be  zero. 

c 

For  example,  if  the  beam  supporting  a  load  evenly  divided 

between  two  points,  equidistant  from  the  supports  (Fig.  104),  is  to 

be  designed  as  a  beam  of  uniform  strength  with  a  rectangular 

/ 
cross  section  throughout,  the  value  of  -  may  be  varied  by  varying 

c 

the  breadth  only,  or  by  varying  the  depth  only,  or  by  varying  both 
dimensions  together. 

If  we  choose  the  first  method,  letting  h  =  the  depth  of  each 
cross  section,  it  is  evident  from  the  form  of  the  bending  moment 
diagram  that,  between  the  cross  sections  C  and  Z>,  the  value  of 

/     bih^     M  ^    ^ 

-  =  -^~  =  -;r  =  a  constant, 

and  hence  the  breadth  &i  wiU  be  constant.  Between  the  support 
Ri  and  the  cross  section  C  the  value  of  the  bending  moment  at 
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any  section  will  be  proportional  to  the  distance  of  the  section 
from  the  support  and  hence 

I     hh*     M      ^ 

w 

where  if  =  a  constant  ==  57- 


Fig,  104. 


Hence 


6K 


where  Ki  ==  -ri-  =  a  constant,  and  therefore  the  breadth  b  will 
nr 

vary  uniformly  from  0,  at  the  support,  to  61,  at  the  cross  section  C, 
In  order  to  resist  the  shearing  stresses  at  Q^ctions  near  the  support 
the  cross  section  would  have  to  be  widened  as  indicated  by  the 
dotted  lines.  If  this  is  done  at  each  end,  the  remainder  of  the 
beam  can  be  designed  to  satisfy  the  condition  for  a  beam  of  uniform 
strength. 

It  may  be  noted  that,  if  the  distribution  of  the  supporting  force 
Ri  were  taken  into  account,  the  value  of  b  would  be  zero  at  the  left 
side  of  the  support  but  not  zero  at  the  right  side.  Unless  the 
supporting  force  were  distributed  over  a  considerable  distance,  how- 
ever, the  bending  moment  at  the  right  side  of  the  support  Ri  would 
be  so  small  that  the  value  obtained  for  6  would  not  be  great  enough 
to  make  the  section  sufficiently  large  to  stand  the  shearing  stress, 
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and  the  end  of  the  beam  would  still  have  to  be  widened  out  as 
indicated. 

In  a  similar  manner  the  beam  might  be  designed  with  the  cross 
sections  of  uniform  width  and  varying  depth,  or  with  both  dimen- 
sions varying. 

The  forms  of  beams  of  uniform  strength  to  carry  other  load 
S3rstems  can  be  determined  in  the  same  manner  as  above. 

86.  Cross  Sections  of  Equal  Strength.  —  If  the  cross  section 
of  a  beam  is  designed  in  such  a  manner  that 

Vi      Si' 

where  ye  =  the  distance  of  the  outside  fil^prs  in  compression  from 
the  neutral  layer,  yt  =  the  distance  of  the  outside  fibers  in  tension 
from  the  neutral  layer,  /,  =  the  working  strength  of  the  material 
in  compression  and  ft  =  the  working  strength  of  the  material  in 
tension,  the  beam  is  said^  have  a  cross  section  of  equal  strength. 

Owing  to  the  fact  that  the  modulus  of  rupture  of  a  beam  is  not 
the  same  as  the  breaking  strength  of  the  material  in  either  ten- 
sion or  compression  (Art.  81)  and,  furthermore,  varies  for  different 
cross  sections,  it  is  impracticable  to  obtain  values  for  the  working 
strengths  fc  and  /i,  in  both  compression  and  tension,  sufficiently 
definite  to  make  the  design  of  a  cross  section  of  equal  strength 
of  any  value  except  in  a  very  limited  way. 

In  the  design  of  steel  beams  and  girders  it  is  customary  to 
make  the  cross  sections  symmetrical  with  respect  to  the  neutral 
axis,  although  this  results  in  making  the  tension  side  stronger 
than  the  compression  side  of  the  beam.  Practically  it  is  found 
to  be  better  economy  to  do  this  than  to  attempt  to  vary  the 
values  of  ye  and  yt. 

87.  Problems.  —  Fiber  Stresses  in  Beams  of  Varying  Sec- 
tions. — 

Problem  1. 

A  circular  shaft  is  tapered  as  shown  in  Fig.  (105).  Plot  a  bending  mom^it 
diagram  and  a  diagram  showing  the  variation  in  the  outside  fiber  stress  in  the 
shaft  due  to  a  load  of  400  lbs.  at  the  center  of  the  span.  Find  the  greatest 
fiber  stress. 

Problem  2. 

Plot  the  bending  moment  diagram  and  the  diagram  of  outside  fiber  stress 
for  the  shaft  given  in  Problem  (1),  taking  into  account  the  weight  of  the  shaft, 
assuming  the  weight  of  the  material  equals  0.3  lbs.  per  cu.  in. 
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Problem  8. 

Deduce  the  expression  for  the  diameter  d,  at  any  point  at  a  distance  x  from 
the  support,  for  a  circular  shaft  designed  as  a  beam  of  uniform  strength,  sup- 
ported at  the  ends  and  subjected  to  a  load  W  at  the  center  of  the  span.  Let 
I  B  the  length  of  the  span  and  neglect  the  weight  of  the  shaft. 


Fig.  105. 


Problem  4. 

Sketch  a  plan  showing  the  variation  in  breadth  h  of  the  cross  sections  of  a 
cantilever  beam  of  imiform  strength  subjected  to  a  single  concentrated  load  W 
at  the  free  end,  all  the  cross  sections  of  the  beam  being  rectangular  and  of 
uniform  depth  h.  Let  I  =  the  length  of  the  beam  and  neglect  its  weight. 
Deduce  the  expression  for  the  value  of  b  at  any  cross  section  in  terms  of  x, 
the  distance  of  the  section  from  the  load  W. 

Problem  6. 

Sketch  an  elevation  showing  the  variation  in  depth  of  the  cross  sections  of 
cantilever  beam  of  uniform  strength  subjected  to  a  single  concentrated  load 
W  at  the  free  end,  all  the  sections  of  the  beam  being  rectangular  and  of  uni- 
form breadth  6,  letting  I  =  the  length  of  the  beam  and  neglecting  its  weight. 
Deduce  the  expression  for  the  value  of  h  at  any  cross  section  in  terms  of  x,  the 
distance  of  the  section  from  the  load  W. 

Problem  6. 

Solve  Problem  (4),  replacing  the  concentrated  load  W  with  a  uniformly  dis- 
tributed load  of  intensity  w  extending  over  the  entire  length  of  the  beam. 

Problem  7. 

Solve  Problem  (5),  replacing  the  concentrated  load  W  with  a  imiformly  dis- 
tributed load  of  intensity  w  extending  over  the  entire  length  of  the  beam. 

Problem  8. 

Show  that  the  sketches.  Problems  (4)  and  (5),  will  represent  a  half  plan  and 
half  elevation,  respectively,  of  a  beam  of  uniform  strength  supported  at  the 
ends  and  subjected  to  a  concentrated  load  2  TF  at  the  middle  of  the  span,  the 
length  of  the  span  being  2 1 
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88.  Longitudinal  Shearing;  —  Whenever  a  beam  is  subjected 

'  to  ordinary  bending,  shearing  stresses  are  produced  on  different 

longitudinal  sections  through  the  beam.    The  common  method 

of  determining  the  intensity  of  the  shearing  stress  at  any  point  in 

a  longitudinal  section,  parallel  to  the  neutral  layer,  is  the  following: 

Let  AB  and  CD  be  any  two  cross  sections,  at  a  small  distance 
X  apart  (Fig.  106),  of  a  beam  subjected  to  ordinary  bending.  Let 
the  axis  OX  coincide  with  the  central  axis  of  the  beam,  OY  coincide 
with  the  axis  of  symmetry  of  the  cross  section  AB  and  OZ  coincide 
with  the  neutral  axis  ofAB  and  let  y^  =^  the  distance  of  the  neutral 
layer  from  the  top  of  the  beam.  Let  mn  be  the  trace  on  the  plane 
of  loading  and  gk  the  trace  on  a  cross  section  of  any  longitudinal 
plane  parallel  to  the  neutral  layer  of  the  beam  at  a  distance  yu 


SECTION  A-B 


Fig.  106. 


The  prism  ACnm,  boimded  by  the  outside  surface  of  the  beam, 
the  longitudinal  plane  mn  and  the  two  cross  sections,  will  be  in 
equilibrium  under  forces  acting  upon  it  and,  if  we  apply  the  con- 
dition of  equilibrium  Sff  =  0,  it  is  evident  that  the  total  shearing 
stress  on  the  longitudinal  plane  mn  will  be  equal  to  the  difference 
of  the  resultants  R^  and  Ri  of  the  normal  stresses  on  the  ends  of 
the  prism.  Hence,  if  we  let  «  =  the  average  intensity  of  the 
shearing  stress  on  mn  and  b  =  gk,  the.  width  of  the  section  mn,  we 
shall  have 

sbx  =  ft  -  fti (1) 

Let  Ml  =  the  bending  moment  at  the  section  AB  and  Mt  =  the 
bending  moment  at  the  section  CD.  Then,  if  the  outside  fiber  stress 
does  not  exceed  the  elastic  limit,  the  resultant  of  the  normal  stress  on 
Am  will  be  equal  in  magnitude  to 


/idA=^M        yzdy. 


(2) 
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where  /  =  the  moment  of  inertia  of  the  cross  section  and  z  =  the 
length  of  an  elementary  strip  of  width  dy^  parallel  to  the  neutral 
axis. 

The  resultant  of  the  normal  stress  on  Cn  will  be  equal  in  magni- 
tude to 

R2^^r'%zdy (3) 

But    I       yzdy  =  the  moment  of  the  portion  degk  of  the  cross 

section  (between  its  intersection  gk  with  the  longitudinal  layer  and 
the  top  of  the  beam)  about  the  neutral  axis  and,  if  we  denote  the 
value  of  this  moment  by  the  letter  Q,  we  shall  have 

fti  =  ^0 (4) 

and 

R2  =  ^Q.    . .    (5) 


Substituting  these  values  in  equation  (1)  we  have 

d)x  = 
and  solving  for  s  we  obtain 


^^  =  M^^Q     ....   1    ..    (6) 


* — r-bi ^^^ 

When  there  are  no  external  forces  acting  on  the  portion  of  the  beam 
between  the  sections  AB  and  CD 


X 


=  S  (Art.  73), 


whei^p  S  =  the  shearing  force  at  either  section.  Therefore  in  that 
case  equation  (7)  reduces  to 

■'-§: W 

and,  since  the  value  S  =  — will  be  the  same  whatever  the 

X 

value  of  X,  it  will  follow  that  the  shearing  stress  on  the  plane  mn 
will  be  uniformly  distributed,  so  long  as  there  are  no  external 
forces  acting  on  the  portion  of  the  beam  between  m  and  n. 

When  external  forces  ad  on  the  portion  of  the  beam  between  m 
and  n,  the  shearing  stress  04  the  longitudinal  plane  will  not  be 
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uniform,  and  to  determine  its  intensity  at  any  point  we  may  take 
the  two  sections  AB  and  CD  intersecting  the  longitudinal  layer 
near  that  point  at  a  very  small  distance  dx  apart,  in  which  case  the 
difference  of  the  bending  moments  M2  —  Af  1  will  become  equal  to 
dM.  Proceeding  in  the  same  manner  as  before,  we  obtain  in 
place  of  equation  (7) 

*      dx  bl      5/  •••••••     W 

In  either  case  the  product  sb  of  the  stress  intensity  and  the 
width  of  the  longitudinal  section  will  represent  a  quantity  which 
may  be  called  the  longitudinal  shearing  stress  per  unit  of  length  of 
the  beam.    If  we  represent  the  value  of  this  quantity  by 

Z  =«6, 

equation  (9)  will  reduce  to 

Z  =  ^ (10) 

An  inspection  of  equations  (9)  and  (10)  will  show  that  for  any 
longitudinal  section  the  values  of  both  s  and  Z  will  vary  as  the 
value  of  S  and  hence  the  maximum  values  of  s  and  Z  will  occur  at 
the  intersection  of  the  longitudinal  section  with  the  cross  section 
at  which  the  shearing  force  is  a  maximum. 

Also,  if  the  shearing  stresses  on  different  longitudinal  sections 
at  the  points  of  intersection  with  a  given  cross  section  are  com- 
pared, the  section  on  which  the  value  of  Z  will  be  the  greatest  is  the 
one  for  which  Q  is  a  maximum,  which  is  evidently  the  neutral 
layer. 

For  ordinary  types  of  beams  the  value  of  s  will  be  a  maximum 
on  the  neutral  layer  also,  but  it  is  possible  that  the  value  of  6 
may  vary  in  such  a  manner  that  the  maximum  intensity  of  the 
longitudinal  shearing  stress  will  occur  on  some  other  layer  than 
the  neutral  layer. 

It  follows  that  the  greatest  value  of  the  longitudinal  shearing  stress 
per  unit  of  length  of  a  beam  will  occur  on  the  neutral  layer  at  its 
intersection  with  the  cross  section  at  which  the  shearing  force  is  a 
maximum  and,  ordinarily,  the  maximum  intensity  of  longitudinal 
shear  will  occur  at  the  same  place. 
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When  the  cross  section  of  a  beam  is  a  rectangle  of  breadth  b  and 
depth  h,  the  greatest  values  of  s  and  Z  will  be  equal  to 


SQ 
bl 


and 


„bh   h 
^-12 


2bh 


Z  = 


2  h 


(11) 


(12) 


It  should  be  observed  that  equation  (1)  may  be  written  in  the  form 
Zx  =  Rt-Ri (13) 

and,  if  a  longitudinal  section  which  is  not  a  plane  is  taken  through 
a  beam  subjected  to  ordinary  bending,  an  equation  in  this  form  will 
result  from  the  appUcation  of  the  condition  of  equiUbrium  Sff  =  0 
to  the  forces  acting  on  the  prism  bounded  by  the  longitudinal 
section,  the  outside  surface  and  two  cross  sections  of  the  beam,  at 
a  distance  »  apart. 

Two  cases  of  this  kind  are  represented  in  Fig.  107,  the  line  gck 
(Fig.  107b)  being  taken  to  represent  the  intersection  of  an  irr^ular 


^ 


R» 


JL 


(a) 


Fig.  107. 


(b) 


(e) 


longitudinal  section  of  a  rectangular  beam  with  a  given  cross 
section  and  the  line  gck  (Fig.  107c)  being  taken  to  represent  the 
intersection  of  a  longitudinal  section  between  the  parts  of  a  built- 
up  girder  with  a  given  cross  section. 

If  Z  is  taken  to  represent  the  average  shearing  stress  per  unit  of 
length  of  the  longitudinal  section  between  the  two  cross  sections, 
equation  (13)  will  evidently  apply  in  either  case  and,  by  following 
the  same  method  of  reasoning  as  was  used  in  the  previous  case, 
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it  may  be  shown  that  the  value  of  Z  for  any  loading  will  be  given 
by  equation  (10). 

The  intensity  of  the  shearing  stress  will  not  be  uniform  across 
the  section,  however,  as  in  the  case  when  the  longitudinal  section 
is  a  plane  section. 

The  detenmnation  of  the  value  of  Z  where  the  longitudinal 
section  is  not  a  plane  is  of  importance  in  the  calculation  of  the 
stresses  on  the  connecting  rivets  of  a  built-up  beam,  or  girder. 
For  example,  if  the  angles  (Fig.  107c)  are  connected  to  the  web 
plate  by  a  single  row  of  rivets,  spaced  at  a  distance  p  on  centers, 
the  total  stress  carried  by  one  rivet  will  be  equal  to  the  total  shear- 
ing stress  on  the  longitudinal  section  gck  between  one  pair  of  rivets. 
Hence,  if  the  value  of  Z  is  constant,  the  total  stress  per  rivet  will 
be  equal  to 

W^pZ^p^ (14) 

If  Z  is  not  constant  the  average  value  between  the  cross  sections 
at  two  adjacent  rivets  may  be  taken. 

Similar  computations  for  other  types  of  riveted  connections  may 
easily  be  made. 

It  is  important  to  observe  that  the  value  of  Rz  —  Ri  (equation 
1)  will  have  the  same  sign  for  all  longitudinal  sections  between 
any  two  given  cross  sections  of  a  beam  and  hence  the  directions  of 
the  resultant  shearing  forces  on  all  longitudinal  sections  between 
two  cross  sections  will  bathe  scune. 

Therefore,  the  shearing  stresses  on  every  longitudinal  section  inter-^ 
seating  a  given  cross  section  wiU  have  the  same  direction. 

89.  Intensity  of  the  Shearing  Stress  on  a  Cross  Section  of  a 
Beam.  —  In  the  discussion  of  the  case  of  ordinary  bending 
(Arts.  67-68)  we  have  shown  that  the  resultant  of  the  shearing 
stress  on  any  cross  section  of  a  beam  is  equal  in  magnitude  to  the 
shearing  force  at  the  section  or  that 


/ 


sdA^S. (1) 

In  order  to  completely  determine  the  stress  on  any  cross  section 
it  is  evidently  necessary  to  know  the  value  of  the  intensity  s  at 
every  point  in  the  section. 

It  has  been  shown  that  when  a  body  is  under  stress  the  intensi- 
ties of  the  component  shearing  stresses  at  any  point  on  two  planes 
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at  right  angles,  in  directions  parallel  to  the  third  coordinate  plane, 
are  equal  (Arts.  24  and  49). 

Therefore  the  intensity  of  the  vertical  shearing  stress  at  any  point 
in  a  cross  section  of  a  beam  will  he  equal  to  the  intensity  of  the  shearing 
stress  on  a  longitudinal  section,  parallel  to  the  neviral  layer,  cvUing 
the  cross  section  at  thai  point. 

Hence  the  formula  for  the  intensity  of  the  shearing  stress  at  any 
point  in  a  plane  longitudinal  section, 

«  =  f, (2) 

will  give  the  vertical  shearing  stress  intensity  at  the  same  point  on 
a  cross  section  and  the  formula 

Z  =  sb=^ (3) 

will  represent  a  quantity  which  may  be  called  the  intensity  of  the 
shearing  stress  per  unit  of  depth  of  the  section. 

It  will  follow  from  the  relation  of  the  shearing  stresses  on  any 
two  planes  at  right  angles  (Art.  24)  that,  since  the  directions  of 
the  shearing  stresses  on  all  longitudinal  sections  intersecting  a  given 
cross  section  are  the  same,  the  direction  of  the  vertical  shearing 
stress  at  every  point  in  a  cross  section  will  be  the  same. 

Therefore,  at  any  section  at  which  the  value  of  S  =  0  the  value 
of  s  =  0  at  every  point,  and  at  any  cross^  section  where  S  <  0  the 
value  of  s  will  vary  with  the  value  of  Q,  being  greatest  in  magni- 
tude at  the  neutral  axis,  ordinarily,  and  zero  at  the  top  and  bot- 
tom of  the  section. 

If  the  cross  section  of  a  beam  is  a  rectangle,  of  breadth  b  and  depth 
h,  the  value  of  Q  for  any  point  at  a  vertical  distance  y  from  the 
neutral  axis  of  a  cross  section  will  be  equal  to 

and  substituting  this  value,  together  with  the  value  of  /,  in  equa- 
tion (2),  we  obtain  for  the  intensity  of  the  shearing  stress 

,6i 


;(?-') 
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It  should  be  noted,  as  a  result  of  the  foregoing  theory  and  the 
theory  for  determinmg  the  fiber  stress  (Art.  69),  that,  at  every 
cross  section  at  which  5  =  0,  the  stress  intensity  is  zero  at  the 
neutral  axis  and  the  stress  at  every  other  point  in  the  section  has 
a  normal  component  only;  also  that,  at  every  cross  section  at 
which  S  5  0  the  stress  at  the  top  and  bottom  of  the  section  has 
a  normal  component  only,  the  stress  at  the  neutral  axis  a  shearing 
component  only  and  the  stress  at  every  other  point  in  the  section 
has  both  a  normal  and  a  shearing  component. 

In  the  foregoing  discussion  of  the  manner  of  distribution  of  the 
vertical  shearing  stress  on  a  cross  section  of  a  beam,  subjected  to 
ordinary  bending,  no  mention  has  been  made  of  a  horizontal 
shearing  component  on  any  cross  section  (Art.  67).  If,  such  a  com- 
ponent exists  at  any  point  in  a  cross  section  there  must  also  be  a 
shearing  stress  of  equal  intensity,  in  a  horizontal  direction,  on  a 
vertical  longitudinal  plane  through  the  point  (Art.  49)  and  also, 
in  order  to  have  equilibrium,  the  resultant  of  the  horizontal  shear- 
ing stress  on  the  entire  cross  section  must  be  zero. 

In  a  homogeneous  beam  of  rectangular  section  there  will  be  no 
horizontal  shearing  stresses  on  vertical  longitudinal  planes  and 
hence  no  horizontal  shearing  components  on  the  cross  sec- 
tions. 

On  cross  sections  of  certain  types,  however,  horizontal  shearing 
components  will  exist.  For  example,  according  to  the  theory  of 
longitudinal  shearing,  there  will  be  horizontal  shearing  stresses  on 
vertical  longitudinal  sections  through  the  flanges  of  an  I  beam 
and  hence  there  will  be  horizontal  shearing  components  on  the 
cross  sections  through  the  flanges.  The  intensities  of  these  com- 
ponents will  be  so  small,  however,  that  the  determination  of  the 
manner  of  their  distribution  is  of  no  practical  value.  The 
web  of  the  I  beam  may  be  considered  to  be  subjected  to  plane 
stress. 

90.  Graphical  Representation  of  the  Shearing  Stress.  —  If 
the  values  of  the  shearing  stress  intensity  at  different  points  of  a 
rectangular  cross  section  are  laid  off  as  ordinates  from  the  trace 
ABf  of  the  cross  section  on  the  plane  of  loading  (Fig.  108b),  and  a 
line  be  drawn  through  the  ends  of  the  ordinates,  a  diagram  showing 
the  intensity  s  of  the  shearing  stress  at  all  points  in  the  cross  section 
will  result. 

If  each  ordinate  of  the  diagram  for  s  is  multiplied  by  the  width 
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of  the  section  at  that  point,  the  ordinates  for  a  diagram  representing 
the  value  Z  (Fig.  108c)  will  be  obtained. 

It  is  evident  from  the  form  of  the  equations  (Art.  89)  that  the 
curves  AcB  and  AdB,  representing  the  values  of  «  and  Z,  re- 
spectively, will  be  parabolas  with  their  axes  coinciding  with  the 
central  axis  XX  of  the  beam. 


(a) 


The  area  AdB  (Fig.  108c)  will  evidently  represent  the  value  of 
the  resultant  shearing  stress  on  the  section 

^» 

S  =  JsdA^  J'  [Zdy (1) 

The  diagrams  for  8  and  Z  for  an  I  section  (Fig.  109)  are  con- 
structed in  the  same  way  as  those  for  the  rectangular  section. 


It  should  be  noted  that  a  large  portion  of  the  resultant  shearing 
stress,  represented  by  the  area  AdB  (Fig.  109c),  acts  on  the  cross 
section  of  the  web  of  the  beam  and  that  an  approximately  correct 
value  for  the  greatest  intensity  of  the  shearing  stress  may  be 
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obtained  by  dividing  the  resultant  shearing  stress  by  the  area  of 
the  cross  section  of  the  web,  that  is 

o 

(approx.) (2) 


8  = 


■"web 


Similar  diagrams  may  be  constructed  to  represent  the  distribu- 
tion of  the  shearing  stress  on  other  shaped  cross  sections  as  was 
done  to  represent  the  distribution  of  the  normal  stress  (Art.  78). 

91.  Problems.  —  Longitudinal  Shearing  Stresses  in  Beams.  — 
The  following  problems  will  serve  to  illustrate  a  few  applications 
of  the  theory  of  longitudinal  shearing  in  beams. 

Problem  1. 

The  vertical  shearing  force  on  a  given  section  <^  a  6"  X  12^'  beam  is  4800 
lbs.  Find  the  longitudinal  shearing  force  per  unit  of  length  »  vertical 
shearing  force  per  um't  of  depth,  also  the  intensity  of  the  longitudinal  shearing 
stress  on  the  horizontal  pWe  »  the  intensity  of  the  shearing  stress  on  the 
vertical  plane,  at  the  neutral  axis  and  at  points  1",  2'\  S",  4",  b"  and  6"  from 
the  neutral  axis. 

SdtUion,  —  By  use  of  equations  (3),  (4)  and  (6)  (Art.  89)  the  results  given  in 
the  following  table  can  be  easily  obtained.  In  the  case  of  the  rectangular  cross 
section  the  least  amount  of  work  will  be  involved  if  the  values  of  a  are  obtained 
first  by  the  use  of  Equation  (5) .  The  values  of  Z  can  then  be  readily  found  and 
it  is  unnecessary  to  compute  the  values  of  Q.  For  other  cross  sections,  how- 
ever, the  simplest  solution  wiU  be  made  by  finding  the  values  of  Q,  Z  and  s  in 
the  order  given. 


r     ^« 

.    -SQ 

Points. 

Q  (iiifl.)« 

^"T 

•"M 

Ibfl.perin. 

lbs.  per  aq.  in. 

Neutral  axis 

108 

600 

100.0 

1 

105 

583 

97.2 

2 

96 

533 

88.8 

3 

81 

450 

76.0 

4 

60 

333 

56.6 

5 

33 

183 

30.6 

6 

0 

0 

0.0 

Plot  the  values  of  Z  and  a  and  show  that  the  area  under  the  Z  ^  -¥•  line 
represents  4800  lbs. 

Problem  2. 

If  the  outside  fiber  stress  on  the  section  given  in  Problem  (1)  is  600  lbs.  per 
sq.  in.  find  the  magnitude  and  direction  d  the  resultant  of  the  normal  and 
shearing  intensities  of  the  stress  on  the  cross  section  at  the  neutral  axis  and  at 
points  2^',  4''  and  6",  from  the  neutral  axis. 
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Problem  3. 

Find  the  greatest  intensity  of  the  longitudinal  shearing  stress  in  the  beam 
given  in  Problem  (1)  (Art.  76).    Assume  a  cross  section  8"  X  16". 

Problem  4. 

The  shearing  force  at  a  cross  section  of  a  wooden  beam,  6''  X  12'',  is  8000 
lbs.    Find  the  maximum  intensity  of  the  shearing  stress  on  the  section. 

Problem  6. 

Make  diagrams  showing  the  intensities  of  the  shearing  stress  at  different 
points  in  the  cross  section  given  (Problem  4);  also  make  a  diagram  showing 
the  distribution  of  the  total  shearing  stress. 

Problem  6. 

A  beam  of  10^'  X  12"  rectangular  cross  section  is  supported  at  the  ends  and 
is  subjected  to  a  uniformly  distributed  load,  including  its  own  weight,  of  1000 
lbs.  per  ft.  of  length.  If  the  span  is  20  ft.,  find  the  total  longitudinal  shearing 
force  at  the  neutral  layer  between  sections  4  ft.  and  6  ft.  from  one  support. 

Problem  7. 

A  total  load  W  is  divided  equally  between  two  points  equidistant  from 
the  middle  of  a  6"  X  12"  wooden  beam  having  a  12  ft.  span,  supported  at  the 
ends.  Find  the  magnitude  of  W  and  the  distance  of  the  points  of  application 
from  the  middle  of  the  span,  provided  the  conditions  that  maximum  intensity 
of  longitudinal  shearing  stress  =  100  lbs.  per  sq.  in.  and  the  maximum  fib^ 
stress  =  1200  lbs.  per  sq.  in.  are  both  satisfied. 

Problem  8. 

Find  the  magnitude  of  the  total  load  W  which  the  beam  (Fig.  110)  will  sup- 
port when  the  greatest  intensity  of  the  longitudinal  shearing  stress  is  100  lbs. 
per  sq.  in.    Assume  the  cross  section  of  beam  to  be  4"  X  12". 


W 
2 


H^ 


w 
a  I 


200  lbs,  per  ft. 


-IJJL. 


Ri 


R« 


Fig.  110. 


Problem  9. 

The  beam  shown  (Fig.  Ill)  is  built  up  by  bolting  four  wooden  planks,  2"  X 
8",  together  with  f"  bolts  placed  in  pairs  (Fig,  11  lb),  the  spacing  from  center  to 
center  of  the  pairs  being  8".  Find  the  magnitude  of  the  greatest  shearing 
stress  on  the  bolts.  Assume  a  pair  of  bolts  at  each  end  section  in  lines  of 
action  of  Ri  and  Ai. 
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Problem  10. 

The  dimensioiis  of  the  cross  section  of  a  standard  15"  I  beam  are  approxi- 
mately those  shown  in  Fig.  (1 12) .  Assuming  that  the  resultant  shearing  stress 
on  the  cross  section  is  25,000  lbs.,  calculate  the  intensities  of  the  shearing  stress 
at  the  neutral  axis  and  at  points  2",  4",  6}''  and  7Y'  distant  from  the  neutral 
axis.  Plot  a  diagram  showing  the  variation  in  the  shearing  stress  intensity; 
also  plot  a  diagram  showing  the  distribution  of  the  total  shearing  stress  on  the 
section.    Calculate  the  percentage  of  the  total  shear  taken  by  the  web. 


-^ ^ 


4000 


too  Iba.  per  ft. 

10' 
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Fig. 


R« 


SECTION 
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111. 


Problem  11. 

Determine  the  average  value  of  the  shearing  stress  intensity  on  the  cross 
section  given  (Problem  10),  assuming  that  the  total  stress  is  uniformly  dis- 
tributed over  the  cross  section  of  the  web  only- 


u^     I   ." 


Problem  12. 

A  plate  girder,  of  the  cross  section  shown  (Fig.  113),  is  made  up  of  a  web 
plate  36"  X  i",  4  angles  6"  X  3  J"  X  i",  and  2  flange  plates  12"  X  i".  The 
span  s  30  ft.  The  rivets  are  }"  diameter.  The  girder  is  subjected  to  a 
uniformly  distributed  load  of  4000  lbs.  per  ft.  Assuming  that  the  allowable 
stress  intensities  are/«  »  8000  lbs.  per  sq.  in.,  /«  »  16,000  lbs.  per  sq.  in.,  oom- 
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puted  for  the  nominal  diameter  of  the  rivets,  find  the  allowable  spacing  of  the 
rivets  near  the  ends  o£  the  girder. 


_}bbsssss 


1 


d. 


'Mwm\"' 


|7c.  off 


-^^i^ 


-LOliM.' 


1,34.011 

Deg/iu 


Fig.  113. 


SokUian.  —  The  momoit  of  inertia  oi  the  section  with  respect  to  the  neutral 
axis  1-1  may  be  easily  determined  and  will  be  fomid  to  be  equal  to 

1  =  10,880  (ins.)« 
The  resistance  oi  a  rivet  to  single  shear  will  be  equal  to 

Tfi^/.^- 3540  lbs. 

and  the  resbtance  to  double  shear 

IT, -2/.^  =  7080  lbs. 

4 

The  allowable  bearing  pressure  of  a  rivet  in  }''  plate  will  be  equal  to 
TF«  =  /c<<f  =  6000  lbs. 

In  computing  the  spacing  near  the  supports  we  will  use  the  maximum  valu? 
of  the  shearing  force 

S  =  60,000, 

assuming  that  the  value  is  constant  for  a  small  distance  near  the  support. 
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This  approximation  will  noake  the  computed  stresseB  cm  the  rivets  slightly 
greater  than  the  actual  stresses. 

Web  Rivets.  —  If  we  let  p  »  the  pitch  of  the  rivets,  the  total  stress  carried 
by  one  rivet  will  be  equal  to 

^>?p(Art.88) 

and  this  quantity  must  not  be  greater  than  the  allowable  load  cm  a  rivet. 

The  value  of  Q  will  evidently  be  equal  to 

0  =  12XJX18J  +  2X4X  17.3  -  250  {ins.)» 

„  SQ         60000X250         -^on 

Hence  p^  ^p       ^^^       »pl380. 

Since  the  web  rivets  are  in  double  shear  and  the  resistance  to  double  shear 
is  greatar  than  the  allowable  bearing  pressure,  the  allowable  load  per  rivet  will 
beequal  to     "^ 

Tr,  =  6000 
.-.  p  1380  »  6000 

and  solving  for  p  we  obtain 

p  -  4.36". 

Flange  RweU,  —  Let  pi  »  the  pitch  of  the  rivets.  Since  the  rivets  will  be 
placed  in  pairs  on  either  side  of  the  web  the  total  stress  carried  by  one  pair  of 
rivets  will  be  equal  to 

Qi  =  12  X  J  X  18J  -  111  (ins.)" 

„  ^SQi      60000X111  ato 

Hence  PiX^  =  — j^ggg — pi-612pi. 

Since  the  rivets  are  in  on^e  shear  the  allowable  load  on  a  pair  of  rivets  will 
be  equal  to 

2Tri=7080 
.-.  612  pi  -  7080 
and  sdving  for  pi  we  obtain 

pi  =  11.6". 

It  is  customary  in  a  girder  oi  this  type  to  make  the  pitch  oi  the  flange  rivets 
the  same  as  that  of  the  web  rivets  and  the  foregoing  solution  shows  that,  when 
a  single  row  oi  web  rivets  is  used,  these  rivets  will  carry  the  greatest  stress. 

The  solution  might  have  been  made  by  computing  the  values  of  I  and  Q  for 
the  net  section  of  the  girder,  at  a  cross  section  through  the  centers  of  the  rivets, 
by  deducting  the  area  of  the  rivet  holes.  The  results  obtained  by  this  method 
would  differ  little,  however,  from  those  givoi  above. 

Problem  13. 

A  built-up  beam  is  made  by  riveting  a  plate,  10"  X  1",  to  each  flange  of  a 
standard  20"  I  beam,  weighing  80  lbs.  per  ft.  The  moment  of  inertia  of  the 
I  beam  about  its  neutral  axis  »  1466  (ins.)^.  The  built-up  beam  is  supported 
at  the  ends  and  a  total  load  W  is  concentrated  at  two  points  dividing  the  span 
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into  thirds.  Find  the  magnitude  of  TF,  provided  the  maximum  fiber  stress  in 
the  built-up  beam  is  14,000  lbs.  per  sq.  in.  If  there  are  two  lines  of  i"  rivets 
in  each  flange  and  the  spacing  of  the  rivets,  along  the  beam,  is  6''  on  centers, 
find  the  total  load  carried  by  each  rivet  due  to  longitudinal  shearing.  Assume 
the  span  -  30  ft.  and  neglect  the  weight  of  beam.  Use  the  net  section  through 
the  rivet  holes  in  making  all  calculations,  allowing  1"  for  the  diameter  of  the 
rivet  holes. 

92.  Principal  Stresses  in  Beams.  —  In  the  course  of  the  pre- 
ceding discussion  the  formulas  for  the  intensities  of  the  normal 
and  shearing  components  of  the  stress  at  any  point  in  a  cross 
section  at  right  angles  to  the  axis  of  a  beam  have  been  obtained. 
Hence,  if  required,  the  resultant  intensity  of  stress 

Pr  =  V/M^ (1) 

at  any  point  in  a  cross  section  can  be  determined. 

EJxcept  for  the  compressive  stresses  due  to  the  external  forces 
acting  on  the  beam,  which  may  ordinarily  be  neglected  (Art.  53), 
the  stress  on  any  longitudinal  section  has  been  shown  to  consist 
of  a  shearing  component  only,  the  intensity  of  which  can  easily  be 
determined. 


X 


:_:^\ 


The  intensities  of  the  stress  components  on  two  planes  at  right 
angles  through  any  point  being  known,  the  principal  planes  of 
stress  and  the  intensities  of  the  principal  stresses  (Art.  28)  at  the 
p)oint  can  always  be  determined  in  any  case  in  which  a  beam  is 
subjected  to  plane  stress. 

For  example,  if  -45  (Fig.  114)  represents  any  cross  section  of  a 
rectangular  beam,  of  breadth  h  and  depth  A,  at  which  the  shearing 
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force  and  bending  moment  are  equal  to  S  and  M,  respectively,  the 
normal  stress  intensity  at  any  point  Oi  at  a  distance  y  from  the 
neutral  axis  will  be  equal  to 

.My_  12  My  .  . 

^^^-"bfr ^^^ 

and  the  shearing  stress  intensity  at  the  point  will  be  equal  to 

•-f  ■^(''-^'fl (') 

both  of  which  quantities  are  represented  as  positive. 

The  shearing  stress  intensity  on  the  horizontal  plane  through  Oi 
also  will  be  given  by  equation  (3). 

Hence  the  principal  stress  intensities  at  Oi  will  be  equal  to 

ni=^  +  |Vp  +  4a»(Art.32)     ....     (4) 
and 

'  n,=^-iV/r+4l2; (5) 

and  the  angles  a  between  the  coordinate  axes  and  the  normals  to 
the  principal  planes  of  stress  can  be  determined  from  the  equation 

tan2a=~;5(Art.  32) (6) 

An  inspection  of  equations  (4)  and  (5)  will  show  that  ni  is  the 
intensity  of  a  tensile  stress  and  th  that  of  a  compressive  stress. 

The  ellipse  of  stress  at  the  point  Oi  can  be  constructed  with  the 
vectors  ni  and  Ui  as  semi-major  and  semi-minor  axes. 

The  planes  of  maximum  shear  through  Oi  will  make  angles  of 
45°  with  the  principal  planes  and  the  intensities  of  the  shearing 
stresses  on  these  planes  will  be  equal  to 

Si  =  ^^(Art.31) (7) 

At  the  intersection  of  the  cross  section  and  the  neutral  layer  the 
above  equations  reduce  to 

ni  =  +s (8) 

712=  -8 (9) 

tan2a  =  x (10) 

Therefore  the  principal  stresses  at  this  point  are  equal  in  magni- 
tude and  of  opposite  sign  and  the  principal  planes  of  stress  make 
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angles  of  46®  with  the  coordinate  axes  (Art.  32),  the  cross  section 
and  the  neutral  plane  being  in  this  case  the  planes  of  maximum 
shear.    The  ellipse  of  stress  at  0  is  evidently  a  circle. 

At  the  bottom  and  the  top  of  the  cross  section  8=^0;  and  hence 
the  outside  fiber  stresses  are  principal  stresses  at  the  points  B  and 
A.  There  being  no  stress  on  the  horizontal  planes  at  B  and  A,  the 
ellipse  of  stress  becomes  a  straight  line  in  each  case. 

Since  there  is  no  shearing  stress  at  any  point  in  a  cross  section 

at  which  the  bending  moment  is  a  maximum,  the  section  is  a 

principal  plane  of  stress  at  every  point  through  which  it  passes 

.  and  hence  the  fiber  stress  at  any  point  in  the  section  is  greater  than 

the  stress  intensity  on  any  other  plane  through  the  point. 

In  general,  therefore,  when  a  cross  section  of  a  beam  is  sub- 
jected to  combined  shearing  and  normal  stresses  the  planes  of 
principal  stress  through  different  points  in  the  cross  section  are 
inclined,  one  at  an  angle  a  and  the  other  at  an  angle  90®  +  a,  with 
the  section  and  the  value  of  a  will  vary  from  zero,  at  points  farthest 
from  the  neutral  axis  of  the  section,  to  a  maximum  of  45°,  at  points 
on  the  neutral  axis.  The  magnitude  of  the  maximum  principal 
stress  intensity  for  all  the  points  located  in  a  given  cross  section 
will  be  found  to  be  greatest  at  points  which  are  farthest  from  the 
neutral  axis,  except  that,  in  cases  where  the  bending  moment  at 
the  section  is  suflSciently  small,  the  greatest  intensity  of  the  princi- 
pal stress  will  occur  at  points  on  the* neutral  axis  or  at  points 
between  the  neutral  axis  and  the  outside  of  the  section,  depending 
on  the  shape  of  the  section. 

In  simple  types  of  beams  it  will  be  found  that  the  greatest 
principal  stress  intensity  at  any  point  near  the  cross  section  at 
which  the  bending  moment  is  zero  is  much  less  than  that  at  the 
outside  fiber  stress  at  the  section  at  which  the  bending  moment  is 
a  maximum.  In  such  a  beam,  therefore,  the  value  of  the  maximum 
outside  fiber  stress 

•^"    I 
is  greater  than  the  stress  intensity  on  any  plane  passing  through 
any  other  point  in  the  beam. 

In  the  design  of  more  complex  built-up  beams,  however,  the 
determination  of  the  principal  stresses,  after  the  manner  indicated 
above,  at  points  in  other  sections  than  the  section  of  the  greatest 
bending  moment,  will  be  found  to  be  necessary. 
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93.  Problems.  —  Stresses  in  Beams.  —  Principal  Stresses.  — 
Problem  1. 

A  standard  24''  I  beam,  80  lbs.  per  ft.,  is  supported  at  the  ends  and  carries,  in 
addition  to  its  own  wei^t,  a  single  concentrated  load  of  34,000  lbs.  at  the 
center  of  the  beam.    Span  «  20  ft. 
7i  =  2087.2  (ins.)*.    Section  modu-  ^       I* 

lus  -  173.9  (ins.)».    Cross  section  =  U — «!o^ 

23.32  sq.  in.  (Fig.  115). 

Find  the  following  quantities,  for 
points  on  the  neutral  axis  and  at  4", 
8",  10.86"  and  12"  from  the  neutral 
axis  at  each  of  the  following  sections, 
viz.,  (1)  Just  to  right  of  left  hand 
'  support,  (2)  }  of  span  from  left  hand 
support,  (3)  Just  to  the  left  of  the 
single  concentrated  load  W: 

(a)  The  intensity /of  the  normal 
stress  on  the  cross  section; 

(b)  The  intensity  6  of  the  vertical 
shearing  stress  on  the  cross  sec- 
tion; 

(c)  The  angles  on  and  at  that  the 
normals  to  the  principal  planes  of 
stress  make  with  the  axis  of  the  beam; 

(d)  The  principal  stress  intensities  ni  and  m. 

SduHon,  —  The  values  of  the  shearing  forces  and  bending  moments  for  the 
sections  (1),  (2)  and  (3)  will  be  the  following: 

(1)  S  =  17,800  lbs.  M  -  0. 

(2)  S  "  17,600  lbs.     M  «  531,000  in.  lbs. 

(3)  S  =  17,000  lbs.     M  =  2,088,000  m.  lbs. 

(a)  and  (b).    By  use  of  the  formulas  /  «^  -p-  and  «  =  •—  the  values  of  /  and 
8  given  in  the  following  table  may  be  readily  obtained. 

NOBMAL  AND  ShEABINQ  StrESS  INTENSITIES 

(Pounds  per  square  inch) 


Fig.  116. 


Section  1. 

Section  2. 

Sections. 

Fbints. 

Q(iXM».)» 

/ 

8 

/ 

8 

/ 

8 

0 

101.4 

0 

-1730 

0 

-1710 

0 

-1651 

4 

97.4 

0 

-1661 

-  1017 

-1642 

-4,000 

-1586 

8 

85.4 

0 

-  1456 

-2035 

-1440 

-8,000 

-1390 

10.86 

71.9 

0 

-  1226 

-2762 

-1212 

-10,860 

-  1171 

12.0 

0.0 

0 

0 

-3052 

0 

-12,000 

0 
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(c)  The  angles  made  by  the  principal  axes  of  stress  with  the  axis  of  the  beam 
may  be  calculated  from  the  formula, 

28 


tan2cK  » 


T 


and  the  following  results  obtained. 

«   Anglbs  Made  by  the  Pbincipal  Axes 


Section  1. 

Section  2. 

Sections. 

FtointB. 

«i 

«i 

«i 

at 

«i 

«j 

0 

45'' 

135° 

45° 

135° 

45° 

134** 

4 

45° 

135° 

36°  24' 

126°  24' 

19°   13' 

109°  13' 

8 

45° 

135° 

27°  23' 

117°  23' 

9°  35' 

99°  35' 

10.86 

45° 

135° 

20°  38' 

110°  38' 

6°  7' 

96°  7' 

12.0 



0° 

90° 

0° 

90° 

(d)  The  principal  stress  intensities  may  be  computed  from  the  formulas, 


Pbincipal  Stbesses 
(Pounds  per  square  inch) 


Section  1. 

Section  2. 

Sections. 

Points. 

«i 

nt 

«i 

rh 

"1 

«i 

0 

4 

8 

10.86 
12.0 

-1730 
-1661 
-1456 
-1226 
0 

1730 
1661 
1456 
1226 
0 

-1710 
-2227 
-2781 
-3218 
-3042 

1710 

1211 

746 

456 

0 

-1,651 

-4,553 

-8,235 

-  11,000 

-12,000 

1651 

553 

235 

137 

0 

Problem  2. 

From  the  results  given  for  Problem  (1),  make  a  sketch  showing  the  position 
of  the  principal  axes  of  stress  and  the  general  form  of  the  ellipse  of  stress  for 
each  of  the  points  given;  and  also  for  the  points  symmetrically  located  on  the 
opposite  side  of  the  neutral  layer  of  the  beam. 

Problem  3. 

From  the  results  given  for  Problem  (1),  compute  the  following: 

(a)  The  percentage  of  the  total  shearing  stress,  on  the  cross  section,  taken  by 
the  web  and  flanges,  respectively; 

(b)  The  percentage  of  the  total  moment  of  resistance  of  the  section  taken  by 
the  web  and  flanges,  respectively; 
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(c)  The  average  intensity  of  the  vertical  shearing  stress  in  the  web,  assuming 
that  all  the  shear  is  taken  by  the  web  and  that  the  stress  is  uniformly  dis- 
tributed; 

(d)  Hie  average  intensity  of  the  shearing  stress  actually  carried  by  the  web. 

Problem  4. 

A  wooden  beam  8"  X  12"  cross  section  is  supported  at  the  ends  and  sub- 
jected to  a  uniformly  distributed  load,  including  its  own  weight,  of  600  lbs. 
per  ft.  Span  — 16  ft.  Find  the  following  quantities,  for  points  on  the  neutral 
axis  and  at  2",  4",  and  6"  from  the  neutral  axis  at  each  of  the  following  seo- 
tions,  viz.,  (1)  Just  to  right  of  left  hand  support,  (2)  i  span  from  left  support, 
(3)  i  span  from  left  support,  (4)*  At  the  middle  of  the  span: 

(a)  The  intensity  of  the  normal  stress  on  the  cross  section; 

(b)  The  intensity  of  vertical  shearing  stress  on  the  cross  section; 

(c)  The  angles  made  by  the  principal  axes  of  stress  with  the  axis  of  the 
beam; 

(d)  The  principal  stress  intensities. 

Problem  6. 

From  the  results  obtained  in  Problem  (4),  make  a  sketch  showing  the  position 
of  the  principal  axes  of  stress  and  the  general  form  of  the  ellipse  of  stress  for 
each  of  the  points  given  and  also  for  points  symmetrically  located  on  the  oppo- 
site side  of  the  neutral  layer  of  the  beam. 


Dotell: 

A-M.nMi.ioiL 


Fig.  116. 

Problem  6. 

A  standard  30^'  Bethlehem  Girder  Beam,  200  lbs.  per  ft.  (Fig.  116),  with  a 
30  ft.  span,  is  supported  at  the  ends  and  loaded  uniformly.  7i  =  9150  (ins.)^. 
Section  modulus  =  610  (ins.)*.  Area  of  cross  section  =  58.7  sq.  ins.  Total 
load  including  weight  of  beam  «  200,000  lbs.  Find  the  following  quantities, 
for  points  on  the  neutral  axis  and  at  6",  13.4"  and  15",  from  the  neutral  axis 
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at  each  of  the  following  sections,  viz.,  (1)  Just  to  the  right  of  left  support,  (2) 
\  span  from  left  hand  support,  (3)  \  span  from  left  hand  support,  (4)  the 
middle  of  the  span: 

(a)  The  intensity  of  the  normal  stress  on  the  cross  section; 

(b)  The  intensity  of  vertical  shearing  stress  on  the  cross  section; 

(c)  The  angles  Umt  the  principal  axes  of  stress  make  ^th  the  axis  of  the 
beam; 

(d)  The  principal  stress  intensitieB. 
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CHAPTER  V. 
THE  DEFLECTION  OF  BEAMS. 

94.  Flexure  of  Beams.  —  In  the  preceding  chapter  the  theory 
of  bending,  as  applied  to  the  determination  of  the  stress,  has  been 
discussed  without  reference  to  the  stiffness,  or  the  ability  of  a  beam 
to  resist  flexure.  The  importance  of  this  property  is  well  recognized 
in  the  design  of  floor  beams  and  other  members  in  structures  and 
machines,  where  it  is  necessary  to  limit  the  amount  of  bending, 
or  to  limit  the  maximum  deflection  of  a  beam  to  a  certain  small 
fractional  part  of  its  length. 

In  the  discussion  of  the  theory  of  flexure,  as  applied  to  the  deter- 
mination of  the  deflection  of  beams,  we  shall,  as  in  the  previous 
chapter,  use  horizontal  beams  as  illustrations  although  it  will  ber 
clearly  evident  that  the  formulas  derived  will  apply  in  any  case 
where  a  beam  is  subjected  to  transverse  loads,  whatever  its  posi- 
tion may  be. 

The  theory  is  a  continuation  of  the  theory  for  determining  fiber 
stress  (Arts.  66  and  69),  and  is  based  on  the  same  assumptions  and 
subject  to  the  same  limitations.  The  results  obtained  will  be 
approximate  so  far  as  the  assumptions  made  are  inexact  (Art.  69), 
but  the  amount  of  the  error  in  any  case,  coming  within  the  limita- 
tions imposed,  will  be  slight. 

96.  I>ifFerential  Equation  of  the  Elastic  Curve.  —  The  straight 
line  passing  through  the  center  of  gravity  of  every  cross  section  of 
a  beam  before  it  is  bent  is  called  the  axis  of  the  beam.  After  bend- 
ing occurs  this  line  takes  the  form  of  a  continuous  curve  which  is 
commonly  known  as  the  elastic  curve  of  the  beam.  The  curve  will 
evidently  be  the  same  as  the  trace  of  the  neutral  layer  (Art.  66)  on 
the  plane  of  loading.  All  straight  Unes,  or  fibers,  parallel  to  the 
axis  of  the  beam  before  bending,  will  become  curves,  parallel  to  the 
elastic  curve,  after  bending  takes  place.  The  differential  equa- 
tion of  the  elastic  curve,  referred  to  rectangular  coordinate  axes, 
may  be  obtained  as  follows: 

Let  the  sketch  (Fig.  117)  represent  the  form  taken  by  a  beam 
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which  is  bent  under  the  action  of  transverse  loads,  or  by  terminal 
couples,  or  by  a  combination  of  both. 

Let  OX  and  OV  be  a  pair  of  rectangular  coordinate  axe%  with 
the  origin  at  one  end  of  the  beam  and  OX  coinciding  with  the 
position  of  the  axis  of  the  beam  before  bending. 


Fia.  117. 


Let  AB  represent  any  cross  section  intersecting  the  elastic  curve 
at  a  point  whose  coordinates  are  (x,  v)  and  GH  a  cross  section 
at  such  a  small  distance  from  AB  that  the  portion  of  any  fiber 
between  the  two  sections  can  be  considered  circular  in  form. 

At  the  cross  section  AB  let  M  =  the  bending  moment,  I  ==  the 
moment  of  inertia  of  the  section  about  the  neutral  axis,  /  =  the 
normal  stress  intensity  at  any  point,  at  a  distance  y  from  the  neu- 
tral axis,  and  e  =  the  extension  in  the  fiber  intersecting  the  section 
at  this  point.  Let  r  =  the  radius  of  curvature  of  the  elastic  curve 
between  AB  and  GH  and  E  =  the  modulus  of  elasticity  of  the 
material. 

No  extension  in  the  neutral  layer  will  b6  caused  by  the  bending, 
since  the  normal  stress  intensity  is  zero  at  the  neutral  axis  of  every 
cross  section.  Hence,  if  we  let  I  =  the  distance  between  the  sec- 
tions AB  and  GH  before  bending,  the  length  of  the  portion  of  the 
elastic  curve  between  the  sections  after  bending  will  be  equal  to  I 
and  the  length  of  any  fiber  at  a  distance  y  from  the  neutral  layer 
will  be  equal  iol  +  d.    Therefore, 

l+d^i+y 
I  r 

and 


e  ^^ 


(1) 
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From  the  third  assumption  of  the  theory  (Art.  66)  we  obtain 

/ 
E' 


«=i (2) 


and  by  equating  (1)  and  (2) 

v^W ^^^ 

which  gives  us  the  relation  between  the  curvature  of  the  elastic 
curve  and  the  fiber  stress  at  any  section. 
From  the  formula  for  fiber  stress  we  obtain 

and  substituting  in  equation  (3), 

r      EI ^^^ 

From  the  Differential  Calculus, 

1_         da? 

J"FWF / 

In  ordinary  cases  -r-  is  so  small,  when  compared  with  unity,  that 

higher  powers  than  the  first  may  be  neglected,  without  appreciable 
error,  hence 

i  =  ^. (7) 

By  equating  (5)  and  (7)  we  obtain 

dx«    Er ^^^ 

which  is  the  differential  equation  of  the  elastic  curve  from  which 
the  general  equation  for  any  case  may  be  obtained,  provided  M 
and  I  can  be  expressed  in  integrable  terms  of  the  variable  x. 

It  should  be  noted  that  the  quantity  M  in  equation  (8)  repre- 
sents the  value  of  the  bending  moment  at  any  cross  section  and 
that  the  signs  of  bending  moments  adopted  for  horizontal  beams 

tPf) 
(Art.  64)  are  in  agreement  with  the  sign  of  the  derivative  ^ ,  if  the 

usual  convention  of  signs  of  the  horizontal  and  vertical  codrdinates 
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X  and  V  is  followed.    Also,  since  the  sign  of  the  moment  of  resistance 
—  is  always  opposite  t 
(4)  should  be  written 


^—  is  always  opposite  to  the  sign  of  the  bending  moment,  equation 


f_M 

if  algebraic  signs  are  to  be  used  and  M  is  taken  to  represent  the 
bending  moment.  This  equation  is  in  accord  with  the  system  of 
signs,  if  2/  is  positive  when  measured  upward  and  a  tension  stress 
is  called  plus  (Art.  66). 

96.  Slope  and  Deflection  from  the  Elastic  Curve.  —  If  at  any 
section,  distant  z  from  the  origin  (Fig.  117),  we  let  {  ^  the  angle, 
in  radians,  which  the  tangent  to  the  elastic  curve  makes  with  the 
horizontal,  we  have,  when  i  is  small  throughout  the  length  of  the 
curve, 

—  =  tan  1  =  2  (very  nearly). 

This  quantity  is  called  the  angle  of  slope,  or  usually  the  slope, 
simply,  of  the  elastic  curve  at  the  point  z  distant  from  the  origin. 
It  is  evident  that  one  integration  of  equation  (8)  (Art.  95)  will 
give  the  equation  for  the  slope  and  a  second  integration  will  give 
the  equation  for  the  deflection  at  any  point  on  the  curve.  Hence, 
for  the  slope 

and  for  the  deflection, 

v^Jidx^ff^jdzdx (2) 

It  should  be  observed  that  when  the  convention  of  signs  adopted 
in  the  preceding  article  is  followed,  the  value  of  v,  as  determined 
from  the  equation  of  the  elastic  curve,  will  be  negative  when  the 
deflection  IS  downward  aiid  positive  when  the  deflection  is  upward; 
also  that  the  sign  of  i  will  be  in  accord  with  the  usual  sign  for  a 
positive  or  negative  angle. 

If  the  beam  is  of  uniform  section,  I  will  be  constant  and  M  must 
be  expressed  in  terms  of  x  in  order  to  perform  the  integration. 

If  the  beam  is  of  nonuniform  section,  I  will  be  variable  and  must 
be  expressed  in  terms  of  z,  as  well  as  M. 
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Under  the  limitations  imposed  (Art.  63),  the  theory  of  flexure 
applies  to  beams  of  uniform  cross  section  only,  but  it  is  customary 
to  use  the  equations  to  a  limited  extent  for  determining  the  de- 
flection of  beams  of  varying  section.  Unless  otherwise  stated  the 
deduction  of  formulas  will  be  limited  to  cases  where  the  cross 
sections  are  uniform. 

In  such  cases  equations  (1)  and  (2)  may  be  written 


Eli^   iMdx 


and 


fMdx (3) 

EIv^Elfidx^JfMdxdx.     .    (4) 


If  we  substitute  the  following  value  of  the  bending  moment, 
obtained  from  equation  (8)  (Art.  95), 

da? 
in  equations  (1)  and  (2)  (Art.  71),  we  obtain 

«-f -^'S (« 

and 

"-i-^'S (« 

If  ti;  is  constant,  or  a  known  integrable  function  of  z,  the  general 
expressions  for  S,  M,  i  and  v  at  any  cross  section  of  a  beam  may 
evidently  be  found  by  one,  two,  three  and  four  int^rations  of 
equation  (6).  If  the  int^ration  is  made  without  using  limits,  a 
constant  must  be  added  at  each  int^ration,  each  constant  being 
determined  from  some  condition  of  the  problem. 

Usually  the  first  two  integrations  can  be  omitted  and  the 
equations  for  slope  and  deflection  obtained  by  expresdng  Af  as  a 
fimction  of  x  and  int^rating  equations  (1)  and  (2). 

In  all  cases  in  which  the  foregoing  equations  will  apply,  the 
bending  will  be  slight  and  sufficient  accuracy  will  be  obtained  if 
the  length  of  the  elastic  curve  and  its  projection  on  the  OX  axis  are 
assumed  to  be  equal.  In  other  words  the  change  in  the  distance 
between  the  end  sections  of  a  beam  as  well  as  that  between  any 
other  two  cross  sections  due  to  the  curvature  will  be  neglected. 


Digitized  by 


Google 


186 


APPLIED  MECHANICS 


97.  General  Fonnulas  for  Slope  and  Deflection.  —  Unif onn 
Bending.  —  In  this  case  the  value  of  Af  is  constant  and;  for  beams 
of  uniform  cross  section, 

-  =  -^Tt  =  a  constant, (1) 

r      EI 

and,  therefore,  the  elastic  curve  is  a  circle. 

If  Z  =  the  length  of  the  beam  and  the  origin  is  taken  at  the  left 
end,  the  integration  of  equation  (3)  (Art.  96)  wiQ  give 


Eli 


i  =^  M  I  dx  ^  Mx  +  c, 


(2) 


where  c  is  the  constant  of  integration;    and  the  int^ration  of 
equation  (4)  (Art.  96)  will  give 


/Mx^ 
idx='-^  +  cx  +  Ci, 


(3) 


where  Ci  is  the  second  constant  of  integration.    The  values  of  the 
constants  will  be  obtained  for  two  cases. 


"     Fig.  118. 

(a)   When  the  bending  takes  place  so  thai  the  axis  OX  intersects  the  elastic  curve 
at  both  ends  qf  the  beam  (Fig.  118). — In  this  case  the  deflection 

»  =-  0    when    x  =>  0 
and  also 

<;  —  0    when    x  =  1, 

Applying  the  first  condition  to  equation  (3);  we  obtain 

ci  =  0 

and  applying  the  second  condition  to  the  same  equation, 

^      M1^ 


and  hence 


^+rf 


C    B     —    • 


Ml 
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Substituting  the  values  of  e  and  Ci  in  (2)  and  (3),  we  have  for  the  general 
formulas  for  slope  and  deflection, 

^/i-M(x-^) (4) 


and 


EIv  =  y  (:r«  -  Ix). 


(5) 


An  inspection  of  equation  (4)  will  show  that  the  greatest  slope  occurs  where 
X  ^  OyOTx  ^l,  and,  if  we  represent  its  value  where  x  »  0  by  the  symbol  to,  we 
shall  have 

Ml 


to  =  - 


2Er 


(6) 


d» 


Since  ^  ~  x '  ^®  greatest  deflection  will  evidently  occur  where  t  *-  0,  or  when 

x-o*  v^cl^  is  also  evident  from  the  fact  that  the  curve  is  a  circle;  and,  if  we 

represent  its  value  by  the  ssrmbol  t^o,  we  shall  have 

MP 


i^=  - 


8^/' 


(7) 


the  negative  sign  indicating  that  the  deflection  is  downward  when  M  is  positive 
and  upward  when  M  is  negative. 


Fig.  119. 

(b)  When  the  beam  is  fixed  in  direction  at  one  end,  as  a  cantilever  beam  eub- 
jeded  to  uniform  bending  (Fig.  1 19).  —  In  this  case  the  slope 

t  s  0    when    x  »  0 
and  hence,  from  equation  (2), 

c  =  0; 
also  the  deflection 

t?  a  0    when    «  »  0 

and  hence,  from  equation  (3), 

Ci  =  0. 
Substituting  the  values  of  c  and  Ci  in  (2)  and  (3),  we  obtain 

Eli-'Mx (8) 

Mj^ 


and 


EIv^- 


(9) 


for  the  general  equations  for  slope  and  deflection. 
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i 
The  fnaximum  values  evidently  occur  when  x  =  I;  and  hence 

and 

^^  MIX 

In  this  case  the  deflection  is  evidently  downward  when  M  is  negative  and 
upward  when  M  is  positive. 

98.  General  Fonnulas  for  Slope  and  Deflection.  —  Ordinary 
Bending.  —  When  a  beam  is  subjected  to  ordinary  bending  by 
transverse  loads,  the  curvature  of  the  elastic  curve  varies  from 
point  to  point  throughout  its  entire  length  except  in  cases  where 
the  loading  is  such  that  the  bending  moment  over  a  portion  of  the 
beam  is  constant.  In  such  cases  the  curvature  will  evidently  be 
constant  throughout  the  portion  subjected  to  unifonn  bending 
and  variable  for  the  remainder  of  the  length  of  the  beam. 

In  this  article  the  general  formulas  for  slope  and  deflection  for 
beams  of  uniform  cross  section,  subjected  to  some  of  the  simpler 
types  of  loading,  will  be  deduced.  The  values  of  the  greatest  slope 
io  and  of  the  greatest  deflection  vo  will  also  be  found.  For  simple 
loading  the  sections  of  the  beam  at  which  the  slope  and  deflection 
have  maximum  values  can  be  determined  by  inspection.  When 
the  loading  is  more  complex,  the  condition  that  the  slope  is  always 
zero  at  a  maximum  or  minimum  point  on  the  elastic  curve  will 
enable  us  to  determine  the  points  of  greatest  deflection;  and  the 
condition  that  the  bending  moment  is  equal  to  zero  at  points  on 
the  elastic  curve  at  which  the  slope  is  a  maximum  will  enable  us  to 
determine  the  points  of  greatest  slope. 

In  every  case,  if  the  load  is  distributed,  W  =  the  total  load  and 
w  —  the  load  per  unit  length.  In  each  case  the  position  of  the 
loads  and  supporting  forces,  the  length  of  the  span  I  and  other 
required  dimensions,  as  well  as  the  general  form  of  the  bending 
moment  diagram,  are  indicated  by  the  accompanying  sketch. 
The  effect  of  the  weight  of  the  material  in  the  beam  upon  the  slope 
and  deflection  is  neglected. 

(a)  Cantilever  beam,  single  concentrated  load  at  the  free  end  (Fig.  120). — The 
bending  moment  at  any  section,  at  a  distance  x  from  the  origin,  will  be  equal  to 

M  =  -  IF  (Z  -  x) (1) 

Substituting  this  value  in  equation  (3)  (Art.  96)  and  integrating,  we  obtain 

Eli^fMdx^''Wf(l''x)dx'^''Wllx-^\  +  e    .    .    (2) 
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and,  by  substituting  in  equation  (4)  (Art.  96)  and  integrating, 
ElvEl  fidx^  "Wjllx-^^dz  +  cjdx 

--'^{t-?)+^+^« ») 

To  obtain  the  constants  c  and  Ci,  observe  that,  when 
a;  =  0,        i  =  0    and    p  =»  0. 

Therefore  c  »  0  and  Ci  —  0  and  the  general  formulas  for  the  slope  and  deflec- 
tion at  any  point  in  the  elastic  curve  reduce  to 


and 


Eli^^^(2l-x)  , 
Elv^^^iZl^x). 


(4) 
(5) 


Fig.  120. 


Fig.  121. 


Evidently  both  the  slope  and  deflection  will  be  greatest  at  the  free  end  of 
the  beam,  when  x  ^  I,  and  hence 


and 


to  =  - 


Vo  -  - 


2  El 
SEl' 


(6) 
(7) 


(b)  Cantilever  heanif  single  concentrated  had,  not  at  the  free  end  (Fig.  121).  — 
In  this  case  the  elastic  curve  of  the  portion  of  the  beam  between  the  fixed  end 
and  the  load  W  will  be  represented  by  an  equation  of  the  same  form  as  (5),  in 
the  preceding  case,  and  the  portion  between  the  load  and  the  free  end  will  be  a 
straight  line,  having  the  direction  of  the  tangent  at  the  point  in  the  curve  imder 
the  load  W. 

Therefore,  by  substituting  a  for  { in  (4)  and  (5),  we  obtain 


and 


^7i=-^(2a-x)    . 
J?if^--^(3a-x), 


(8) 
(9) 
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the  equations  for  the  slope  and  deflection  when  x  <a.    When  c  »  a 
Eh  = 5-     and    EIv  « ^, 

and  henoe  the  straight  line  between  the  load  and  the  free  end  may  be  r^re- 
sented  by  the  equation 

EIv^"-^ ^(x-a)^  "-^(Sx-a).    .    .    (10) 

At  the  free  end,  evidently, 

••'-2^ <1« 

and 

•^ wrn ^Ei      ^^^^ 

(c)  Cantilever  beanie  load  unifamdy  distributed  aver  its  entire  length  (Fig.  122). 
—  The  total  load  W—ui  and  the  bending  moment  at  any  section,  at  a  distance 
X  from  the  origin,  will  be  equal  to 

M^-^{l-'xy^^^(P-2lx  +  7?) (13) 


FiQ.  122. 


Proceeding  as  before: 

^/t--^j(i«-2Lr:+aJ«)4x=-  |(^x-Lc»  +  J)       .    (14) 
and 

the  constants  of  integration  being  zero  in  each  case. 

The  greatest  slope  and  deflection  will  both  occur  at  the  free  end  when  x  »  2, 
and  hence 

••  =  ""  atFi  '=■  —  TTpi vAo; 


and 


t^  -  - 


6^7 

wl* 
SEl' 


6EI 

Wl* 

sEr 


(17) 
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(d)  Simple  beanie  single  concentrated  load  at  center  of  span  (Fig.  123). — The 

W 
supporting  forces  will  each  be  equal  to  -^  and  the  bending  moment  at  any 

section,  between  the  origin  and  the  load,  will-be  equal  to 


(18) 


Fig.  123. 

Hence,  for  values  of  x  between  0  and  ^»  the  slope  equation  will  be 

Eli^^fxdx^^  +  e (19) 

and  the  deflection  equation  will  be 

Elv^^fs^dx  +  cfdx'^^  +  cx  +  ci (20) 

To  determine  the  constants  c  and  Ci,  observe  that  the  elastic  curve  will  be 
symmetrical  with  respect  to  the  line  of  action  of  W  and  hence  i  »  0  when 

X  =»  2»  *"^*^  therefore  (19)  gives 


c  =  — 


16  ' 


also,  since  f  ~  0  when  x  ^  0,  equation  (20)  gives  Ci  =  0.    Substituting  these 
values  in  (19)  and  (20)  we  obtain  the  general  formulas  for  this  case, 


(21) 


and 


-«-f  (-1) 


Since  the  elastic  curve  is  symmetrical  with  respect  to  the  middle  point, 
equations  (21)  and  (22)  may  be  applied  to  determine  the  slope  and  deflection  at 
any  point,  between  the  load  IT  and  the  right  hand  support  R^^  by  letting  x^ 
the  distance  of  the  point  from  Rt  instead  of  its  distance  from  Ri, 

The  maximum  deflection  wiU  evidently  occiu:  at  the  middle  of  the  beam  and 


v\ 
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the  maxiniTiTn  slope  at  the  support;  hence,  substituting  :cs  0  in  (21),  we  obtain 


to«  - 


I 


IQEI 


and,  substituting  x  ^  ^m  (22), 


1^,  «  - 


Wl* 


(23) 


(24) 


48^7 

Each  half  of  the  elastic  curve  will  be  of  the  same  general  form  as  the  curve 
for  the  cantilever  beam  (Case  a)  and  equations  (23)  and  (24)  may  be  easily 
obtained  by  substituting  the  proper  values  in  (6)  and  (7). 

(e)  Simple  beam,  load  uniformly  distributed  over  its  entire  length  (Fig.  124). 

—  The  total  load  W  —  wL    Hence  the  supporting  forces  Ri  —  Rt=  -^  and  the 
bending  moment  at  any  distance  x  from  the  origin  is  equal  to 

M  ^-^x-'Y^2^lx-^) (26) 


rHt* 


:  Fig.  124. 

Hence,  for  all  values  of  x  between  0  and  I, 

£/i-^/(Jx-:r.)d«-|(|-|')+c '(26) 

and 

To  determine  c  and  ci,  observe  that  from  the  symmetry  of  the  elastic  curve 

»  -  0  when  »  =  5  *^^  ^ence,  from  (26), 

wl^ 
^=-245 

and  also  that  9  «-  0  when  x  =  0  and  hence,  from  (27), 

Substitutmg  these  values  in  (26)  and  (27)  the  general  equations  for  slope 
and  deflection  are 

JJ/t  =  ^(6Z2*-4x»-I») (28) 
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and 


^/p-|^(2te«-««-I»x). 


(29) 


Evidently  the  magnitude  of  the  slope  will  be  greatest  at  the  ends  and  the 
deflection  wiU  be  greatest  at  the  middle  oi  the  span. 
Substituting  x  »*  0  in  (28),  we  obtain 

wl* TFP 

24JB/'*    • 


lo  =»  - 


likewise,  by  substituting  x  »l, 


24tEI 


xd* 


•    •    • 


(30) 


TAEl^UEl' 


the  only  difference  being  that  of  the  sign. 
Substituting  £  »  ^  in  (29)  we  have 


qd  =- 


5tgft 
384^7 


3807* 


(31) 


(f)  Simple  beam,  ringile  concentrated  load  not  cU  the  center  (Fig.  125). — The 
supporting  forces  will  be  equal  to  A  »  -j-  and  Rt  "  --p  •    Assume  a  >  b. 

Then,  for  values  of  x  from  0  to  a,  If 


Wh 

I 


X. 


Fio.  125. 


Substituting  in  the  differential  equation  and  integrating 


Elf-^  +  e, 


and 


^/.-^  +  cx  +  ^. 


(82) 
(83) 


If  we  observe  that  »  »  0  when  x  =  0,  equation  (33)  gives  c^  »  0.  The 
constant  c,  however,  cannot  be  determined  at  this  stage  in  the  solution  but,  if 
we  let  ii  *■  the  undetermined  slope  at  the  origin  0,  it  is  evident  that  t  «■  h 
when  X  «■  0  and  hence  c  »  Elii. 
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Therefore,  equations  (32)  and  (33)  may  be  writtea 
and 


Eli^^^+ElH (34) 


Elv^^^  +  Eliix (36) 


For  values  of  x  from  a  to  Z, 


M^^-W{x-ay, 


and,  substituting  in  the  differential  equation  and  integrating, 
and 


E/i-^-^(x-a)«  +  c   •• (36) 


^7t;  =  ^-^(x-o)»  +  ctff  +  ci (37) 

Since  the  elastic  curve  is  continuous  at  the  point  x  »  a,  we  may  determine 
the  constants  c%  and  Ct  from  the  conditions  that  when  x  =  a  the  values  of  the 
slope,  given  by  equations  (34)  and  (36),  are  identical  and  the  values  of  the 
deflection,  given  by  (35)  and  (37),  are  also  identical. 

Hence  by  substituting  x  «  a  in  (34)  and  (36)  and  equating  and  solving  for 
ck,  we  obtain 

Ci  »  Elii, 

Similarly,  by  equating  (35)  and  (37)  we  obtain  ci  =  0.  Therefore,  for  values 
of  X  from  a  to  {, 

^«„^_EY^  +  ^7i (38) 

and 

Ej,^W^_WiB^^^j^^ (39) 

which  with  (34)  and  (35)  give  a  complete  set  of  equations  for  the  slope  and 
deflection  of  the  two  sections  of  the  elastic  curve  in  terms  of  the  unknown 
constant  ii. 

Finallv,  since  v  «  0  when  x  =  2,  we  obtain  from  equation  (39),  putting 
Z  -  a  =  6, 

*'^-6lFi<^-^>- 
Substituting  this  value  in  equations  (34),  (35),  (38)  and  (39),  we  obtun,  for 
values  of  x  from  0  to  a, 

EIi=^[Z^-Qf-V)] (40) 

B/»-^[x»-(P-6«)*J, (41) 

and,  for  values  of  x  from  a  to  f, 

B/,.g[:^_(P_l,),-?C£z:^^ (^ 
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Since  a>h,  the  value  of  x  for  the  point  of  greatest  deflection  will  be  found  by 
placing  the  expresaion  for  EH  (equation  40}  equal  to  zero  and  Bolving  for  x, 
which  gives 

Substituting  this  value  in  (41)  we  obtain,  for  the  greatest  deflection, 
Wh  r(P  -  y)^     (P  -  y)h  ^  Wh  , 

The  slope  at  the  left  hand  support,  obtained  by  putting  x  »  0  in  equation  (40), 
is  equal  to 

*'--6W(P-''> («> 

and  the  slope  at  the  right  hand  support,  obtained  by  putting  x  ->  2  in  equation 
(42),  18  equal  to 

^-^(2P-3N  +  5»), (46) 

ti  being  evidently  the  greatest  slope  in  the  beam. 

The  deflection  Va  of  the  beam  at  the  point  of  application  of  the  load  may  be 
found  by  substituting  x  «  a  in  equation  (41),  which  gives 

The  deflection  at  the  center  of  the  beam  may  be  found  by  substituting 
X  a  ^in  equation  (41),  which  gives 

When  the  load  W  is  applied  at  the  middle  of  the  span,  that  is  when  &"  o> 

the  value  of  the  mayimum  deflection  will  evidently  be  greater  than  its  value 
when  the  load  is  in  any  other  position  and  equation  (44)  will  reduce  to  the  form 
ci  equation  (24). 

A  mathematical  proof  of  this  may  be  had  by  differentiating  (44)  with 
respect  to  the  variable  (6),  the  value  of  h  obtained  by  placing  the  derivative 

equal  to  zero  being  equal  to ^* 

(g)  Simple  beam,  two  equal  concentrated  loads,  equidistant  from  the  ends 
(Fig.  126). — Let  W  «  the  magnitude  of  each  load;  then,  for  values  of  x  from 
Otoo, 

M^Wx; (49) 

and  by  integration  the  slope  equation  becomes 
and  thfe  deflection  equation 


Eli^'^  +  c (50) 


Elv^'^  +  cx  +  a (61) 
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Since  9  »  0  when  x  »  0,  it  is  evident  from  (51)  that  Ci  »  0  and,  if  we  let  ii  ■■ 
the  slope  at  the  left  hand  support  where  x  »>  0,  it  is  evident  from  (50)  that 
c  -  Elii: 


Henoe 
and 


EH 


FiQ.  126. 


EIv^^  +  EHiX. 
For  values  of  x  from  a  to  Z  —  a 

and  by  integration  the  slope  equation  beoomes 

Eli  =  Wax  +  0%.    . 
and  the  deflection  equation 

EIv  =  — -  +  ctff  +  ci. 


(62) 
(63) 

(64) 
(66) 
(66) 


Observe  that,  from  the  symmetry  of  the  loading,  i  «  0  when  x  ^^  and 

hence,  from  (55), 

Wal 


c>j«  -- 


2 


Also,  owing  to  the  continuity  of  the  elastic  curve,  when  x  ->  a  the  value  of  % 
from  (52)  is  identical  with  that  obtained  from  (55)  and  hence 


and 


B/». --^(I-a). 


•        •        •        • 


(67) 


Similarly,  when  x  »  a,  the  value  of  v  from  (53)  is  identical  with  the  value  of 
V  from  (56)  and,  substituting  the  values  of  Elk  and  ct  and  eqiiating,. 


and  hence 


•  Wa*      Wa*,,       .      Wa*      WaH  , 

-^--2-(f-a)--2 ^  +  c. 


Ct  = 


TTa' 
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Therefore,  the  general  equationB  for  slope  and  deflection  for  values  of  x  from 
0  to  a  reduce  to 

iy/i-^[x«-a(Z-.a)J (68) 

and 

^7»-^[x»-3aa-o)l, (69) 

o 

and,  for  values  of  x  from  a  to  ({  —  a), 

^/t-^(2a:-0 (60) 

and 

^/»=^[3x»-3fa  +  tf] (61) 

The  slope  and  deflection  at  any  point  on  the  curve,  for  values  of  x  from 
Q  —  dJiol,  can  evidently  be  found  from  equations  (68)  and  (69)  by  taking  the 
origin  at  the  right  hand  suppoij;  and  caUing  values  of  x  measured  to  the  left 
from  the  support  positive.    The  greatest  deflection  will  evidently  occur  at  the 

middle  of  the  span  and,  substituting  x  >=  -xin  (fil)  and  reducing, 

t^i--2^l3P-4a«l (62) 

The  greatest  value  of  the  slope  will  be  obtained  at  the  right  and  left  sup- 
ports, the  magnitude  being  the  same  at  each.  At  the  left  support  we  obtain 
from  (67) 

*>--S('-«) (®^> 

The  deflection  under  either  of  the  loads  can  be  found  by  putting  x  ->  a  in 
(69),  giving  the  value 

»a=  -S(3f-4a) (64) 

If  the  value  of  the  deflection  at  the  middle  of  the  span  (equation  62)  is 
compared  with  the  value  of  deflection  in  the  middle  of  the  span  for  Case  (0 
(equation  48),  the  former  value  will  be  found  to  be  double  the  latter. 

(h)  Beam  vnlh  overhanging  ends,  equal  concentrated  loads  at  ends  (Fig.  127). 
—  Let  a  =  the  length  of  each  of  the  overhanging  ends  and  let  each  of  the  loads 
equal  W.  Take  the  origin  at  the  left  hand  suj^port.  For  values  of  x  from 
OtoZ, 

JIfo  =»  -  TTo, (66) 

the  portion  of  the  beam  between  the  supports  being  subjected  to  imiform 
bending,  and  hence,  from  (Art.  97),  the  general  formulas  for  slope  and  deflec- 
tion are 

Bit  =  Molx  -  g) ♦  .    (66) 

,and 

EIv^^(2^-^lx) (67) 
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The  greatest  deflection  in  the  portion  of  the  beam  between  the  supports 
will  occur  at  the  middle  of  the  span  and  will  be  equal  to    * 

ilfoP 


Ob  =  — 


8^/' 


(68) 


and  the  greatest  slope  in  this  portion  will  occur  at  either  support,  the  slope  at 
the  left  support  being  equal  to 

MjL 


to-  - 


2Er 


(69) 


Fia.  127. 

For  points  on  the  elastic  curve  between  the  left  support  and  the  left  end  of 
the  beajn,  that  is,  for  negative  values  of  x  from  —  a  to  0,  the  bending  moment 
will  be  equal  to 

Af  =  -Wia.  +  x) (70) 

and  by  integration 

^/t= -TF^ox+D  +  c. \    .    (71) 

Since  the  slope  at  the  support  is  equal  to  to  (equation  69), 

C  «  JSIlQ  = jr-  =  -s—  t 


and  hence  the  general  slope  equation  becomes 


EIi=  -y(2aa:  +  a*-aZ). 


Integrating  again 


EIv^  "^(a^  +  j-alx^  +  ci,. 


(72) 
.(73) 


where  Ci  =  0,  since  p  =  0  when  x  =  0.  • 

The  greatest  slope  and  the  greatest  deflection  in  the  overhanging  end  wiU 
both  occur  at  the  end  of  the  beam  where  x  «  —  a  and  hence  for  this  portion 
of  the  beam  the  greatest  slope  will  be 

^'-J^(^  +  «) (74) 


and  the  greatest  deflection 


2  EI 
i%'--^(3/  +  2a) (76) 
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(i)  Simple  beam,  load  uniformly  dUtribiUed  over  a  portion  of  the  span  (Fig. 
128). — Let  a  «  the  distance  from  the  left  support  and  h  «  the  distance  from 
the  right  support  to  the  center  of  the  load,  which  is  uniformly  distributed  over 
the  distance  d.    Assume  a>h  and  note  that  W  »  wd. 


Rr^ 


(W-ml 


u — H*- 


-l-b- 


R.-^ 


Mii 


For  values  of  x  from  0  to  a 


Fig.  128. 

d 
2' 


M^^z. 


Substituting  in  the  differential  equation  and  integrating 


Eli^^  +  ElU, 


(76) 


(77) 


where  ii  »  the  Slope  at  the  left  support  and  hence  Elii  «  the  constant  of 
integration. 

Integrating  again, 

EIv^^  +  EIitx, (78) 

the  constant  of  integration  being  equal  to  lero,  since  0  —  0  when  x  «  0. 
For  values  of  x  from  o  —  ^  to  o  +  5 » 

^-?-l(x-«  +  g' .(79) 

and  hence  by  integration 

^^*--2r"  er-'^+sj +^ ^^> 

To  determine  Ct  observe  that  when  x  »  a  —  ^  the  values  of  the  slope  given  by 

equations  (77)  and  (80)  are  identical;  and  solving  for  eg  we  obtain 

ci  -  Elii. 
'Substituting  the  value  of  C|  in  (80)  and  integrating 
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Observing  that  the  values  of  v  given  by  (78)  and  (81)  are  identical  when  x  — 

2 
For  values  of  x  from  a  +  o  ^  ^> 

Af-^x-Tr(x-o); (82) 


and  henoe  by  integration 


»/<-^-f  (*-«;»+«* (83) 


Observing  that  the  values  of  t  given  by  (80)  and  (83)  are  identical  when  x  •- 
a  -f-  2>  we  obtain, 
ling  equal  terms, 

whence 


a  -f  o'  ^6  obtain,  by  substituting  the  values  of  x  and  c^,  equating  and  cancel 
jual  terms. 


Substituting  the  value  of  c^  in  (83)  and  integrating 

EIv  =  -^  -  -^  (x  -  a)» 24"  +  ^^*i^  +  <^-      •    •    (^) 

Observing  that  values  of  v  given  by  (81)  and  (84)  are  identical  when  x  « 

a  +  o  ^^^  substituting  the  values  of  x  and  Ci,  equating  and  cancelling  terms, 
«'  — • 

24  "         48  24  48  "^"^ 

and 

WdPa 

To  obtain  the  value  of  ti,  note  that  0  »  0  when  x  ^l  and  henoe  from  (84), 

„,.            Whl  ,W,j        X,  ,  TTd*      Wd*a 
EIv, ^^-^i^ay^—^-^ 

Substituting  the  value  of  Elii  in  the  foregoing  equations,  the  general 
equations  for  slope  and  deflection  are  as  follows: 

For  values  of  x  from  0  to  o  —  5 , 

mv^^\^^'^^(?-^)+^\ (87) 
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For  values  of  x  from  0—5^04-  « ' 


£/t-55{12a?-.4(P-6»)+d«}-^(x-a+^y, 


(88) 
(89) 


For  values  of  x  from  a  +  ^U}1, 
^/i-^{l2a?-4iP-6*)4-cP|  -f  (x-a)«-?^,   .    .    •     (90) 
^^"^  -  S  {4a?  -  4(i«  -  6«)  +cPj  -  E(:,  -a)»  -^  (X  -a).    (91) 

The  value  of  x  for  the  point  at  which  the  greatest  deflection  occurs  can  be 
determined  from  the  slope  equations.  Since  a  >  b,  to  determine  the  greatest 
deflection  it  will  be  necessary  to  find  the  value  of  x  for  which  the  slope  is  sero 
by  placing  either  equation  (86)  or  (88)  equal  to  zero.  The  one  of  these  two 
equations  which  will  give  the  tolution  will  depend  upon  the  distribution  of  the 
load.  While  ordinarily  the  equation  to  use  can  be  determined  from  an  inspec- 
tion of  tlie  loading,  in  some  cases  it  may  be  necessary  to  make  a  trial  solution 
with  one  equation  and  if  this  fails  to  use  the  other.  In  either  case,  pwing  to  the 
complexities  of  the  equations,  it  is  not  worthwhile  to  attempt  a  solution  in  the 
algebraic  form.  The  numerical  values  of  the  constants  should  be  substituted 
first,  after  which  a  solution  can  easily  be  obtained.  When  the  equation  is  of 
the  third  degree,  as  (88),  a  graphical  solution,  obtained  by  plotting  values  of 
EH  for  dififerent  values  of  x,  can  be  made  to  give  the  value  of  x  for  which  Eli 
»  0  with  sufficient  accuracy  for  all  ordinary  cases. 

When  the  load  is  considered  as  concentrated  at  a  single  point,  d  »  0  and 
equations  (86),  (87),  (90)  and  (91)  readily  reduce  to  the  forms  in  equations 
(40),  (41),  (42)  and  (43),  Case  (f). 

Symmetrical  loading. — When  the  loading  of  the  beam  is  symn^etrical  with 
respect  to  the  center  of  the  span,  a  »  &  and  the  greatest  deflection  will  occur 

at  the  middle  of  the  span,  where  x  »  a  »  &  -i  ;=  • 

Substituting  in  (89)  and  reducing 

'^'"3^^^''"^^  +  '''' (^^^ 

When  the  load  is  imif ormly  distributed  over  the  entire  span  d  ^l  and 
equations  (88),  (89)  and  (92)  will  readily  reduce  to  the  form  of  equations  (28), 
(29)  and  (31),  Case  (e). 

99.  Slope  and  Deflection,  LoAds  Considered  Simultaneously. 
—  In  cases  in  which  the  load  system  is  more  complex  than  in  those 
illustrated  in  Art.  (98)  the  general  method  of  procedure  is  the  satne 
as  that  illustrated  in  Case  (i)  of  that  article. 
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The  beam  is  divided  into  as  many  part^  as  are  necessary  to 
obtain  the  general  formulas  for  bending  moments,  throughout  the 
length.  These  values  are  substituted  in  the  differential  equation 
of  the  elastic  curve  and  two  integrations  for  each  division  give  the 
general  formulas  for  slope  and  deflection. 

The  constants  of  integration  are  determined  from  the  condi- 
tions of  continuity  of  the  elastic  curve  and  other  conditions, 
depending  on  the  way  in  which  the  beam  is  supported.  It  is 
evident  that  the  number  of  conditions  must  be  the  same  as  the 
number  of  unknown  constants. 

The  greatest  slope  will  be  at  one  of  the  ends  of  the  beam,  or  at  a 
point  of  inflexion. 

The  greatest  deflection  will  be  at  one  end  of  the  beam,  or  at  a 
point-  of  zero  slope. 

When  the  system  of  loading  is  complex  the  solution  for  any 
particular  case  can  be  simplified  considerably  by  writing  the 
values  of  the  bending  moment  for  the  different  divisions  of  the 
beam  in  terms  of  the  numerical  values  of  the  loads  and  the  variable 
Xj  as  in  the  following  case  (Pig.  129)  which  is  given  as  an  illustra- 
tion of  the  method  of  solving  a  numerical  problem. 


Rf-tfoo 


N:[jjpjiijp-' 


Fig.  129. 

The  beam  is  subjected  to  a  uniformly  distributed  load  of  intenfflty  w  »  600 
lbs.  per  ft.  and  the  two  concentrated  loads  of  3000  lbs.  and  600  lbs.  The 
supporting  forces  are  Ri  =  4500  lbs.  and  B%  »  8700  lbs. 

For  values  of  x  from  0  to  6, 

Af  =i4500x-300a^, (1) 

^i»  =  2260x«  -  100x»  +  c, (2) 

where  e  ■>  J?iii,  ti  being  the  slope  at  the  left  hand  support. 

JS?i»  -  750a:«  -  26a5«  +  JS?/h  X  4-  ci,      .    .    .    .    .     (3) 
where  the  constant  of  integration  Ci  »  0. 
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For  vsJues  of  x  from  6  to  12|, 

M-4500x-300a;^-3000(a:--6), (4) 

^it  =  2250a?«-100a;»-1500(x-6)«4-c,,    ....    (6) 
where,  from  the  condition  of  continuity  when  x  »  6,  ci  =  ^7^. 

^i»  =  760x»-25a^-500(x-6)»  +  ^iiia;4-Ci,     ...    (6) 

where,  from  the  condition  of  continuity  when  x  =  6,  C|  =»  0.    When  x  =  12, 
0  »  0  and  hence,  from  (6), 

Elii  =  -  55,800 (7) 

For  values  of  x  from  12  to  16, 

Af=  -600(16-a;) -300(16-x)«, (8) 

^7i  =  300  (16  -  x)»  4- 100  (16  -  a;)»  4- Ci,     .    .    •    .    (9) 
where,  from  the  condition  of  continuity  when  x  «  12,  ci  «  30,200. 

Ei»=.  -100  (16- x)»- 25(16 -x)^ +  30,200*  +  CI,  .    •     (lOy 

where,  since  o  »  0,  when  x  «  12,  ci  »  —349,600. 
Putting  (2)  equal  to  aero  and  solving  for  x, 

X  =  5.78  ft., 

and  hence,  to  find  the  greatest  deflection  between  the  supports,  put^x  »  5.78 
in  (3)  which  gives 

Elvo  =  750  X  5J8'-  -25  X  678* -  55,800  X  5.78  =  -  205,600,     .     (11) 
from  which  the  value  of  vo  can  be  easily  found  when  E  and  1  are  known. 

The  value  of  Elii  for  the  left  support  is  given  by  equation  (7)  and  the  value 
for  the  right  support  can  be  found  by  putting  x  »  12  in  either  (5)  or  (9), 
which  will  give 

Elit  =  41,400 (12), 

For  the  right  &ad  of  the  beam,  putting  x  »  16  in  (9),  we  obtain 

Eli'  *  30,200 r^.    .    (13) 

and  putting  x  »>  16  in  (10), 

EW  -=  133,600, (14) 

which  indicates  that  the  deflection  at  the  right  hand  end  is  upward  but  of  lesS' 
magnitude  than  the  value  of  Vo  between  the  supports. 

Note,  —  It  should  be  observed  that  in  the  foregoing  equations  the  linear) 
unit  is  the  foot  and  hence  E  represents  the  modulus  of  elasticity  expressed  inj 
Ibs./ft.*,  1  the  moment  of  inertia  expressed  in  (ft.)^  and  vo  the  greatest  defleo^. 
tion  expressed  in  ft. 

100.  Slope  and  Deflection,  Loads  Considered  Separately.  —  I^ 
the  system  of  loads  acting  on  a  beam  can  be  separated  into  one  or 
more  of  the  elementary  systems  given  in  Art.  (98),  the  slope  and 
deflection  at  any  point  may  be  computed  by  using  the  general 
formulas;  and  obtaining  the  slope  and  deflection  at  the  point  due 
to  each  elementary  S3rstem  separately  and  then  adding  together' 
the  results. 
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The  method  is  based  upon  the  same  prmciple  as  that  involved 
in  determining  shearing  forces  and  bending  moments  by  combining 
the  results,  obtained  by  considering  each  load  as  acting  alone 
(Art.  75).  According  to  that  principle  the  bending  moment  at 
any  section  of  a  beam,  subjected  to  any  system  of  loading,  may 
be  represented  by  the  expression 

M  =  3f  1  +  3f2  +  3fs  +  •  •  •  ,      .    .    .     (1) 

where  Afi,  Ms,  Afs,  etc.,  are  the  bending  moments  at  the  section 
due  to  each  of  the  loads,  or  parts  of  the  load  system,  acting  on  the 
beam.   * 

Hence  the  general  slope  equation  for  any  point  in  the  beam  may 
be  written 

Eli  ^  Csidx--   f{Mi  +  Af2  +  Af,  +  .  •  •)  daj 

==  CMidx+  CM2dx+  fMzdx+  •  •  • 

=  Elii  +  EIi2  +  EIu  +  '  '  '  , (2) 

where  fi,  12,  is,  etc.,  evidently  represent  the  values  of  the  slope  at 
the  point  due  to  each  part  of  the  load  system  acting  separately. 
Similarly, 

EIv  ^EI  jidx^EI  Ail  +  ii  +  i«  +  •  •  •  )dx 

=  EI  Ciidx  +  EI  Cudx  +  EI  fitdx+  '  '  ' 

=  EIvi  +  Elvt  +  Elvt  +  •  •  •  , (3) 

where  Vi,  vi,  t^,  etc.,  represent  values  of  the  deflection  at  the  point 
due  to  each  part  of  the  load  system  acting  separately. 

As  a  simple  illustration,  the  deflection  at  the  free  end  of  a  canti- 
lever beam,  due  to  a  load  TTi,  concentrated  at  the  end,  and  a* 
uniformly  distributed  load  TTj,  may  be  found  by  adding  (alge- 
braically) the  deflections  due  to  each  load  separately,  as  given  by 
the  formulas  (7)  and  (17)  (Art.  98),  giving  for  the  total  deflection 

"•  3^7      SEI ^*^ 

Similarly,  the  deflection  at  any  point  at  a  distance  x  from  the  fixed 
end  can  be  found  by  adding  (5)  and  (15)  (Art.  98),  giving 


V  = 


QEi ^"^ ^ ~ ''~ 2m \T~T'^  12) •  '   •   ^^^ 
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The  slopes  due  to  the  combined  loading  may  be  found  in  a 
similar  manner,  by  combining  (6)  with  (16)  and  (4)  with  (14) 
(Art.  98),  giving  for  the  slope  at  the  free  end 

^^      2EI     6Er 
and  for  the  slope  at  any  section 
Wix 


(6) 


5?(2Z.a:)-^,(pa:.W+0   .    .    (T) 

101.  Built-in  Beams,  or  Beams  with  Fixed  Ends.  —  Built-in, 
or  beams  with  "fixed  ends/'  so  called,  are  beams  that  are  held 
in  such  a  manner  that  the  slope  at  each  support  is  equal  to  zero. 
Such  a  beam  is  rarely  met  with  in  practice  but  cases  occur  which 
approximate  these  conditions. 

If  a  section  is  taken  through  such  a  beam  just  inside  of  either 
support  the  resultant  of  the  stress  on  the  section  will  consist  of  a 
couple,  which  is  the  resultant  of  the  normal  stress,  and  a  vertical 
force,  which  is  the  resultant  of  the  shearing  stress;  and  the  fun- 
damental difference  between  the  force  system,  acting  on  such  a 
beam,  and  that  on  a  simple  beam  loaded  in  the  same  manner,  is 
in  the  terminal  couples  Afi  and  Mi,  acting  as  indicated  (Fig.  130). 


Fig.  130. 

When  the  supports  are  at  or  near  the  same  level,  the  effect  of 
these  couples  will  be  to  reduce  the  magnitude  of  the  greatest 
bending  moment  and  the  greatest  deflection  below  the  values 
which  would  exist  if  the  beam  were  supported  as  a  simple  beam. 
Hence  a  beam  with  the  ends  securely  fastened  wiU  have  greater 
strength  and  stiffness  than  if  His  supported  as  a  simple  beam. 

When  the  loading  is  symmetrical  with  respect  to  the  middle  of 
the  span  the  couples  Mi  and  M^  are  of  equal  magnitude  and  oppo- 
rite  sign  and  the  shearing  forces  at  the  ends  are  equal  and  of  the 
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same  magnitude  as  if  the  beam  were  supported  as  a  simple  beam. 
When  the  loading  is  not  S3nnmetrical,  both  the  bending  moments 
and  shearing  forces  at  the  ends  are  unequal;  and  the  values  of  the 
shearing  forces  are  not  the  same  as  in  a  simple  beam  loaded  in  the 
same  manner. 

The  value  of  the  shearing  force  at  any  section,  at  a  distance  x 
from  the  origin,  will  evidently  be  represented  by  the  expression 

S^Si-^W-Cwdx (1) 

and  the  bending  moment  at  the  section,  by  the  expression 

M^Mi  +  SiX-^W{x-a)-ffwdxdx{PiTt.lS)..    (2) 

To  determine  the  values  of  Si  and  Mi  for  any  particular  case 
it  will  in  general  be  necessary  to  deduce  the  formulas  for  the  slope 
and  deflection  in  terms  of  the  value  of  il/,  as  expressed  in  equation 
(2),  by  int^ration  of  the  differential  equation  of  the  elastic  curve 
(Art.  96). 

In  a  few  simple  cases  a  solution  can  be  made  by  the  addition  of 
the  slope  and  deflection  equations  as  indicated  (Art.  100). 

The  following  cases  are  given  as  illustrations  of  the  methods 
which  may  be  used.  In  each  case  the  supports  are  on  the  same 
level  and  Afi  and  Mi  represent  the  couples  and  Si  and  S%  the 
resultant  shearing  stresses  acting  on  the  end  sections. 

(a)  Beam  fixed  at  the  ends,  single  concentrated  load  at  the  center  of  the  span 
(Fig.  131).  —  From  the  symmetry  Mi  —  —  M%  and,  taking  moments  about 
the  right  support, 

and  hence 

S, -f (3) 

The  load  system  may  be  divided  into  two  parts: 

(1)  Including  the  load  W  and  the  vertical  end  reactions; 

(2)  Including  the  terminal  couples  Mi  and  Mt. 

The  slope  at  0  due  to  the  load  W  and  vertical  reactions  alone  would  be 

'WP 

and  the  slope  at  0  due  to  the  uniform  bending,~produced  by  the  terminal 
couples,  would  be 

ti"--5^  (Art.  97). 
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Adding  together  (Art.  100)  we  have,  sinoe  the  slope  under  the  combined 
loading  is  sero. 

Mil        WP 


0  =  - 


whence 


2El      UEP 


(4) 


I 
I 
I 


Fig.  131. 

The  general  equations  for  the  slope  and  deflection  may  be  found  in  a  similar 
manner,  by  adding  the  expressions  already  deduced  for  the  two  parts  of  the 
load  system;  or,  by  integration,  from  the  differential  equation  of  the  elastic 
curve  as  follows: 


For  values  oi  x  from  0  to 


5- 

17 
2" 

and 

Af  » 

Afi+Ax- 

- 

and  by  integration 

and 


Wl     Wx      _W. 
8  "**   2    "       8  ^ 

Eli''  -~(te-2a«)   .    • 


EIv  ■ 


_W(^_  2£»\ 
8  \  2         3  /' 


(5) 


(6) 


(7) 


(8) 


both  constants  of  integration  being  equal  to  zero. 

Owing  to  the  synmietry,  these  equations  are  evidently  all  that  are  required 
to  find  the  slope  and  deflection  throughout  the  length  of  the  beam. 


When  «  =■  ^ ,  we  obtain  from  (6) 

M' 


m 

8  ' 


(9) 
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the  greatest  positive  value  of  the  bendiiig  momenti  and  from  (8) 


ttB  «  — 


192^7' 


(10) 


the  greatest  deflection  in  the  beam. 


To  determine  the  greatest  slope  note  that  Af  »  0  when  ^  "^  7  and,  by  sub- 


stituting in  (7),  we  obtain 


«•  "  - 


6^Er 


(11) 


I 


From  the  sjrmmetry  there  are  evidently  two  points  of  inflexion,  at  a  distance 

2  on  dther  side  of  the  middle  of  the  span. 

(b)  Beam  fixed  at  iHe  ends,  load  uniformly  dMributed  over  entire  span  (Fig. 
132).  —  Let  W  ^  td  equal  the  total  load  on  the  beam. 


r— ifrTTTT  Lji-^^^^'lHIIIIHIITTr^ "]^ 


Fig.  132. 


ThenMt- 

'Jlf,a&d 

&I-f?4 

ond 

+  Af  1  -  Mt  -  0 


(12) 


Dividing  the  load  erystem  into  two  part8»  (1)  the  uniformly  distributed 
load  and  vertical  reactions  and  (2)  the  terminal  couples  Mi  and  Mt,  the  slope 
at  0  due  to  (1)  acting  alone  would  be 

<i'-"o^  (Art.  98) 


24  £7 


and  that  due  to  (2)  alone  would  be 

Adding  together  and  solving  for  Mi, 

Ml- 


Mil 
2Ef 

m 

12* 


(13) 
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Proceeding  as>  before:  for  values  of  x  for  the  entire  span, 

5  =  5 -ti«-fy-2x), (14) 

M^Mx+SiZ^-Y"  -12  "^2** — 2 

"'(P-6te  +  6a;^), (16) 


12 
12 


Eli^  -^(px-ZM-\-2a^) (16) 


and 

i5»r«  « . 

12V  2 


^/t;=-^(^-2..  +  |), (17) 


both  constants  of  integration  being  equal  to  zero. 

When  z  »  ^,  we  obtain  for  the  greatest  positive  bending  moment 

^  "  24       24 (^^> 

and  for  the  greatest  deflection 

^"       384^7  "      384^7*  •    '    '  J    *    '    ^^ 
Placing  (15)  equal  to  zero,  we  obtain  for  the  points  of  inflenon 

showing  that  the  points  of  inflexion  are  at  a  distance 

— ^  =  0.2887Z 
2V3 

from  the  middle  of  the  span. 

At  the  left  hand  point  of  inflexion  the  value  of  the  slope,  obtained  by 

substituting  the  above  value  of  x  in  (16),  will  be  equal  to 

to  » 7= —  = 7= — (21) 

72  VSEI  72  V^EI 

(c)  Beam  fixed  ai  the  ends^  two  equal  concerUrated  loads,  equidistant  from  the 
ends  (Fig.  133).  —  Let  W  »  the  magnitude  of  each  load  and  a  «  the  distance 
between  the  load  and  the  end  of  the  beam.  Since  the  loading  is  symmetrical 
Af I  =  —  Af  1  and,  evidently, 

iSi  =  TF (22) 

Dividing  the  load  system  into  two  parts,  (1)  the  loads  W  and  the  vertical 
reactions  and  (2)  the  terminal  couples  Mi  and  Aft,  the  slope  at  0  due  to  (1) 
acting  alone  would  be 

tV=-^ff-a)(Art.98) 
and  Ihat  due  to  (2)  alone  would  be 
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Adding  together  and  solving  for  ilf i, 


(23) 


Fig.  133. 

Proceeding  as  before:  for  values  of  x  from  0  to  a, 

&^W 


and 


22 


both  constants  of  integration  being  equal  to  zero. 
For  values  of  x  from  a  to  Z  —  a, 

5-6, 


Jlf' =iJlfi+&a;-Tr(x 


which  is  evidently  the  greatest  poeitive  holding  moment, 
Wcfx      Wa* 
I  2    ' 


Eli 


Wa* 


(24) 
(25) 

(26) 
(27) 

(28) 
(29) 

(30) 


where  the  constant  — ^  is  easily  determined  from  the  condition  of  con- 
tinuity at  X  —  a,  and 


_,       Wahf      Wa*x  ,  Wa* 


(31) 


where  the  constant  —^  is  readily  determined  from  the  continuity. 

The  slope  and  deflection  at  any  point  between  x  »  Z  —  a  and  x  »  {  can 
evidently  be  obtained  from  (26)  and  (27)  by  taking  the  origin  at  the  right  hand 
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end  of  the  beam.     The  greatest  deflection  will  occur  when  x  ^-^  and  sub- 
Btituting  in  (31)  and  reducii^g 

t^=-^(3Z-4a). (32) 

The  points  of  inflexion  will  be  located  between  the  fixed  ends  and  ih&  loads 
TF.  The  distance  of  these  points  from  the  supports  can  be  easily  obtained 
by  putting  (25)  equal  to  zero. 

(d)  Beam  fixed  at  ends,  Hngle  concerUraUd  load  not  at  center  (Fig.  134).  —  In 
this  case  the  terminal  couples  are  not  equal  and  both  Si  and  Mi  must  be  deter- 
mined from  the  properties  of  the  elastic  curve.    Assume  a  >b. 


I 


. — ^.4 _4  v- 


FiQ.  134. 


For  values  of  x  from  0  to  a, 

5  =  &,  .    .    . 
•      ilf  »  M I  +  SiXi, 

EH 


both  oonstaats  bong  equal  to  eeto,  sinoe  t  »  0  and  «  .■  0  when  x  "  0. 
For  values  of  x  from  a  to  {, 

S  =  Si-W, 

M  "Mi+SiX-Wix-a), 


(33) 
(34) 

(35) 
(36) 


(37) 
(38) 


EIi''MiX+^-^(x-ay  +  c^ 


.    .    .    (39) 
where,  from  the  oondidon  ot  oontinuity  when  x  »  a,  it  is  evident  that  ^  »  0, 

Elv^^+^-'^{x-a)'  +  c (40) 

where,  from  the  condition  of  continuity,  c«  «  0  also. 
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The  values  of  Mi  and  Si  may  now  be  determined  from  the  conditionB  »  »  0 
and  V  ^0  when  x  =  I,    Making  the  substitutionfl  in  (39)  and  (40), 

2Mil  +5iP-}Fft»-a, 
3AfiP  +  &Z«-lF6»-0. 

Solving  for  Mi  and  Si, 

M..-^ (41) 

&-^(l  +  2a)=5J!(6  +  3o) (42) 

SubsUtuting  the  values  of  Si  and  Mi  in  (33),  (34),  (35)  and  (36)  and  re- 
ducing, we  have  for  the  general  formulas,  for  values  of  x  from  0  to  a, 

8^'^(f  +  2a) (43) 

lf-^[a  +  2a)x-«J], (44) 

J?/t-^[(I  +  2a)*-2afl, (46) 

EIv  ^^^Kl  +  2a)x  -  Son.    ......    (46) 

The  'greatest  positive  bending  moment  ynU  be  obtained  when  x  ■•  a  and, 
substituting  in  (44),  its  value  is  found  to  be  equal  to 

M'-^..    .    .-. (47) 

Placing  (45)  equal  to  zero,  we  obtain,  for  the  point  of  greatest  deflection, 

*"fTT3' <«> 

and  substituting  in  (46)  we  obtain,  for  the  greatest  deflection, 

*^"      Sll  +  2ayEI ^*"^ 

The  deflection  at  the  load  W,  where  a;  »  a,  is  equal  to 

*'-  =  -375;&7' ^<^> 

and,  when  :e  >»  ^ ,  we  have  for  the  deflection  at  the  middle  of  the  span, 
Jt  

''--Sm^*"-^ («> 

Putting  (44)  equal  to  zero,  we  obtain  for  the  point  of  inflexion 

"TTTa <«=»> 

and,  substituting  in  (45),  the  slope  at  this  point  is  equal  to 

*  2l(l  +  2a)El ^^^ 
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With  the  exoeption  oC equations  (48),  (49)  and  (51),  all  of  the  equations 
will  evidently  apply  to  the  portion  of  the  beam  between  the  load  and  the  right 
support,  provided  the  origin  is  taken  at  the  right  end,  with  x  positive  to  the 
left  and  the  dimensions  a  and  h  reversed. 

For  example,  the  expression  for  the  bending  moment  at  the  right  end  will  be 


M,  -  - 


Wa^h, 


and  that  for  the  shearing  force  at  the  right  end, 

&-^*(o  +  36) 


(64) 


(56) 


102.  Determination  of  Supporting  Forces  for  Beams  which  are 
Statically  Indeterminate.  —  The  method  employed  in  Art.  (101), 
by  means  of  which  the  equations  for  slope  and  deflection  are 
made  to  furnish  the  conditions,  in  addition  to  the  laws  of  equilib- 
rium, which  are  needed  to  determine  shearing  forces  and  bend- 
ing moments  in  beams  fixed  at  the  ends,  may  be  extended  to  apply 
to  other  statically  indeterminate  cases. 

By  use  of  the  formulas  for  the  cases  in  Art.  (98)  the  method 
may  be  used  to  determine  the  bending  moments  and  shearing 
forces  in  any  beam  subjected  to  concentrated  and  imiformly  dis- 
tributed loads.  The  beam  may  be  supported  at  any  number  of 
points  and  one  or  both  ends  may  be  either  supported  or  fixed.  The 
method  is  not  convenient  to  use,  however,  except  in  a  few  simple 
cases,  such  as  the  following: 

(a)  Beam  fixed  at  one  end  and  supported  at  the  other  and  loaded  uniformly 
(Fig.  136).  —  Let  W  ^  td  equal  the  total  load  and  assume  that  the  supports 


Fig.  136. 


are  on  the  same  level.  Consider  the  beam  as  a  cantilever  subjected  to  the  two 
load  systems:  (1)  the  uniformly  distributed  load  W  ^  wl,  (2)  the  right  hand 
0UDporting  f oroe  B%. 
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The  deflection  at  the  right  end,  if  the  load  W  were  acting  alone,  would  be 

and  the  deflection,  if  the- force  R%  were  acting  alone,  would  be 

^      ZEI' 
As  the  supports  are  on  the  same  level,  we  obtain,  by  adding, 

"  SEl^SEP 

whence 

ft-^-f .  .  (1) 

Therefore  the  bending  moment  at  the  fixed  end  will  be  equal  to 

j^       J,,      wt^     ZWl      Wl          Wl  ,«. 

Ml  ^  lUf,  — Y  ~  ~g 2""  — 8" ^ 

and  the  shearing  force  at  the  fixed  end  will  be  equal  to 

Si'W-^"^ <3) 

Hence,  for  any  section  at  a  distance  x  to  the  right  of  the  origin, 

5-^-tia-|(5i-8x), (4) 

■^  Wl  ,  5W        W3?     «7 ,- ,        ,   .      wv  ,gx 

Af  = --g- +-g-a;--2- =•  g(5la;-4aj^-P),    ...    (5) 


and 


„j.       wf5lx*     a^      lh^\  .-V 


both  constants  of  integration  being  equal  to  zero. 
The  shearing  force  will  be  equal  to  zero  when 


and  the  greatest  positive  bending  moment  will  be  equal  to 

^'-m^'"'^^ <^> 

The  slope  will  equal  zero  when 

X  =  0.58 1  (nearly) (10) 

and  the  greatest  deflection  will  be  equal  to 

0.0054  ii;^^  0.0054  TFZ' .  ^    ,  x  ,.  .x 

vo= ^ —  = j^ (nearly).      .    .    .  (11; 


For  the  point  of  inflexion 

I 


(12) 
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and  the  slope  at  this  point  will  be  equal  to 

11  xd*  11  WV 


to  =  - 


7QSEI 


rossr 


(13) 


The  greatest  slope  will  occur  at  the  right  end,  where  «  »  2^  and  will  be 
equal  to 


H  « 


48^7      48J?/' 


(14) 


(b)  Beam  supported  at  three  pointe  on  the  same  levels  xoUh  the  two  spans  equal, 
and  subjected  to  a  uniformly  distributed  load  (Fig.  136).  —  Evidently  the  slope 
of  the  beam  over  the  middle  support  will  be  equal  to  zero  and  the  elastic  curve 
will  be  symmetrical  with  respect  to  the  vertical  axis  at  the  middle  support; 
and,  moreover,  the  curve  for  each  span  will  be  of  the  same  fonn  as  the  elastic 
curve  of  the  beam  in  Case  (a). 


utiTTTTTTTTTTTTTITmTr..'  *  '   *  " 


T'^r^^ 


TiQ,  136. 


Hence,  if  we  let  Z  »  the  length  of  each  span  and  TF  «  wl  equal  the  total 
load  in  each  span,  all  of  the  formiilas  for  Case  (a)  will  apply  directly  to  the 
right  hand  span;  and,  for  all  points  in  the  left  hand  span,  the  values  of  bending 
moments,  slopes  and  deflections  can  be  determined  from  sjrmmetry. 

The  supporting  forces  at  the  ends  will  evidently  be  equal  to 


Ri 


and  the  support  at  the  center  will  be  equal  to 

5jd 
4   • 


ft 


(16) 


(16) 


Another  solution  of  the  problem  may  be  made  by  treating  the  beam  as 
having  a  single  span  2  I  and  subjected  to  the  load  S3r8tem  consisting  of:  (1) 
a  uniformly  distributed  load  of  intensity  w  and  (2)  an  unknown  concentrated 
load  iEo  at  the  middle  of  the  span,  acting  in  the  direction  opposite  to  the  dis- 
tributed load  and  of  sufficient  magnitude  to  make  the  deflection  at  its  point  of 
appUcation  equal  to  zero.  Applying  the  formulas  (Art.  98),  the  deflection  at 
the  center  of  the  span,  due  to  the  uniformly  distributed  load  acting  alone, 
would  be  equal  to 

5  (2  wD  (2D* 6j^  ....     (17) 


1)^'  =  - 


384  J?/ 


24 -K/ 
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and  that  due  to  the  ocmoentrated  force  Bq  acting  alone  would  be  equal  to 

^""m <i8> 

Since  the  resultant  deflection  at  the  middle  support  is  equal  to  lero^ 


Po'+no" 


and  hence 


6^7      24^7 


-0, 


(19) 


as  before.    The  rest  of  the  solution  would  be  the  same  as  that  for  Case  (a). 

The  latter  method  of  solving  the  problem  can  evidently  be  applied  when 
the  middle  support  is  above  or  below  the  level  of  the  other  two,  by  placing  (19) 
equal  to  the  difference  in  level  of  the  supports,  observing  that  the  difference  in 
level  must  be  positive  when  the  middle  support  is  higher  than  the  other  two  and 
negative  when  lower. 

(c)  Beam  fixed  at  one  end  and  supported  at  the  other,  subjected  to  a  uniformly 
distributed  and  a  concentrated  load  (Pig.  137).  —  A  numerical  solution  of  this 
case  will  be  given,  asHuming  that  w  »  lOCX)  lbs.  per  ft.  and  that  the  supports 
are  on  the  same  level. 


Fig.  137. 

Treat  the  beam  as  a  cantilever  and  apply  the  condition  that  the  total 
deflection  at  the  right  support,  due  to  (1)  the  loads  on  the  beam  and  (2)  the 
supporting  force  Rt,  is  equal  to  zero.  Then,  by  substituting  in  formiilas  (12). 
(17)  and  (7)  (Art.  98)  and  adding  the  deflections,  we  obtain 

8000  X  36  (12  +  12)      10,000  X  1000     fe  X  1000 

QEI  SEI  "*"      SEI      ""• 

.-.  Bt  =  7206  lbs. 

,  Observing  that,  according  to  the  usual  system  of  signs,  the  shearing  force 
at  the  left  of  the  support  Rt  is  negative,  and  letting  Si  «  the  shearing  force 
at  the  right  of  the  fixed  support, 

&  -  8000  -  10,000  =  -  7206 
and  hence 

&  "  10,794  lbs. 
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Following  again  the  usual  system  of  signs,  the  bending  moment  at  the  fixed 
support  will  be  equal  to 

Ml  -  7206  X  10  -  8000  X  6  -  10,000  X  6  -  -  25,940  ft.  lbs. 
The  general  equations,  for  values  of  x  from  0  to  6,  will  be 

5 -10,794- 1000  X, (1) 

Af  - -25,940 +  10,794  a?- 600  a!«,   '* (2) 

J?7i=*- 25,940  «  + 5397  «^-^5|£! (3) 

and 

J?J»-  -12,9702!^  + 1799  «»--^^ (4) 

The  shearing  force  is  evidently  zero  under  the  concentrated  load  and  hence 
the  greatest  positive  bending  moment  will  be  equal  to 

M'  -  -  25,940  -f  10,794  X  6  -  500  X  36  =  20,820  ft.  lbs. 
Placing  (3)  equal  to  zero  and  solving  for  g^,  we  obtain 

«  =  5.9  ft., 

and,  substituting  in  (4),  the  value  of  EIv  at  the  point  of  greatest  deflecticm 
becomes  equal  to 

EIvq  =.  -  132,000, 

from  which  the  value  of  vo  for  any  given  values  of  E  and  I  may  be  determined. 
Placing  (2)  equal  to  zero,  the  value  of  x  for  the  point  of  inflexion  is  found 
to  be 

a;  =  2.8  ft. 

To  obtain  the  greatest  slope  it  would  be  necessary  to  deduce  the  general 
equations  for  values  of  x  from  6  to  10,  the  greatest  value  of  the  slope  being 
evidently  obtained  when  x  »  10.  If  the  solution  of  (3)  had  given  a  value  of 
X  >  6  it  would  also  have  been  necessary  to  use  these  equations  to  determine 
the  greatest  deflection. 

Reference  should  be  made  to  the  note  (Art.  99)  in  regard  to  the  imits  for 
the  values  of  E,  I  and  Vo  in  the  preceding  equations. 

103.  Deflection  of  Beams  of  Non-Uniform  Cross  Section. 
Beams  of  Uniform  Strength.  —  If  the  principles  of  the  theory  of 
bending  are  assumed  to  apply  to  beams  in  which  the  cross  sections 
vary,  the  equations  of  the  elastic  curve  may  be  obtained  by  inte- 
grating the  dijBferential  equation  (Art.  96),  provided  the  value  of 

y  can  be  expressed  in  integrable  terms  of  x. 

The  following  are  given  as  illustrations  of  the  application  of  the 
theory  in  the  case  of  beams  of  uniform  strength  and  of  rectangular 
cross  section  (Art.  85),  the  same  limitations  being  imposed  as  in  the 
article  referred  to.  The  formulas  obtained  can  be  used  to  give 
approximate  results  only,  inasmuch  as  for  nearly  all  systems  of 
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loading  it  is  impossible  to  construct  a  beam  of  exact  muform 
strength  throughout  its  entire  length. 

(a)  Cantilever  beam  of  uniform  depth  suibjected  to  a  concentrated  load  at  the 
free  end, — Let  TF  »  the  load,  I  =  the  length  of  the  beam,  7o  »  the  moment  of 
inertia  and  Mo  =  the  bending  moment  at  the  cross  section  at  the  fixed  end. 
Fig.  (120)  may  be  taken  to  illustrate  the  beam  and  its  bending  moment 
diagram. 

For  a  beam  of  uniform  strength 

.     Mc 

f  =  -J-  —&  constant. 

Hence  in  this  case,  since  c  »  a  constant,  the  value  at  any  cross  section  of  the 
quantity 

HJt  mi.  M/f 

=  a  constant (1) 


M     Mo      -Wl 


I        /o  h 

and,  therefore,  the  equation  of  the  elastic  curve  may  be  written 

d*if_JM      -Wl  . 

dx^'^El'^    EIo ^^ 

Integrating 

<--s «) 

and 

"'-jEh' (*^ 

both  constants  bmg  equal  to  zero. 

The  greatest  slope  and  the  greatest  deflection  will  occur  when  a;  —  {  and 
hence 

"^--^Wo ® 

and 

^=-m, <«> 

(b)  CantHever  beam  of  uniform  breadth,  subjected  to  a  concentrated  load  at  the 
free  end  (Fig.  120).  —  Following  the  notation  adopted  in  the  preceding  case, 
we  shall  have 

Mc  _  Mffio . 

and,  if  we  let  b  =  the  breadth  of  the  beam  and  ho  =  the  depth  of  the  cross 
section  at  the  fixed  end  and  h  =  the  depth  at  any  section  at  a  distance  z  from 
the  fixed  end,  this  equation  will  reduce  to 

-QWil-x)  ^  -eWl 

Solving  for  the  value  of  the  depth  h  at  any  point,  we  obtain 

and  hence  at  any  cross  section  the  value  of 

M^12M^      12W{l-x)fi  ^  Wl^ 

I      >A«  6V  («-«)*  /o(Z-»)*' 


(7) 
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Substituting  in  the  differential  equation, 


and  integrating 


where  the  constant  of  integration  is  equal  to  — ^r-. 
Integrating  again 


3^/o^       ^         EIo    '^  ZEIo* 


4Wl* 
the  constant  of  mtegration  being  equal  to  ^^ 


fo 


Substituting  x  »  2  in  (9)  and  (10)  and  reducing,  the  equations  for  the 
greatest  slope  and  deflection  become 


and 


2TFP  ,-,. 

••"•"■-^ ^^" 

2T^i'  /ION 

^-"3^ (12) 


(c)  Beam  of  uniform  depths  supported  at  the  ends  and  sulbjeded  to  a  single 
load  concerUrated  at  the  middle  of  the  span  (Fig.  123).  —  Let  TF  »  the  load  and 
2  =  the  length  of  the  span.  The  half  of  the  beam  on  either  side  of  the  center 
will  evidently  be  loaded  under  the  same  conditions  as  the  cantilever  beam  in 
Case  (a)  and  hence  the  width  of  the  cross  section  will  vary  uniformly  from  zero 
at  the  support  to  a  maximum  at  the  center  of  the  beam. 

The  following  equations  for  the  greatest  slope  and  deflection  can,  therefore, 

W  I 

be  obtained  by  substituting  -^  for  W  and  ^  for  Z  in  equations  (5)  and  (6),  and 
^  z  ^ 

making  proper  allowance  for  the  signs,  whence 


and 


^'-mr."  '  '. ("> 


where  7o  evidently  represents  the  moment  of  inertia  of  the  cross  section  at  the 
middle  of  the  beam. 

(d)  Beam  of  uniform  breadth,  supported  at  the  ends  and  subjected  to  a  single 
load  concentrated  at  the  middle  of  the  span  (Fig.  123).  —  The  two  halves  of  the 
beam  will  be  of  the  same  form  as  the  cantilever  beam  Case  (b)  and  the  equa- 
tions for  the  greatest  slope  and  deflection  can  be  obtained  from  (11)  and  (12) 

W  I  ' 

by  substituting  -^  for  W  and  5  for  2  in  the  same  manner  as  in  the  preceding 
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Heaoe 


*^--or. ti6) 


u 

and 

Wl* 

^'      24  ^V 
where  /o  "■  the  momeat  of  inertia  of  the  middle  croflB  section  as  before. 

With  a  few  exceptions  the  formulas  for  slope  and  deflections  for 
rectangular  beams  of  uniform  strength  can  be  determined  for  all 
simple  systems  of  loading  by  the  methods  indicated  in  the  pre- 
ceding cases. 

104.  Greatest  Deflection  in  Terms  of  the  Greatest  Bending 
Moment  or  the  Greatest  Fiber  Stress.  —  The  formula  for  the 
greatest  deflection  of  a  beam,  subjected  to  any  system  of  loading, 
can  always  be  expressed  in  terms  of  the  greatest  bending  moment 
by  substituting  for  the  load  W  in  the  formula  its  value  in  terms  of 
Mo.  Likewise  by  expressing  W  in  terms  of  the  greatest  outside 
fiber  stress,  determined  from  the  formula 

-     Afoc 

the  formula  for  the  greatest  deflection  can  be  expressed  in  terms 
of/. 

For  an  illustration  take  the  case  of  a  simple  beam,  of  length  Z, 
subjected  to  a  uniformly  distributed  load  W  (Fig.  124).  The 
greatest  bending  moment  in  this  case  is  equal  to 

Mo  =  -g-» 

and  hence 

SMo 


W 


I 


and  the  load,  expressed  in  terms  of  the  greatest  fiber  stress,  is 
equal  to 

Ic 

Substituting  these  values  in  the  formula  for  the  greatest  deflection 
and  disregarding  signs  we  have 

_  5WP  _  5MoP  _  5fP_  .  . 

*"'     384^7      48^7 '"48£c ^^^ 

When  the  cross  section  is  symmetrical  with  respect  to  the 
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neutral  axis,  if  we  let  h  =  the  dep^  of  the  beam,  equation  (1) 
may  be  written 

■»=is ® 

As  another  illustration  we  may  take  the  case  of  the  simple  beam 
symmetrically  loaded  with  two  concentrated  loads  W  (Fig.  126). 
In  this  case  Mq  —  Wa  and  hence  each  load 

^  "  a  ' 

and  each  load,  expressed  in  terms  of  the  greatest  fiber  stress,  will 
be  equal  to 

ac 

Substituting  the  value  in  the  formula  for  the  greatest  deflection, 
disregarding  signs  and  reducing,  we  have 

^V(3P~4a^)  =  ^(3P-.4a«);    .    .    (3) 


t;o  = 


2AEI^  '      24:Ec' 


and  for  a  cross  section  of  depth  A,  symmetrical  with  respect  to  the 
neutral  axis, 

'^=i4i(3^-*«*> ^*> 

Similar  expressions  can  easily  be  obtained  for  all  of  the  simple 
systems  of  loading. 

105.  Allowable  Deflection  of  Floor  Beams.  —  To  provide 

against  too  great  a  deflection  of  the  beams  supporting  a  floor, 

'when  subjected  to  the  full  load  that  may  be  put  upon  them,  it  is 

customary  to  limit  the  greatest  allowable  deflection  to  some  small 

fractional  part  of  the  span,  such  as 

^^^MO*    ^"360'    ^^    «o  =  W,    .    .    -    (1) 

where  k  =  any  small  fractional  part  of  the  span. 

In  any  particular  case  the  size  of  the  beam  required  to  satisfy 
this  condition  may  be  found  by  solving  the  formula  for  the  greatest 
deflection  for  the  value  of  /.  For  example,  if  we  limit  to  Id  the 
greatest  deflection  of  a  beam  supported  at  the  ends  and  subjected 
to  a  uniformly  distributed  load  W  (Fig.  124),  by  substituting  this 
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value  for  v^  in  equatioA  (31)  (Art.  98)  we  shall  obtain 

ZMEI 
and  solving  for  /, 

-     ^      ZUEk ^^^ 

Having  the  value  of  /,  the  size  of  the  beam  of  any  cross  section 
and  material,  required  to  satisfy  the  condition,  may  be  readily 
found  from  a  table  of  moments  of  inertia. 

If  the  size  of  the  beam,  determined  in  this  manner,  is  compared 
with  that  obtained  from  the  formula 

c  ~  7  ~  87' ^^^ 

we  shall  find  that,  when  the  length  of  the  span  is  greater  than  a 
certain  definite  amount,  the  size  of  the  beam  determined  from 
equation  (2)  will  be  greater  than  that  obtained  from  (3)  and  vice 
versa  when  the  length  of  the  span  is  less  than  the  amount. 

The  length  of  span,  for  which  both  conditions  will  be  satisfied 
simultaneously,  can  be  obtained  by  combining  (2)  and  (3)  and 
solving  for  i,  whibh  will  give 

1     48JEA^  ,., 

^^~br ^*^ 

When  the  cross  section  is  symmetrical  with  respect  to  the 
neutral  axis,  the  value  obtained  by  substituting  wo  =  W  in  formula 
(2)  (Art.  104)  for  the  deflection  in  terms  of  the  greatest  fiber 
stress,  of  the  beam  supported  at  the  ends  and  subjected  to  a 
uniformly  distributed  load,  is. 


2^  Eh' 
and  solving  for  h, 

A  similar  expression  for  the  value  of  c  when  the  cross  section 
is  not  symmetrical  with  respect  to  the  neutral  axis  may  be  ob- 
tained by  substituting  Vo  =  fcZ,  in  equation  (1)  (Art.  104) : 

"-48£Jk (^) 

Similar  expressions  for  determining  the  depth  of  the  beam  in 
terms  of  the  greatest  fiber  stress  and  the  constant  A;  for  the 
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other  systems  of  loading  discussed  in  the  preceding  articles  may 
readily  be  obtained. 

It  is  evident  from  the  preceding  that  it  is  always  possible  to 
design  the  cross  section  of  a  beam,  of  any  material  subjected  to 
any  given  system  of  loading,  in  such  a  manner  that  the  greatest 
deflection  and  the  greatest  fiber  stress  stall  have  any  predeter- 
mined values. 

It  is  not  always  practicable  to  do  this,  but  the  determination  of 
the  value  of  h  is  frequently  an  aid  in  making  the  choice  of  the  cross 
section  for  a  given  case.  When,  for  example,  the  depth  of  the 
cross  section  of  a  beam  supported  at  the  ends  and  loaded  uniformly 
is  equal  to  the  value  given  by  equation  (5),  the  required  moment 
of  inertia  of  the  section  may  be  determined,  either  from  the  formula 
for  the  section  modulus  in  terms  of  the  greatest  fiber  stress,  or  from 
the  formula  for  the  moment  of  inertia  in  terms  of  the  greatest 
deflection.  If,  however,  the  depth  h  is  less  than  the  value  given 
by  (5),  the  required  value  of  /  must  be  determined  from  the  de- 
flection formula  and,  if  A  is  greater  than  the  value  given  by  (5),  the 
value  of  /  must  be  determined  from  the  fiber  stress  formula. 

106.  Summary  —  Formulas  for  Bending  Moments  and  De- 
flections. —  The  table  on  page  (224)  comprises  a  summary  of  the 
formulas,  for  the  more  common  cases  discussed  in  Articles  (74), 
(97),  (98),  (101)  and  (105),  the  values  given  for  each  case  being 
the  following: 

(1)  The  greatest  bending  moment  Mo  in  terms  of  W. 

(2)  The  greatest  deflection  voi  (a)  in  terms  of  W;  (b)  in  terms 
of  the  greatest  bending  moment  Mo;  (c)  in  terms  of  the  greatest 
fiber  stress  /  and  the  depth  A  of  a  symmetrical  cross  section. 

(3)  The  depth  A  of  a  cross  section,  symmetrical  with  respect  to 
the  neutral  axis,  required  to  satisfy  the  two  conditions:  (a)  the 
greatest  deflection  shall  equal  kl  and  (b)  the  greatest  fiber  stress 
shall  equal  /. 

The  numbers  in  the  second  column  refer  to  the  figures  showing 
sketches  of  the  loading  and  bending  moment  diagrams  for  each 
case.    The  algebraic  signs  are  omitted. 
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107.  Slope  and  Deflection  from  the  Bending  Moment  Dia- 
gram. —  If  we  refer  to  the  general  equation  for  the  slope  of  the 
elastic  curve  (Art.  96)  for  any  beam  of  uniform  section,  it  will  be 
evident  that  the  difference  between  the  product  Elii  for  any  point 
on  the  curve,  distant  Xi  from  the  origin,  and  the  product  Elio,  of 
EI  and  the  slope  io  of  the  curve  at  the  origin,  will  be  represented 
by  the  area  of  the  portion  of  the  bending  moment  diagram,  be- 
tween the  origin  and  the  ordinate  at  the  point  Xi. 

As  an  illustration  let  the  curve  OnX  (Fig.  138)  represent  the 


elastic  ciu^e  of  a  beam,  referred  to  the  axes  OX  and  OF,  and  let 
OBX  represent  the  bending  moment  diagram  for  the  same  beam. 
K  we  let  ii  =  the  slope  at  any  point,  distant  xi  from  0,  the  general 
equation  may  be  written,  using  limits  of  integration, 

and  hence  the  value  of  the  difference  of  the  products  Elii  and 
Elio  is  represented  by  the  area  OAB,  under  the  bending  moment 
curve  between  the  ori^n  0  and  the  ordinate  AB,  at  the  distance  Xi 
from  0. 

This  furnishes  another  method  of  finding  the  value  of  ii  when 
the  constant  to  can  be  found.  If  we  let  X2  —  the  co5rdinate  of  the 
point  on  the  curve  at  which  the  slope  is  zero,  it  is  evident  that  for 
this  point  equation  (1)  reduces  to 


Mdx-=  -  Elioy 


(2) 


and  therefore,  when  the  value  of  Xi  is  known,  by  inspection  or 
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otherwise,  the  value  of  Elia  will  be  represented  by  the  area  OCD, 
between  the  origin  and  the  ordinate  CD,  at  the  distance  Xi  from  0. 
The  general  equation  for  the  deflection  at  any  point  in  the 
elastic  curve  may  evidently  be  written 

EI  Cdv^ElJidx. 

Substituting  for  Eli  in  this  equation  its  general  value  of  Elii, 
determined  from  equation  (1),  and  introducing  limits  we  have 

EI  I       dv  =  EIiol       dx+l        I      Mdxdx,    .    (3) 

which  for  any  case  reduces  to 

EIvi  =  EIwi  +  r"'  r^M  dxdx=^  Eli^i  +  Y,  .    (4) 

where  vi  =  the  deflection  at  any  point,  distant  Xi  from  0,  and 

X 

Mdxdx 


J^x=x,    /•«- 
x-0    t/x»C 


is  evidently  equal  to  the  moment  of  the  area  OAB  about  the 
ordinate  AZ^  at  a  distance  Xi  from  0. 

When  the  beam  is  a  cantilever,  if  the  origin  is  taken  at  the  fixed 
end,  lo  =  0  and  (4)  reduces  to 

EIVy^Y) (5) 

and  the  greatest  deflection  will  occur  at  the  free  end,  where  7=  the 
moment  of  the  entire  area  of  the  bending  moment  diagram  about 
the  ordinate  through  the  free  end. 

If  the  beam  is  a  simple  beam,  or  a  beam  fixed  at  the  ends,  the 
greatest  deflection  will  occur  when  x  =  x^  and  in  this  case  the 
greatest  deflection  can  be  found  from  the  equation 

EIvq  =  Eli^  +  7(x,-x,), (6) 

the  subscript  of  Y  denoting  the  limit  of  integration.  If  we  let 
Xc  =  the  distance  of  the  ordinate  through  the  center  of  gravity 
of  the  area  OCD  (Fig.  138)  from  the  origin,  it  is  evident  that 
equation  (6)  may  be  written 

EIv^  =  -  (area  OCD)  x^  +  (area  OCD)  (xt  -Xc) 

=  - (area  OCD)  Xc; (7) 

that  is,  the  greatest  deflection  is  represented  by  the  moment  about 
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the  axis  OV  of  the  area  under  the  bending  moment  curve,  between 
the  origin  and  the  ordinate  at  the  point  of  greatest  deflection. 

When  the  loading  is  symmetrical  ^  —  o  ^^^  ^*  *^  evidently 

unnecessary  to  find  the  value  of  EIiq,  in  order  to  determine  the 
value  of  EIv{i. 

When  the  loading  is  unsymmetrical  the  value  of  EIU  may  be 
foimd  by  putting  (4)  equal  to  zero  when  Xi  =  i,  whence 

£/io  =  l^; (8) 

that  is,  EIU  is  equal  to  the  moment  of  the  area  under  the  entire 
bending  moment  diagram,  about  the  ordinate  through  the  right 
hand  support,  divided  by  the  length  of  the  span.  Having  the 
value  of  Elvij  the  values  of  Elii  and  EIvi  for  any  poinl  can  be 
found  from  (1)  and  (4).  The  value  x^,  for  the  point  of  greatest 
deflection,  may  be  obtained  from  the  plot  of  equation  (2)  and  the 
value  of  EliHi  from  (6). 

In  the  application  of  the  foregoing  method,  due  allowance  must 
be  made  for  the  scale  of  the  diagram  and  for  the  signs,  the  area 
of  a  diagram  representing  positive  bending  moments  being  con- 
sidered positive  and  the  area  representing  negative  bending 
moments,  negative. 

As  simple  illustrations  of  the  application  of  this  method  we  may 
take  the  following: 

(a)  The  cantilever  beam  with  a  concentrated  toad  at  the  free  end,  given  in  Case 
(a)  (Art.  98).  —  Following  the  notation  used  in  that  case,  the  area  of  the  bend- 
ing moment  diagram  will  be  equal  to 

-TTiX^--^ (9) 

Since  Elio  =  0  in  this  case,  it  is  evident  from  (1)  that  the  above  quantity  is 

equal  to  the  value  of  Elii  at  the  free  end. 

The  distance  of  the  center  of  gravity  of  the  area  from  the  free  end  will  be 

21 
equal  to  -^  and  hence 

V-     ??. 
^  "       3    '      • 

and,  from  (5),  the  value  of  the  greatest  deflection 

Wl* 

^--rm (^o> 

(b)  Simple  beam  suJtijected  to  a  uniformly  dietrtbuted  load,  given  in  Case  (e) 
(Art.  98).  —  The  greatest  deflection  is  at  the  center  of  the  span  and  the  bending 
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moment  cmre  is  a  parabola.    The  akrea  of  the  half  segment  under  the  curve 
between  the  origin  and  the  middle  ordinate  will  be  equal  to 

2      Wl      I      TTP 

3^'8"^2'*"24' ^^^^ 

<^--20J (12) 

The  distance  of  the  center  of  gravity  of  the  half  segment  from  the  origin 

**      2^8      16' 
and  hence,  from  (7), 

^»-      ^i  ^  "24  ^  16  384]Ei ^^^^ 

(c)  Beam  fixed  at  the  ends  with  a  concentrated  load  at  the  middle  of  the  span 
(Case  a,  Art.  101).  —  In  this  case  io  =  0  and  equation  (6)  reduces  to 

EIvo^Y. (14) 

Taking  account  of  signs, 

(x,-i)  ~    8   ^8^12        8   '^§'^12"'       192' 
and  hence 

^"""192^7 (1^> 

For  any  symmetrically  loaded  beam,  fixed  at  the  ends,  it  follows  from  (1) 
and  (2)  that  the  total  area  of  the  bending  moment  diagram,  taking  account  of 
signs,  is  equal  to  zero;  and  the  bending  moment  diagram  diiTers  from  that  for 
a  simple  beam  subjected  to  the  same  load  by  the  constant  ordinate  Mi  =  the 
bending  moment  at  either  fixed  end,  as  illustrated  in  Cases  a,  b  andc  (Art.  101). 

Therefore,  the  bending  moment  at  the  support  of  any  aymmetricaUy  loaded 
beam,  fixed  at  the  ends,  is  equil  to  the  average  value  of  the  bending  moments  through- 
out the  span  of  a  simple  beam  suJbjected  to  the  same  load. 

The  foregoing  method  is  of  the  most  value  in  computing  deflec- 
tiojis  in  cases  in  which  the  load  on  a  beam  is  irregularly  distrib- 
uted in  such  a  manner  that  the  value  of  M  cannot  be  expressed 
as  an  integrable  function  of  x.  In  such  cases  a  load  diagram  can 
be  constructed,  from  which  a  bending  moment  diagram  can  be 
derived  by  graphical  integration,  as  indicated  in  Art.  (72).  Then, 
by  dividing  the  bending  moment  diagram  into  narrow  strips,  of 
width  Ax,  the  areas  and  mom^its  of  areas  required  to  determine 
the  values  of  Elio  and  EIvq  can  be  easily  obtainefl. 

The  following  illustrations  of  the  application  of  this  method 
in  two  simple  cases  are  given. 
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(d)  CatUHeoer  beam  of  varying  cross  section  with  a  concentrated  load  at  the  free 
end,  —  The  beam  (Fig.  138a)  is  of  rectangular  section,  of  uniform  width  and 
uniformly  varying  depth,  and  is  subjected  to  a  concentrated  load  of  2000  lbs. 
at  the  free  end.  Assuming  that  the  material  is  homogeneous  and  neglecting 
the  weight  of  the  beam,  the  form  of  the  elastic  curve  and  the  deflection  at  any 
point  can  be  found  as  follows: 

Assuming  the  origin  at  O,  divide  the  span  into  small  sections  of  length 
Az  and  draw  the  bending  moment  diagram  AB.  Since  the  value  of  /  is 
variable,  the  slope  equation  (1)  can  be  expressed  in  the  approximate  form 


^i  =  S  y  Aa;  +  c; 


(16) 


and  the  deflection  equation  (4)  can  be  written  in  the  approximate  form 

Er  =  25tAx  +  Ci  =  S  fs  -J  AxIax+cZAx+Ci.     ,     .     (17) 


FiQ.  138a. 

In  this  case  the  values  of  both  c  and  Pi  are  evidently  sero.    The  increments 

of  Ei  in  (Id)  can  be  found  by  multiplying  the  mean  value  of  -j  for  each 

increment  of  length  by  Ax;  and,  by  adding  successively,  the  values  of  Ei  for 
the  successive  values  of  x  can  be  obtamed.  Plotting  these  values,  we  have 
the  curve  OCf  the  ordinates  being  negative  since'^Af  is  negative.  The  incre- 
ments of  Ev  in  (17)  can  be  found  by  multiplying  the  mean  value  of  Ei  for 
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each  increment  of  length  by  Ax;  and,  by  adding  successively ,  the  values  of 
Ev  for  the  successive  values  of  x  can  be  obtained.  Plotting  these  values 
we  have  the  curve  OD,  The  results  of  the  computation  are  shown  in  the 
following  table. 


Increment. 

M  (in.  Ibo.). 

/  (ina.)«. 

f- 

Ei, 

Ei^x. 

^9. 

1 

-44000 

8.93 

-19700 

-19700 

-39000 

-39000 

2 

-36000 

6.40 

-22500 

-42200 

-124000 

-163000 

3 

-28000 

4.39 

-25500 

-67700 

-220000 

-383000 

4 

-20000 

2.86 

-28000 

-95700 

-327000 

-710000 

5 

-12000 

1.73 

-27700 

-123400 

-438000 

-1148000 

6 

-4000 

0,95 

-16900 

-140300 

-527000 

-1675000 

Assuming  that  E  =  28,000,000  lbs.  per  sq.  in.  we  have,  for  the  values  of  the 
greatest  slope  and  deflection, 
140,300 


to  =   -7 


=  -0.0050 rads..  v,  =  -^^^S  -  -0 


.060", 


The  ordinates  of  the  true  elastic  curve  may  evidently  be  obtained  by 
dividing  the  ordinates  of  the  curve  OD  by  the  value  of  E, 


Pia.  138b. 

(e)  Beam  of  uniform  cross  section  subjected  to  a  varying  load,  —  Let  the 
broken  line  aibcd  represent  the  variation  in  the  load  intensity  w  and  Ri  and  Rt 
equal  the  supporting  forces  (Fig.  138b). 
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Writing  equation  (4)  (Art.  72)  in  the  form  of  an  approximate  integral,  we 
have,  for  values  of  x  from  0  to  12, 

iSf  =  A  -  ZwAx, (18) 

and,  for  values  of  x  from  12  to  16, 

S^Ri-VBi'-  2wAa? (19) 

Writing  (6)  (Art.  72)  in  the  form  of  the  approximate  integral,  we  have, 
for  values  of  x  from  0  to  12, 

M  =  25ZLc  =  S  (A  —  Si^ilr)  ZLr  =  Ax  -  S  (ZwAx)  ZLc,  .     .     .     (20) 
and,  for  values  of  x  from  12  to  16, 

.     Jf  =■  ftx  +  i?2  (x  -  12)  -  S  (Zu^^)  Ax (21) 

Since  /  is  constant,  equations  (1)  and  (4)  may  be  written 

EH  =  2MAX  +  c, (22) 

EIv  =  S  (2AfAx)  Ax  +  ex  +  ci (23) 

Dividing  the  length  into  equal  increments,  Ax  »  2  ft.,  and  tabulating 
results  as  in  Case  (d),  we  find  the  products  of  the  load  intensity  w  and  the 
increments  Ax,  given  in  the  third  column  of  the  table,  and  the  successive  values 
of  2t£^Ax,  given  in  the  fourth  colimin.'  Plotting  the  values  of  StoAx  on  the  axis 
OX  as  a  base,  we  obtain  the  broken  line  OS.  By  adding  successively  the 
values  of  (Stt^Ax  Ax,  represented  by  the  increments  of  the  area  under  the  line 
OSy  we  obtain  the  values  of  the  summation  2  (2t&Ax)Ax,  given  in  the  sixth  col- 
umn of  the  table.  Plotting  these  values  as  ordinates  on  the  base  OX  will  give 
the  curve  OM. 

To  obtain  the  supporting  forces,  apply  the  conditions  that  when  x  »  16, 
the  values  of  S  and  Af ,  given  by  (19)  and  (21),  are  equal  to  zero;  then,  by  sub- 
stituting in  (19)  and  (21)  the  values  of  2wAx  and  Z  (SwAx)  Ax,  when  x  »  16^ 
we  have 

«i  +  i22  -  14,800  «  0 
and 

16A-h4iBt-  116,400  =  0; 

and,  by  solving  simultaneously, 

A  =  4770  lbs.,        A  =  10,030  lbs. 
If  horizontal  lines  AB  and  QS  are  drawn  at  distances  representing  A  and 
(ft  -h  ft),  respectively,  from  OX,  the  vertical  intercepts  between  these  lines 
and  the  line  OS  will  evidently  represent  values  of  S, 

The  sections  of  zero  shear  will  be  located  at  the  ordinates  through  s  and  Q, 
the  values  of  x  for  these  points  being 

X  «  5.23  ft.  and  x  =  12  ft. 
The  greatest  shearing  force,  located  at  the  section  to  the  left  of  the  sup- 
port ft,  will  be  equal  to 

5o  =  -6030  lbs. 

When  X  =  12,  ftx  =  57,200  and,  if  this  value  is  laid  off  as  an  ordinate 
GN,  at  X  =  12,  and  the  straight  lines  ON  and  NM  are  drawn,  the  ordinates  of 
ON  will  evidently  represent  values  of  jBix,  for  values  of  x  from  0  to  12,  and  the 
ordinates  of  NM,  values  of  [ftx  +  ft  (x  —  12)],  for  values  of  x  from  12  to  16. 
Hence  values  of  M  will  be  represented  by  the  vertical  intercepts  between 
the  broken  line  ONM  and  the  curve  OM. 
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The  greatest  bending  moment  will  evidently  be  located  under  the  point  a 
on  the  shearing  force  diagram  and  will  be  equal  to 
Ma  "  15,900  ft.  lbs. 

The  ordinate  through  the  point  n  on  the  bending  moment  diagram  will 
locate  the  point  of  inflexion  m,  for  which 

X  =  10.3  ft. 

The  increments  ilf  Ax,  required  in  equation  (22),  wiH  be  represented  by  the 
increments  of  the  area  between  the  line  ONM  and  the  curve  OM,  By  adding 
these  increments  successively,  the  values  of  ZMAx,  given  in  the  eighth  col- 
umn of  the  table,  are  obtained  and,  plotting  these  values  aa  ordinates  on  the 
base  OX  J  will  give  the  curve  OC.  ' '  • 


Incre- 
ment. 

wlbs. 
per  ft. 

wAx. 

ZwAz. 

(Xt0Az)Az. 

2  (ZwAx) 
Ax. 

MAX. 

ZM/ix. 

(2AfAx)Ax 

ZCZAfAz) 
Ax. 

400 

800 

800 

800 

800 

9,200 

0,200 

8.000 

8,000 

1000 

2000 

2,800 

8,600 

4,400 

24.400 

33.600 

40.000 

48.000 

1000 

3200 

6,000 

8,800 

13,200 

31,600 

66.200 

99.000 

147,000 

1200 

2400 

8,400 

14,400 

27,600 

27,200 

92.400 

159.000 

806.000 

800 

1000 

10,000 

18,400 

46.000 

13,000 

105.400 

201.000 

607,000 

400 

800 

10.800 

20300 

66.800 

-7,600 

97.800 

206.000 

713,000 

000 

1200 

12,000 

22300 

80,600 

-11,800 

86.000 

184.000 

807.000 

8 

1400 

2800 

14,800 

26,800 

116.400 

-1.400 

84,600 

170.000 

1.067.000 

By  adding  successively  the  increments  (23fAx)Aj;,  of  the  area  under  the  curve 
OCj  the  values  of  the  ordinates  S  (2Af  Ax)  Ax  of  the  curve  ODj  given  in  the  tenth 
column,  are  obtained.  To  avoid  confusion,  the  curve  OD  is  plotted  with  the 
ordinates  measured  from  the  base  line  OiXi.  Observing  that  »  =  0,  when 
X  B  0  and  also  when  x  =  12,  and  substituting  the  values  of  2  (SAfAx)  Ax  for 
these  values  of  x  in  equation  (23),  we  obtain 

ci  «  0,        713,000  +  12  c  =  0,    and    c  =  -69,400. 
If  a  horizontal  line  HK  is  drawn  at  a  distance  representing  c  from  OX, 
the  vertical  intercepts  between  this  line  and  the  curve  OC  will  evidently  rep- 
resent values  of  Eli.    It  is  evident  that  the  greatest  slope  occurs  at  the  left- 
hand  support,  where 

Elio^c^  -59,400. 

The  slope  is  zero,  evidently,  at  the  foot  of  the  ordinate  through  k. 

If  a  straight  line  Oiu  is  drawn  through  the  origin  and  the  point  of  intersec- 
tion e,  of  the  curve  OjZ)  with  the  ordinate  through  the  right-hand  support,  the 
ordinates  of  du  will  represent  values  of  ex  in  equation  (23);  and  hence  the 
vertical  intercepts  between  the  straight  line  du  and 'the  curve  OiD  will  repre- 
sent values  of  EIv,  The  greatest  value  of  EIv  is  evidently  represented  by  the 
intercept  on  the  ordinate  passing  through  the  point  ky  which  is  equal  to 

Elva  =  210,000, 
the  value  of  x  for  the  point  k  being  equal  to 

X  «  6.6  ft. 

In  constructing  the  diagrams  the  scales  for  the  ordinates  should  be  so  chosen 
that  the  increments  of  the  areas  under  the  different  curves  can  be  determined 
with  sufficient  accuracy  to  give  results  with  the  precision  required. 
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108.  Deflection  of  a  Simple  Beam  under  Two  Concentrated 
Loads.  —  It  has  been  shown  (Art.  100)  that  the  deflection  at  any 
point  in  a  beam,  subjected  to  a  system  of  transverse  loads,  is  equal 
to  the  sum  of  the  deflections  at  the  point,  which  would  be  produced 
by  each  load  acting  separately.  The  application  of  this  principle 
in  the  case  of  a  simple  beam  subjected  to  two  concentrated  loads 
(Fig.  139),  applied  at  any  two  points  in  the  9pan,  will  lead  to  the 
following  relation  between  the  components  of  the  deflections  due 
to  the  loads. 


w. 


-V 


H 


Ri 


Ri 


FiQ.  139. 


Let  Wi  and  TFi  equal  the  magnitudes  of  the  loads  applied  at  the 
points  A  and  B,  at  distances  bi  and  hi  from  the  supports  at  0\  and 
Oi,  respectively.  The  deflection  Va  at  the  point  A,  due  to  the  load 
Wt  acting  alone,  could  be  found  by  taking  Oi  as  the  origin  and 
substituting  6i  for  x  and  6i  for  6  in  equation  (41)  (Art.  98),  which 
would  give 


Va  = 


%IEI 


Wjbjbx 


Similarly,  the  deflection  Vh  at  the  point  B,  due  to  the  load  Wi 
acting  alone,  could  be  found  by  taking  O2  as  the  origin  and  sub- 
stituting hi  for  X  and  &i  for  h  which  would  give 

t^  =  ^[W-(P-bi*)6,]=^|^[V  +  6i»-P]..    (2) 


Therefore, 


Va 
Vh 


(3) 


and,  when  W\  =  TFs,  Va  —  Vb;  that  is,  when  equal  concentrated 
loads  are  applied  at  any  two  points  A  and  B  in  a  simple  beamy  the 
deflection  at  A,  due  to  the  had  at  By  is  equal  to  the  deflection  at  B, 
due  to  the  load  at  A.    It  is  evident  from  Art.  (100)  that  the  relation 
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between  the  components  of  the  deflection  due  to  two  concentrated 
loads  will  hold  true  when  loads  in  addition  to  the  two  are  applied 
at  the  same  or  at  other  points  in  the  beam. 

The  following  will  serve  as  an  illustration  of  the  application  of 
this  principle.  The  deflection  at  a  point  A  in  a  beam  due  to  a 
load  of  8000  lbs.  acting  at  another  point  B  is  found  by  calculation, 
or  by  measurement,  to  be  0.16''.  If  an  additional  load  of  6000  lbs. 
is  applied  at  A  the  increase  in  the  deflection  under  the  load  at  B 
will  be  equal  to  0.12";  that  is,  the  increase  in  deflection  at  B  is  the 
same  as  would  be  the  increase  in  the  deflection  at  A  if  6000  lbs. 
were  added  to  the  load  of  8000  lbs.  at  B. 

109.  Resilience  due  to  Bending.  —  The  resilience  due  to  bend- 
ing is  the  potential  energy  due  to  the  strain  in  a  member  caused 
by  the  action  of  a  system  of  transverse  forces,  or  couples,  which 
produce  flexiu^.  If  the  material  is  perfectly  elastic,  the  resilience 
will  be  equal  to  the  work  done  during  the  distortion  of  the  beam 
by  a  gradual  applicaiion  of  the  system  of  forces. 

The  term  is  commonly  employed  to  designate  the  strain  energy 
due  to  longitudinal  extensions  only,  the  effect  of  small  strains  due 
to  shear  being  neglected,  as  has  been  done  in  the  derivation  of 
deflection  formulas  by  the  ordinary  theory  of  flexure. 

The  resilience  of  a  beam  of  elastic  material  subjected  to  a 
system  of  concentrated  loads  may,  therefore,  be  determined  by 
computing  the  half  sum  of  the  products  of  the  loads  and  deflec- 
tions at  the  points  of  application  of  the  loads,  the  deflection  at 
each  load  being  determined  from  the  usual  f onnulas. 

For  example,  in  the  case  of  a  beam  supported  at  the  ends  and 
loaded  at  the  center  with  a  single  concentrated  load  W  (Pig.  123), 
the  resilience  will  be 

Wvo_WV_  .. 

^""2    "QQEr ^^^ 

where  W  =  the  load  and  Vo  =  the  deflection  at  the  center  of  the 
beam. 

When  the  loads  are  distributed  the  resilience  may  be  repre- 
sented by  the  expression 

R  =^Jwvdx, (2) 

where  w  ==  the  load  intensity  and  v  =  the  deflection  at  any  point, 
at  a  distance  x  from  the  origin. 
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For  the  general  case,  applying  to  any  system  of  concentrated 
or  distributed  loads,  the  expression  for  resilience  may  be  deduced 
as  follows: 

Let  ONXK  (Fig.  140)  represent  the  elastic  curve  of  a  beam 
supported  at  two  points  and  loaded  with  a  given  system  of  loads. 
Let  AB  be  any  cross  section  at  a  distance  x  from  the  origin,  and 
GH  a  cross  section  at  a  distance  dx  from  AB,    After  bending 


Fig.  140. 


occurs,  let  r  =  the  radius  of  curvature  of  NT,  the  portion  of  the 
elastic  curve  between  the  cross  sections  AB  and  GH,  and  M  = 
the  bending  moment  at  section  AB.  The  angle  between  AB  and 
GH  will  evidently  be  equal  to  di,  the  difference  in  the  slopes  at  N 
and  T.  If  the  forces  producing  the  flexure  are  gradually  applied, 
the  work  done  in  straining  the  portion  of  the  beam  between  the 
sections  AB  and  GH  will  be  equal  to 

"2  ^'  =  2"  y  2£/  ^  Yb7  (^^^  nearly) , 

and  hence  the  resilience  of  the  entire  beam  may  be  represented 
by  the  expression 

R  =  J  y  *  ^j  ~2ET  ^^^^  iiearly).    ...    (3) 

The  following  illustrations  of  the  application  of  the  formula  in 
a  few  simple  cases  are  given. 

(a)  Cantilever  beam,  load  uniformly  distributed  (Fig.  122).  —  Let  W  ^  wl 
equal  the  total  load.  In  this  case  the  bending  moment  at  any  section,  at  a 
distanoe  x  from  the  fixed  end,  is  equal  to 


M-f(i-x)«. 


(4) 
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Substituting  in  (3)  we  have 

where  vo  "■  the  greatest  deflection. 

(b)  Simple  beam,  load  unifcmdy  diatribuled  (Fig.  124).  —  Let  W  ^  vol 
equal  the  total  load.  The  bending  moment  at  any  section,  distant  x  from  the 
support,  is  equal  to 

Af  =  |(te-a^) (6) 

Substituting  in  (3)  we  have 

^"rgjJo^^-^^^"  2407=240^ 'as^^^     •    •    ^^ 

where  o^  »  the  greatest  deflection. 

(c)  Beam  evijected  to  uniform  bending  (Fig.  118).  —  Let  Mo  »  the  bending 
moment. 

Then 

where  t^i  »  the  deflection  at  the  middle  of  the  span.  The  resilience  in  this 
case  is  evidently  equal  to  the  product  of  -~  ,  and  the  difference  -^ ,  between 
the  angles  of  slope  at  the  ends  (Art.  97). 

The  same  method -may  be  employed  when  the  loads  are  con- 
centrated but  in  simple  cases  of  this  kind  the  resilience  can  be  more 
easily  determined  by  computing  the  sum  of  the  products  of  the 
half  loads  and  the  deflections  at  the  loads,  as  shown  in  the  follow- 
ing cases. 

(d)  Simple  beam,  single  concentrated  load  W  not  on  the  center  of  the  span 
(Fig.  12$).  —  The  deflection  at  the  load  is  equal  to 

'--JiEi' (^> 

and  hence  the  resilience 

o      W        V^aH^  ,.^. 

^--2^  =  15117 (^^) 

(e)  Simple  beam  with  two  concentrated  loads  W  at  equal  distances  from  the 
ends  (Fig.  126).  —  The  deflection  at  either  load  is  equal  to 

ri  =  ^*(3Z-4a); (11) 

and  hence  the  resilience 

Resilience  in  terms  of  the  greatest  fiber  stress.  —  The  resilience  may 
also  be  expressed  in  each  case  in  terms  of  the  greatest  fiber  stress 
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/  and  the  volume  V  of  the  beam.  For  example,  in  the  case  of  the 
simple  beam  with  a  concentrated  load  at  the  middle  of  the  span 
the  load  will  be  equal  to 

Ic  "  ~lc        ^  ^ 

and,  by  substituting  in  (1), 

96EI       6Ec^       6E(^ ^^ 

When  the  cross  section  is  {Symmetrical  with  respect  to  the  neutral 

axis,  e  ^^and 

«=lw^- <!«> 

If  the  section  is  rectangular,  p  =  — p=,  and 

.  «=s (i«> 

Similar  expressions  for  the  resilience  in  terms  of  the  greatest 
fiber  stress  and  volume  can  be  determined  for  any  of  the  preceding 
cases.  The  following  is  a  summary  of  formulas  for  a  few  cases 
when  the  cross  sections  are  rectangular.  These  may  be  compared 
with  the  expression  for  resilience  imder  imiform  tension  or  com- 
pression (Art.  15). 

(a)  CardUever  beam,  load  uniformly  distrtlmted: 

«-^ (17) 

(b)  Simple  beam  load  uniformly  distributed: 

«-^ <«) 

(c)  Beam  sui^ected  to  uniform  bending: 

«=0 (19) 

(d)  Simple  beam  with  concentrated  load,  not  at  the  center  of  the  span: 

«-S (=»> 

(e)  Simple  beam  with  two  concentrated  loade  at  equal  distances  from  the  ends: 

«  =  j|^(T^-2yi), (21) 

where  Vi  "  the  volume  of  the  portion  of  the  beam  between  the  sections  under 
the  concentrated  loads. 
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110.  Deflection  Determined  from  Resilience  —  General  Equa- 
tion. —  If  the  resilience  of  a  beam  has  been  calculated  from  the 
bending  moments  by  equation  (3)  (Art.  109),  the  deflection  may 
be  determined  from  the  resilience.  When  the  beam  is  subjected 
to  a  single  concentrated  load  the  process  is  very  simple,  being  the 
reverse  of  the  method  of  determining  the  resilience  from  the  half 
sum  of  the  products  of  loads  and  deflections. 

As  an  illustration  take  the  case  of  the  rectangular  beam  with 
a  single  concentrated  load  not  at  the  center. 

From  equation  (16)  (Art.  109)  we  have 
Wv  ^  PV 
2        18  E' 
Hence 


_  pv 


(1) 


(2) 


and,  using  the  usual  notation,  this  expression  reduces  to 

^  (Wabhy    Al    _  Wa'V 
^      \  211  )  9  WE      3lEr       •    •    ' 

which  is  the  same  as  equation  (47)  (Art.  98). 

For  the  general  case  an  expression  for  the  deflection  at  any  point 
may  be  deduced  as  follows:  Let  M  =  the  value  of  the  bending 
momentat  any  cross  section  AB  of  a  beam  (Fig.  141),  due  to  any 
system  of  loads  acting  on  the  beam.  Let  Vi  =  the  deflection  at 
any  point  in  the  elastic  curve,  at  a  distance  Xi  from  the  origin. 


To  find  Vi,  assume  that  a  very  small  load  Wi  is  gradually  applied 
at  the  point  Xi,  in  addition  to  the  loads  acting  on  the  beam,  and  let 
m  =  the  increase  in  the  bending  moment  at  the  section  AB,  due 
to  the  load  Wi. 
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The  general  equation  of  the  elastic  curve,  if  the  load  Wi  were 
acting  alone,  would  be 

dx^'dx'EI ^"^^ 

Hence,  for  a  point  on  the  elastic  curve  at  a  distance  x  from  0, 

di^^dx (4) 

The  addition  to  the  total  strain  energy  of  the  beam,  due  to  the 
addition  of  the  load  t&i,  would  be  equal  to 

^1^1  +  ^). (5) 


where  Vi  =  the  increment  in  vi,  due  to  the  additional  load  Wi. 
Expressed  in  terms  of  the  bending  moments  the  additional  strain 
energy  would  be  equal  to 


f(M  +  ^)di  (Art.  109). 
alue  of  di  from  (4)  and  c 

T  +  V^J^      EI      '' 


Substituting  the  value  of  di  from  (4)  and  combining  with  (5), 
we  have 


This  equation  will  hold  true,  however  small  the  magnitude  of  Wi 
may  be  and,  as  Wi  decreases,  ( Vi  +  7^ )  approaches  the  value  vi  and 
Mm  +  -Q- )  approaches  the  value  Mm. 
Hence,  as  the  value  of  Wi  approaches  zero,  equation  (6)  becomes 

-/^*' •  ■  <" 


which  reduces  to 


-m^-s^^'  •  ■  •  <« 


m 


where  mi  =  — wiU  mdently  be  equal  to  the  increment  in  the  bending 

moment  when  w\  =  uniXy,  By  the  use  of  either  (7)  or  (8)  the 
deflection  at  any  point  in  a  beam  subjected  to  any  load  system 
may  be  found. 

As  an  illustration  of  the  application  of  the  formula  we  may  take 
the  case  of  the  simple  beam,  with  a  single  concentrated  load  not 
at  the  center  (Fig.  125),  for  which  the  deflection  at  the  center  of 
the  span  is  to  be  determined. 
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The  unit  load  will  be  placed  at  the  center  of  the  span  and,  follow- 
ing the  notation  in  Case  (f)  (Art.  98)  and  noting  that  all  bending 
moments  are  positive  and  that  a  >  b,  the  value  of  Mmx^  for  values 

of  X  from  0  to  X  will  be  equal  to 

„         Whxlx\      Whfi  ,^. 

and,  for  values  of  x  from  n^fh 

^         Wbxrx     I       IW      Whx(J,-x)  „-, 

For  sections  between  the  load  W  and  the  right  hand  support,  if 
the  origin  is  taken  at  the  right  end  of  the  beam  and  x  is  measured 
toward  the  left, 

Substituting  in  (8)  we  have 

2 

~2ll2i^  2         3        8  ^24^  3  J'    '    *    *    *    ^^ 
which  reduces  to 

•^'^(^P-Aft*) (13) 

This  result  agrees  with  equation  (48)  (Art.  98). 

The  method  can  be  used  to  determine  the  deflection  of  beams 
of  varying  cross  section,  the  value  of  /  in  this  case  being  variable. 
If  the  cross  section  varies  constantly  and  /  can  be  expressed  as  an 
integrable  function  of  x,  the  value  of  t^i  can  be  readily  obtained  by 

substituting  — y-^  =  0  (x)  in  (8)  and  integrating  as  before.     In 

other  cases  where  the  cross  section  varies,  the  deflection  may  be 
found  by  dividing  the  span  into  sections  and  considering  /  constant 
for  each  section,  taking  for  any  one  section  the  average  value  of  / 
through  that  portion  of  the  span.  This  will  in  some  cases  give 
approximate  results;  the  approximation  depending  on  the  number 
of  sections  into  which  the  span  is  divided. 
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As  an  illustration  we  may  take  the  case  of  a  girder  supported  at 
the  ends  and  subjected  to  a  uniformly  distributed  load  W  =  wl, 
with  the  outside  cover  plates  on  both  flanges  extending  over  the 
middle  portion  only  (Fig.  142). 
To  find  the  greatest  deflection 
the  unit  load  will  be  placed  at 
the  center  of  the  span  and,  since 
both  halves  of  the  beam  are  under 
the  same  state  of  stress,  it  will  be 
necessary  to  apply  equation  (8) 
to  one-half  of  the  span  only  and 
multiply  the  result  by  two. 

Let  /i  =  the  moment  of  inertia  of  the  cross  section  throughout 
the  end  quarter  of  the  sp)an  and  h  =  the  moment  of  inertia 
throughout  the  middle  portion  of  the  span. 

I 


ea?->i 


FiQ.  142. 


For  values  of  x  from  0  to-r , 

4 


^.^(t..^|.J£.(W-^, 


and,  for  values  of  xfrom  :;  to^* 

4      2 


Substituting  in  (8)  and  multiplying  by  2  we  have 
I  I 

4 

w   r  131*         671*   1   wl*    ri3  671 
"°  2  ^  [3072  h  "*"  3072  /J  6144  E  \_Ii  "*"  /,  J 


(14) 


(16) 


Wl* 
QlUEl 


(16) 


If  the  cross  section  were  imiform  throughout  the  span,  we  would 
have  /a  =  Ji  =  /,  and  equation  (16)  would  reduce  to 

'^'  •    (17) 


Vi  = 


384  i?/' 


111.  Principle  of  Least  Work  as  Applied  to  Beams.  —  This 
principle  of  Mechanics  as  applied  in  the  case  of  elastic  bodies  may 
be  stated  as  follows:  The  deformation  of  any  dasHc  body  under  the 
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action  oj  a  balanced  system  of  external  forces  will  be  siuJi  that  the 
work  done  in  causing  the  deformation,  or  the  resilience  of  the  body, 
is  a  minimum.  This  is  based  on  the  principle  of  the  coniservation 
of  energy,  whereby  it  may  easily  be  shown  that  in  order  to  have 
stable  equilibrium  the  strain  energy  produced  by  the  action  of 
the  external  force  system  must  be  a  minimum.  Applied  in  the 
case  of  the  beam,  the  principle  can  evidently  be  represented  by 
the  expression 

rUPdx  .  .  ,,, 


R 


This  principle  can  be  employed,  in  conjunction  with  the  static 
conditions  of  equilibrium,  to  determine  the  reactions  at  the 
supports  of  a  beam  in  a  statically  indeterminate  case.  As  an 
illustration  we  may  take  the  following: 

(a)  Beam  supported  at  three  points  and  siibjected  to  a  uniformly  distributed 
load  (Fig.  143).  —  Let  w  »  the  load  per  unit  of  length.  The  bending  moment 
at  any  point  of  the  span  ^i,  at  a  distance  x  from  A,  will  be  equal  to 


M 


and  for  the  span  /t,  if  we  take  the  origin  at  B, 


M 


F.-f. 


(1) 


(2) 


^w 


< 

F, 


Fo 

Fig.  143. 


F. 


The  resilience  of  the  entire  beam  will  be  equal  to 


2EIL 


4     "^  20   ■*■     3    ' 


FtwU^ 


^  20j- 


Taking  moments  about  0. 


FA-^'  =  FA-^, 


andheaoe 


Fix 


w,-|-(y-v). 


(3) 


(4) 
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Sahstituting  the  value  of  FJ^  in  (3)  and  reducing,  we  have 

-^{^i«i-|{V-V)l  +  g{V+V)],       ...    (6) 

which  gives  ihe  value  of  Ria  terms  of  the  supporting  force  Fi. 

In  order  that  R  shall  have  the  minimum  possible  value,  the  magnitude  of 
Fi  must  be  such  that 

dFi      "• 
Differentiating 

l^-o7Ff-"-^'+¥{«-?<'.-''>!'-*4  •  • '« 

Hence 


and  thaefiwe 

By  subfltituting  in  (4), 


'2F,^-^(3J,«  +  lA-V)-0: 


f, -g|(3J,«  +  IA-V) (7) 


V)    „,        ,.v  V) 


F.-g^OL'  +  IA-W-jjCV-W-g^CSV  +  Wi-V).  .    (8) 
Henoe  for  the  middle  support, 

F,  -  «  ft  +  W  -  g|  (SV  +  hk-V)  -  1^(3  V  +  «i  -  W 

-?t('+l)^^«+l)]-  •  •  •  • <•' 

Whea  the  spans  are  equal,  if  we  let 

F.  -  f,  -  ?|? (10) 

and 

^.-^. (11) 

which  agrees  with  the  results  in  Case  (b)  (Art.  102). 

112.  Shearing  Resilience.  —  When  an  elastic  body  undergoes 
a  shearing  strain  a  certain  amount  of  strain  energy  is  stored  up,  the 
same  as  when  the  body  is  subjected  to  tension,  or  compression 
(Art.  15).  This  energy  is  called  the  resilience  due  to  shear,  or 
the  shearing  resilience,  and,  if  the  body  is  perfectly  elastic,  will  be 
equal  to  the  work  done  during  a  gradual  appUcation  of  the  forces 
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producing  the  shear.    For  example,  if  we  imagine  the  prism  abed 
(Fig.  144)  to  be  distorted  in  simple  shear  by  a  force  W  gradually 

applied,  the  total  displacement  of  W  being  equal 

to  Vf  while  the  other  forces  required  to  maintain . 

equilibrium  remain  stationaiy,  the  work  done 

will  be  equal  to 

"2"- 
Let  A  s  the  area  of  the  cross  section,  I  =  the 
length  and  V  =  the  volume  of  the  prism.  Let 
s  =  the  intensity  of  the  shearing  stress  on  the 
cross  section  and  0  =  the  modulus  of  rigidity  of  the  material. 
Then,  if  the  shearing  stress  is  assumed  to  be  uniform  throughout 
the  prism,  the  shearing  strain  at  any  point  in  directions  parallel 
to  ob  and  ad  will  be  equal  to 

7  =  ^  =  ^     (Art.7). 
Hence 

and  the  shearing  resilience  will  be  equal  to 

2   "2 AG      2(?~2G     '■    '    '    '    ^^ 

which  is  fflmilar  to  the  expression  for  the  resilience  in  tension 
(Art.  15). 

If  F  =  unity,  equation  (2)  reduces  to  the  expression  for  the 
shearing  resilience  per  unit  of  volume,  or  the  modulus  of  resUience 
in  shear, 

«'.  =  |S' (3) 

Hence,  when  the  shearing  strain  is  uniform  throughout  a  body,  its 
total  resilience  in  shear  is  equal  to 

R.^B^V (4) 

113.  Deflection  Due  to  Shearing.  —  Thus  far  in  the  discussion 
of  the  theory  of  flexure,  no  account  has  been  taken  of  the  distor- 
tions due  to  the  shearing  stresses,  which  exist  in  beams  subjected 
to  ordinary  bending.  The  equation  of  the  elastic  curve  was  de- 
duced from  the  relations  existing  between  the  normal  stresses  and 
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the  longitudinal  strains  at  the  various  cross  sections  and  is,  there- 
fore, the  true  equation  of  the  curve,  formed  by  the  central  axis  of 
a  beam,  only  in  the  case  of  simple,  or  uniform,  bending. 

In  a  beam  subjected  to  ordinary  bending  there  is,  in  addition  to 
the  deflection  computed  from  the  ordinary  equation  of  the  elastic 
curve,  a  deflection  due  to  shearing;  but,  since  the  shearing  stresses 
in  a  beam  are  small  as  compared  with  the  fiber  stresses,  the  de- 
flection due  to  shearing  is  so  small  that  it  can  be  neglected  in 
ordinary  calculations.  In  order  to  form  an  idea  of  its  magnitude, 
we  may  deduce  the  expressions  for  the  deflections  due  to  shearing 
alone  in  a  few  simple  cases. 

Approximate  results  may  be  obtained  by  assuming  that  the 
shearing  stress  on  a  cross  section  of  a  beam  is  uniformly  distributed, 
or  more  exact  results  can  be  had  by  taking  into  account  the  varia- 
tion in  the  shearing  stress  intensity  on  the  cross  section,  as  given 
in  Art.  (89).  In  using  the  latter  method,  however,  it  is  to  be 
remembered  that  the  calculations  are  based  on  the  assiunptions 
of  the  common  beam  theory  which,  while  giving  the  deflection 
due  to  bending  quite  accurately,  will  not  in  all  cases  give  the 
deflection  due  to  shearing  with  the  same  degree  of  accuracy. 

(a)  Cantilever  beam  of  reckmgvlar  arose  eectian  toith  load  W  ai  the  free  end 
(Fig.  120).  —  In  this  case  the  shearing  force  is  constant  for  every  croeB  section 
of  the  beam  and,  if  we  assume  that  the  shearing  stress  on  each  cross  section  is 
miif orm,  the  deflection  due  to  shearing  can  be  obtained  directly  from  equation 
(1)  (Art.  112),  which  will  give 

Wl      WV  f           .  ,-^ 

^•^AG^  A}G   (^PP"*^)' W 

where  A  »»  the  area  of  the  cross  section  of  the  beam. 

If  we  assume  the  cross  section  to  be  rectangular  and  t^e  distribution  of  the 
shearing  stress  to  be  that  given  in  Art.  (89),  we  may  consider  the  beam  to  be 
made  up  of  a  series  of  horizontal  layers,  of  thickness  dy^  and  compute  the 
shearing  resilience  of  each  layer  from  equation  (2)  (Art.  112)  and  add  together 
as  follows: 

Let  h  »  the  breadth  and  h  «  the  depth  of  the  section.  For  a  layer  at  any 
distance  y  from  the  neutral  layer  we  have  for  the  intensity  of  the  shearing 
stress 

•-S^*'--"^)' ® 

and  hence,  for  the  resilience  of  the  layer, 

.J,       fHA      ^WH  ,.,      .  ,„, 
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Integrating, 

o     ^w^i  c^  ...    Q ...  .  ifl  UN  J     3  wn    3  wn        ^„. 

^•-86WJ  *(**-»*V  +  16v*)ciy-^5jjg-g^.      .(3) 

a 

Henoe 

•'•'SAG (^> 

which  is  20  per  cent  higher  than  the  value  given  by  (1). 

Adding  the  value  of  &•  in  (4)  to  the  deflection  due  to  bending,  as  given  by 
equation  (7)  (Art.  98),  and  neglecting  signs,  we  have,  for  the  total  deflection 
at  the  free  end  of  the  beam  due  to  bending  and  shear, 

'-    J-    ^^.6Tr[    4Trz»  .  em  _4Tn»/,  .  zEh^\ 

oo  -  t^  ^t'.  -  3^7  -h  5^Qf  -  Ehh^  ^5Gbh  "  Ebh*  V  "^  lOOT/ 
^Wl^(.,ZEh^\  ' 

zTiV^Tomi ^^^ 

If  G  =»  j  ^  (Art.  7),  equation  (5)  reduces  to 

-'-SD+I©T <•' 

It  is  evident  from  (6)  that  in  this  case  the  deflection  due  to  shearing  is  small 
compared  with  the  deflection  due  to  bending,  the  ratio  between  the  two  being 
equal  to 

,Mfi;- '" 

When  the  ratio  of  length  to  depth  is  10  :  1  the  ratio  of  the  deflections  reduces 
to 

^-^5  =  0.0076; (8) 

that  is,  V9  is  about  0.75  per  cent  of  Vq.    If  the  deflection  due  to  shearing  were 
assumed  to  be  that  given  by  equation  (1),  the  ratio  would  be 

S  =  -6XS0  =  lfe-««««25 (9) 

*^ ^ ^  (b)  Cantilever  5eam,  wUh  a  load  W  at 

■  \//////////////y//A  '**  i"^^  ^^f  having  a  cross  section  of  the 


"T 

4. 


i 


^i^ 


1 


"V         dimensions  given  (Fig.  145).  —  In  this  case 
^  ^  an  approximate  solution  may  be  made  by 


-4- 


assuming  that  the  entire  shearing  stress  on 

any  cross  section  is  uniformly  distributed 

over  the  web  (Arts.  90-91).    If  we  let  I  =• 

•*!"         the  span  and  W  =  the  load,  as  before,  and 

I  7/  1  assmne  the  dimensions  of  the  section  as 

J y///y//^///////////A'    "        shown  (Fig.  145),  the  shearing  resilience 


FiQ.  145.  ^'^  ^^  beam  will  be  equal  to 

and  hence 
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If  the  distribution  of  the  shearing  stress  over  the  section  is  to  be  taken  into 
account  the  algebraic  equations  will  become  complex,  but  a  comparison  may 
be  made  for  a  specific  case  in  which  the  approximate  dimensions  of  the  I- 
section  may  be  taken  as  follows: 

h  =  10";  hi  -  9";    h  =  6";  t  «  i". 

For  this  Gross  sectum 

A  =  9.5  sq.  ins.,        /  «  143.3  (ins.)*. 

For  any  point  in  the  flange 

5  TF  (25  -  y«)  _  IT  (25  -  y*) 
*  "  2  X  6  X  143.3  286.6 

and 

For  any  point  in  the  web 

Q  =  1  X  4.75  +  i  (i:^  -  y«)  =  i  (67.75-1^), 

^  IT  (67.75 -y«)      W  (67.75  -  y*) 
*      4  X  J  X  143.3  "  286.6 

and  *»  -  g^  (4590  -  135.5  y«  -h  y*). 

Hence  the  total  shearing  resilience  of  the  beam  will  be  equal  to 

«•  -  2[2xgo^£.(625-60,^+V.) d,+j^^^^j;'(4690- 136.5,^ 

+  y*)dyj  =-^(0.00024  +  0.10292)  =0.1032-^ (12) 

and  hence 

».=  0.206^- (13) 

It  is  evident  from  (12)  that  the  shearing  strain  energy  in  the  flanges  is  very 
small  compared  with  that  in  the  web  and  could  be  omitted  in  the  calculation. 
The  value  of  the  deflection  calculated  from  (11)  would  be 

V,  =  0.222  ^. (14) 

Hence  the  value  of  v,  given  by  (13)  is  about  7.2  per  cent  lower  than  that  given 
by  the  approximate  solution  made  by  assuming  the  total  shearing  stress  to  be 
uniformly  distributed  over  the  web. 

The  greatest  dsflection  due  to  bending,  in  this  case,  would  be  equal  to 

__Wl^_     Wl*     -0  00233^'- 
""'      FEI      429:9^  "  "*""^^  lE^ ' 

and  hence  the  total  deflection  due  to  shearing  and  bending, 

lb' «»b  + p. -0.00233^+0.206^-     ....    (16) 
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UG^iE, 

lib' =«-^  (0.00233  P  + 0.515) (16) 

Hence  the  ratio  between  the  deflection  due  to  whearing  and  that  due  to  bending 
will  be 

5,         0.515         221  . 

Pto"0.0O233P"  p ;    ^^^' 

and,  when  the  ratio  of  the  length  of  the  beam  to  its  depth  is  10  :  1, 1  «  IW, 
and  equation  (17)  becomes 

-  =  0.022; (18) 

that  is,  the  deflection  due  to  shearing  is  in  this  case  about  2.2  per  cent  of  that 

due  to  bending. 

(c)  Simple  beam  with  eoncerUrated  load  Wat  the  center  of  the  epan  (Fig.  123) .  — 

Let  W  a  the  load  and  I  «  the  length  of  the  span.    In  this  case  since  each  half 

of  the  beam  will  be  under  the  same  state  of  stress  as  the  cantilever,  considered 

in  Cases  (a)  and  (b),  and  the  deflection  due  to  shearing  may  be  calculated  by 

I  W 

substituting  ^  for  I  and  -^  for  IT  in  the  equations  for  v,, 

Redangidar  section.  —  If  the  cross  section  is  rectangular,  by  frutlring  these 
substitutions  in  equation  (4)  and  reducing,  we  obtain 

SWl  „^, 

"•"lOS' (^« 

and  the  total  deflection  due  to  bending  and  shearing  will  be  equal  to 

,      wi*      zwi      wi*  r     6  E  fh\n  f^. 

^  '^Ei'^ioAO^^Eiv^loyiJy  •  •  •  (20) 

and,  if  (7  a  i  j&, 

The  ratio  of  the  deflections  will  be 

s-»(f;.  • M 

and  when  I :  A  «  10  :  1,  the  deflection  due  to  shearing  will  be  about  3  per  cent 
of  that  due  to  bending. 

I'Section  (Fig.  145). — When  the  cross  section  is  of  the  approximate  dimen- 
sions given  for  a  10"  I-section  (Case  b),  we  have  by  substituting  5  for  I  and 

W 

TT-  for  TT  in  equation  (13)  and  reducing, 

^  

». -0.0515^ (23) 


and  the  total  deflection  due  to  bending  and  shearing 
and,ifG«t^f 


«o'  =  0.000145  ^  +  0.0515^; (24) 


»to'=^  (0.000145  P  + 0.129) (26) 
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The  ratio  of  the  deflections  will  be 

V.         0.129          800.  .„. 

»o"  0.000145  P"*   P  ' ^^^ 

and,  when  I :  A  »  10 : 1,  the  deflection  due  to  ahearing  will  be  about  8.9  per 
cent  of  the  deflection  due  to  bending. 

It  is  evident  that,  in  all  the  foregoing  cases,  as  the  ratio  of  length 
to  depth  increases,  the  ratio  of  the  deflection  due  to  shearing  and 
that  due  to  bending  decreases. 

In  making  calculations  of  the  deflections  of  beams  with  I- 
sections,  and  average  spans,  however,  some  allowance  should  be 
made  for  shearing.  This  is  usually  done  by  using  values  of  E,  in 
the  ordinary  formulas  for  deflection  due  to  bending,  which  are 
somewhat  smaller  than  the  actual  tensile  modulus  of  elasticity, 
the  modified  values  of  E  being  based  on  the  results  obtained  by 
actual  measurements  of  the  total  deflection  of  beams  under  dif- 
ferent systems  of  loading.  It  is  evident  that  the  values  of  E, 
calculated  from  such  measurements  by  means  of  the  ordinary 
deflection  formulas,  will  vary,  not  only  with  the  shape  of  the 
cross  section,  but  also  with  the  ratio  of  the  depth  of  the  section 
to  the  length  of  the  beam. 

114.  Transverse  Curvature.  —  No  mention  has  been  made,  so 
far,  of  any  change  in  the  shape  of  the  cross  sections  of  a  beam  sub- 
jected to  flexure.  That  a  slight  distortion  does  take  place,  how- 
ever, is  evident  from  the  fact  that  the 
longitudinal  strains  in  the  different 
layers  are  always  accompanied  by  lat- 
end  strains  imless  the  latter  are  pre- 
vented by  constraining  forces  (Art.  6).  -^ 

If  we  assume  the  lateral  movement 
in  the  different  layers  to  be  free,  each 
layer  contracting,  or  expanding,  inde- 
pendently of  the  others,  in  the  same 
manner  in  which  the  longitudinal  con- 
traction or  expansion  is  assumed  to  take  place  (Art.  66)\  the  layers 
which  are  in  compression  will  expand  laterally  and  those  in  ten- 
sion will  contract. 

If  a  beam  of  rectangular  cross  section  is  bent  so  that  it  is  con- 
cave upwards  the  section  will  take  the  general  form  shown  in 
(Fig.  146).  Since  the  longitudinal  strains  are  uniformly  var3ring, 
the  lateral  strains  will  be  likewise  uniformly  vaiying;   and  the 
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lateral  strain  in  any  layer  will  be  —  X  the  longitudinal  strain  in 

the  layer.    Hence  the  horizontal  axis  through  the  center  of  the 
section  will  become  slightly  curved  and,  if  the  longitudinal  curva- 

1      e 

ture  at  the  section  is  equal  to  -  =  -.  the  cunrature  of  the  hori- 

zontal  axis  will  be  equal  to  —  =  — • 

ri     my 

Hence  —  =  — ,    or    ri  =  mr. 

The  assumption  that  the  lateral  expansion  or  contraction  is 
free,  while  nearly  correct  when  the  depth  of  the  cross  section  is 
greater  than  the  breadth,  is  not  correct  in  the  case  of  a  wide  flat 
section.  In  such  a  case  the  lateral  strains  except  at  the  edges  will 
be  resisted  by  shearing  stresses  between  the  layers. 

116.  Limitations  of  the  Theory  of  Flexure.  —  All  of  the  results, 
obtained  in  the  discussion  of  the  theory  of  bending  in  this  and  the 
preceding  chapter,  have  been  based  on  the  primary  assumption 
of  the  theory  of  simple  bending;  viz.,  that  plane  cross  sections 
remain  plane  after  bending  (Art.  66).  This  assumption  was  first 
made  by  Bemouilli  and  is  frequently  called  Bemouilli's  Assumption. 

A  more  exact  analysis  of  the  stresses  and  strains  due  to  flexure 
by  means  of  the  principles  of  the  Theory  of  Elasticity  was  first 
made  by  St.  Venant,  who  took  as  a  basis  the  assumption  that  the 
layers,  or  fibers,  are  free  to  expand  or  contract' laterally  but  did 
not  assume  that  plane  croas  sections  remain  plane. 

The  results  of  his  investigation  show  that  Bernouilli's  assmnption 
is  correct  when  the  shearing  force  is  constant,  but  in  other  cases 
a  plane  cross  section  does  not  remain  exactly  plane  after  bending 
takes  place. 

The  results  obtained  by  the  common  theory,  however,  when 
compared  with  those  given  by  the  more  complex  theory  of  St, 
Venant  are  found  to  be  substantially  in  agreement  as  far  as  fiber 
stresses  and  deflections  due  to  bending  are  concerned,  the  lai^gest 
difference  being  found  in  the  shearing  stresses  and  strains. 

For  practical  purposes,  the  conmion  theory,  when  used  within 
the  limitations  imposed  (Art.  63),  gives  results  \nth  as  much 
accuracy  as  the  conditions,  regarding  the  distribution  of  the  loads, 
the  dimensions  and  homogeneity  of  the  beams  with  which  the 
engineer  ordinarily  has  to  deal,  will  warrant. 
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116.  Problems  —  Deflection  of  Beams.  — 

Problem  1. 

A  standard  15"  I-beam,  42  lbs.  per  ft.,  is  subjected  to  a  system  of  loads  such 
that  the  radius  of  curvature  of  the  neutral  layer  at  a  given  section  is  1200  ft. 
Find  the  magnitude  of  the  outside  fiber  stress  at  the  section.  E  »  30,000,000 
lbs.  per  sq.  in. 

Problem  2. 

Find  the  diameter  of  the  smallest  pulley  upon  which  a  sted  band  saw,  A" 
thick,  may  be  run,  provided  the  allowable  fiber  stress  due  to  bending  is 
25,000  lbs.  per  sq.  in.    E  =  30,000,000  lbs.  per  sq.  in. 

Problem  3. 

A  standard  12"  I-beam,  31.5  lbs.  per  ft.,  is  supported  at  the  ends  and  sub- 
jected to  a  single  concentrated  load  of  10,000  lbs.  applied  at  the  center.  Find 
the  greatest  deflection  and  the  deflection  at  a  section  4  ft.  from  the  left  end. 
Span  =  16  ft.    E  =  28,000,000  lbs.  per  sq.  in.    I  =  215.8  (ins.)*. 

Note.  —  Find  the  deflection  due  to  the  concentrated  load  and  that  due  to 
the  weight  of  beam  acting  separately  and  add  together  (Art.  100). 

Problem  4. 

Solve  Problem  (3),  assuming  that  the  load  of  10,000  lbs.  is  uniformly  dis- 
tributed over  the  entire  length  of  the  beam,  instead  of  being  concentrated  at 
the  center. 

Problem  6. 

A  wooden  beam  6"  X  12"  cross  section  and  12  ft.  long  is  fixed  at  one  end 
and  subjected  to  a  single  concentrated  load  of  1200  lbs.  applied  at  the  free  end. 
Fmd  the  greatest  deflection.    E  »  1,000,000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (5),  assuming  that  the  load  of  1200  lbs.  is  uniformly  dis- 
tributed over  the  entire  length,  instead  of  concentrated  at  the  free  end. 

Problem  7. 

Solve  Problem  (5),  assuming  that  the  load  of  1200  lbs.  is  applied  at  a  point 
8  ft.  from  the  fixed  end,  instead  of  at  the  free  end. 

Problem  8. 

Find  the  greatest  deflection  of 
a  standard  8"  I-beam,  18  lbs.  per 
ft.,  due  to  a  single  concentrated 
load  of  4000  lbs.,  acting  as  shown 
(Fig.  147).  /  =  56.9  (ins.)*.  E  = 
28,000,000  lbs.  per  sq.  in.    Also 

find  the  deflection  under  the  load     '   '  pj^^  j^.^^ 

and  at  the  middle  of  the  span. 

Problems  9-13. 

Note.  —  In  Problems  (9-13)  inclusive,  deduce  the  general  formulas  for  slope 
and  deflection  and  find  the  greatest  slope  and  greatest  deflection.    Express 
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these  values  in  terms  of  E^  I  and  the  constants.    When  the  neoessaiy  dimen- 
sions are  giveni  find  the  greatest  deflection  in  inches. 


Problem  9. 

Cantilever  beam,  uniformly  vaiy- 
ing  load,  as  shown  (Fig.  148). 


li 


-f- 


FiQ.  148. 


HH 


Problem  10. 


Simple  beam,   uniformly  varying   ^ 
load,  aa  shown  (Fig.  149). 


Rf 


Fig.  149. 


Problem  11. 

Simple  beam,  uniformly  vary- 
ing load,  as  shown  (Fig.  150). 


^'imnfimnillllll. 


Ri 


Rf 


FiQ.  160. 


Problem  12. 

A  wooden  beam  10"  X  12"  cross  sec- 
tion, subjected  to  a  load  of  16,000  lbs. 
uniformly  distributed  over  its  entire 
length  (Fig.  151).  E  =  1,500,000  lbs. 
per  sq.  in. 


Problem  IS. 

A  standard  6"  I-beam,  12.25  lbs.  per 
ft.,  subjected  to  concentrated  loads  of   ' ' 
2000  lbs.  and  1000  lbs.,  as  shown  (Fig. 
152).    E  »  28,000,000  lbs.  per  sq.  in. 


1000  Iba.  per  ft                       { 

A 

^            i 

Rr 

Ri        ' 

Fig.  151. 


^t-*^ 


Fig.  152. 


Problem  14. 

A  simple  beam  is  subjected  to  a  total  load  of  12,000  lbs.  uniformly  distributed 
over  a  portion  of  the  span,  as  shown  (Fig.  153).    Using  the  general  formulas 
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(Case  i,  Art.  98),  write  the  general  equations  for  the  slope  and  deflection  for 
this  particular  case,  neglecting  the  weight  of  the  beam.  Also  find  the  value 
of  EIvo. 


Problem  16. 

A  floor  is  supported  on  standard  15'' 
I-beams,  42  lbs.  per  ft.,  having  a  20-ft. 
span.  If  the  total  load,  including  the 
weight  of  the  floor  and  beams,  is  200  lbs. 
per  sq.  ft.  of  floor  area,  determine  the 
spacing  of  the  beams  required  to  fulfil 
the  condition  that  the  greatest  deflection 
is  not  to  exceed  j^^  of  the  span.  /  =  442 
(ins.)^     E  =  28,000,000  lbs.  per  sq.  in. 


I 


1000  llML  per  ft 


Fio.  163. 


What  is  the  magnitude  of  the  greatest  outside  fiber  stress  in  this  case? 


Problem  16. 

Find  the  necessary  moment  of  inertia 
and  select  a  suitable  Insection  for  a 
beam  to  support  the  loads  shown  (Fig. 
154),  provided  the  greatest  allowable 
deflection  is  0.6".  E  =  28,000,000  lbs. 
per  sq.  in.  Use  the  method  indicated 
in  Art.  (100),  dividing  the  load  system 
into  three  parts. 


400  Iba  per  ft 


Rl 


R| 


Fig.  164 


Problem  17. 

An  8"  steel  I-beam,  18  lbs.  per  ft.,  is  fixed  at  the  ends  and  subjected  to  a 
total  uniformly  distributed  load  of  9600  lbs.  (including  the  weight  of  the  beam). 
The  span  is  12  ft.  Find  the  greatest  deflection  and  the  magnitude  of  the 
greatest  outside  fiber  stress.    /  «  67  (ins.)*.    E  ■>■  28,000,000  lbs.  per  sq.  in. 

Problem  18. 

Solve  Problem  (17),  assuming  that  the  load  of  9600  lbs.  is  concentrated  at  the 
center  of  the  span  instead  of  being  imiformly  distributed  over  the  entire  length 
of  the  beam.    Neglect  the  weight  of  the  beam. 

Problem  19. 

A  12"  steel  I-beam,  31.5  lbs.  per  ft.,  having  a  span  of  12  ft.,  is  fixed  at  the 
ends  and  subjected  to  a  single  concentrated  load  of  4000  lbs.,  acting  at  a  dis- 
tance of  8  ft.  from  one  end.  Find  the  deflection  at  the  center  and  under  the 
concentrated  load.  /  »  216  (ins.)*.  E  -  28,000,000  IBs.  per  sq.  in.  Find 
the  greatest  outside  fiber  stress. 

Problem  20. 

Solve  Problem  (19),  assuming  that  the  load  of  4000  lbs.  is  divided  equally 
into  two  parts  and  applied  at  points  4  ft.  from  the  ends. 
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Problems  21-24. 

i^ote.  —  Id  Problems  (21-24),  inclusive,  determine  the  magnitudes  of  the 
supporting  forces,  and  find  the  maximum  shearing  force  and  maximum  bend- 
ing moment.    The  supports  are  assumed  to  be  on  the  same  level  in  each  case. 

Problem  21. 

Beam  fixed  at  one  end  and  subjected  to  a  uniformly  distributed  load  of 
1000  lbs.  per  ft.,  as  shown  (Fig.  155). 


I 


1 


lOOOlb&perft 


1 


Fig.  156. 


Pig.  155. 
Problem  22. 

Beam  fixed  at  one  end  and  subjected  to  a  smgle  concentrated  load,  as  shown 
(Fig.  156). 

Problem  28. 

Beam  fixed  at  one  end  and  subjected  to  a  single  concentrated  load,  as  shown 
(Fig.  157). 


r 


- 


I 


1000  Ibe.  per  ft 


^ 


Fig.  158. 


Fig.  157.  . 
Problem  24. 

Beam  fixed  at  one  end  and  subjected  to  a  uniformly  distributed  load,  as 
shown  (Fig.  158). 

Problem  25. 

A  wooden  beam  10"  X  12^'  cross  section  is  supported  at  three  points  at 
equal  distances  apart,  and  is  subjected  to  a  total  uniformly  distributed  load  of 


uooib&perft 


-_10L_ 


Fig.  169. 

24,000  lbs.  (including  the  weight  of  the  beam)  (Fig.  159).  Find  the  magni- 
tudes of  the  supporting  forces  Ru  Ri  and  Ri:  (a)  When  the  supports  are  on  the 
same  level;  (b)  When  the  middle  support  is  \"  below  the  level  of  the  end 
supports.    E  =  1,200,000  lbs.  per  sq.  in. 
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Problem  86. 

Find  the  greatest  outside  fiber  stress  in  the  beam  given  in  Problem  (25) :  (a) 
When  the  supports  are  on  the  same  level;  (b)  When  the  middle  support  is 
i"  below  the  level  of  the  end  supports. 

Problem  27. 

Find  the  deflection  at  the  middle  point  in  each  span  of  the  beam  given  in 
Problem  (25):  (a)  When  the  supports  are  on  the  same  level;  (b)  When  the 
middle  support  is  \"  below  the  level  of  the  end  supports.  Use  the  method 
given  in  Art.  (100). 

Problem  28. 

Find  the  difference  in  level  between  the  middle  support  and  the  two  end 
supports  of  the  beam  in  Problem  (25),  when  the  two  greatest  positive  bending 
moments  are  equal  to  the  greatest  negative  bending  moment. 

Problem  29. 

Fin<i  the  difference  in  level  between  the  middle  support  and  the  two  end 
supports  of  the  beam  in  Problem  (25),  in  order  that  the  end  reactions  shall  be 
equal  to  zero. 

Problem  80. 

A  wooden  beam  6"  X  12"  cross  section  is  supported  at  the  ends  and  sub- 
jected to  a  single  concentrated  load  at  the  center  of  the  span.  Find  the 
length  of  beam  required  to  satisfy  both  of  the  following  conditions:  (a)  The 
greatest  deflection  is  j\^  of  the  span;  (b)  The  greatest  outside  fiber  stress  is 
1000  lbs.  per  sq.  in.;  (c)  E  »  1,200,000  lbs.  per  sq.  in. 

Problem  31. 

Solve  Problem  (30),  assuming  the  load  to  be  uniformly  distributed  over 
the  entire  length  of  the  beam,  instead  of  concentrated  at  the  center. 

Problem  32. 

A  round  bar  is  fixed  at  one  end  subjected  as  a  cantilever  beam  to  a  single 
concentrated  load  at  the  free  end.  Find  the  ratio  of  length  to  diameter  re- 
quired to  satisfy  the  conditions:  (a)  The  greatest  deflection  is  equal  to  tvtf) 
(b)  The  greatest  outside  fiber  stress  is  equal  to  20,000  lbs.  per  sq.  in.;  (c)  E 
=  28,000,000  lbs.  per  sq.  in. 

Problem  83. 

Find  the  values  of  the  diameter  and  length,  if  the  load  on  the  beam  in 
Problem  (32)  is  20,000  lbs. 

Problem  34. 

A  standard  24"  steel  I-beam,  80  lbs.  per  ft.,  is  supported  at  the  ends  and 
loaded  uniformly  throughout  its  entire  length.  If  the  span  is  30  ft.,  find  the 
greatest  deflection  if  the  greatest  allowable  outside  fiber  stress  is  16,000  lbs. 
per  sq.  in.    E  '•^  28,000,000  lbs.  per  sq.  in. 
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Problem  36. 

A  wooden  beam  of  rectangular  cross  section,  12  ft.  long  and  supported  at 
the  ends,  is  subjected  to  a  single  concentrated  load  at  the  center  of  the  span. 
Find  the  depth  of  beam  required  to  satisfy  the  following  conditions:  (a)  The 
greatest  deflection  is  tH  of  the  span;  (b)  The  greatest  outside  fiber  stress  is 
1000  lbs.  per  sq.  in.  If  the  ratio  of  breadth  to  depth  is  1  :  2,  what  load  will 
be  required  to  fulfil  these  conditions?    E  «  1,200,000  lbs.  per  sq.  in. 

Problem  86. 

Solve  Problem  (35),  assuming  the  load  to  be  uniformly  distributed  over  the 
entire  length  of  the  span  instead  of  concentrated  at  the  center. 

Problem  37. 

A  steel  I-beam,  20  ft.  span,  is  supported  at  the  ends  and  subjected  to  a  single 
concentrated  load  at  the  center.  Find  the  depth  of  beam  required  to  satisfy 
both  of  the  following  conditions:  (a)  The  greatest  deflection  is  j^jf  of  the 
span;  (b)  The  greatest  outside  fiber  stress  is  16,000  lbs.  per  sq.  in.  What 
is  the  size  of  the  standard  beam  which  will  most  nearly  satisfy  t^e  con- 
ditions?   What  load  would  be  required?    E  «  28,000,000  lbs.  per  sq.  in. 

Problem  88. 

Solve  Problem  (37),  assuming  the  load  to  be  uniformly  distributed  over  the 
entire  length  of  the  beam,  instead  of  concentrated  at  the  center. 

Problem  39. 

Solve  Problem  (37),  assuming  that  the  beam  is  fixed  at  the  ends. 
Problem  40. 

Solve  Problem  (38),  assuming  that  the  beam  is  fixed  at  the  ends. 
Problem  41. 

Determine  the  reaction  R  (Fig.  157)  for  the  beam  given  in  Problem  (23)  by 
the  method  of  least  work  (Art.  111). 

Problem  42. 

Determine  the  reaction  R  (Fig.  158)  for  the  beam  given  in  Problem  (24) 
by  the  method  of  least  work. 

Problem  48. 

Two  15"  steel  I-beams,  42  lbs. 
per  ft.,  together  support  a  total  uni- 
formly distributed  \os4  of  12,800  lbs. 
The  upper  beam  AB  rests  on  three 
rollers  carried  by  the  lower  beam 
CD,  and  the  lower  beam  rests  on 
supports  as  indicated  (Fig.  160). 
Find  the  reaction  at  the  center  roller 
and  the  maximum  fiber  stress  in  each  beam.  E  =  30,000,000  lbs.  per  sq.  in. 
/  =  442  (ins.)*.    Neglect  the  weight  of  the  beams. 

Note,  —  Let  R  »  the  reaction  at  the  center  roller  and  apply  the  principle 
of  least  woric 
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Problem  44. 

Two  square  bars  of  equal  length  I  are  fixed  at  one  end  as  indicated  (Fig. 
161).    The  lower  bar  is  supported  at 

the  free  end  and  the  upper  bar  carries   Wl^ = * HW 

a  concentrated  load  IF  at  the  free  end 
and  rests  on  a  roller  at  A,    Assuming 

that  the  supports  of  the  lower  bar  are   ^ 

on  the  same  level  and  neglecting  the   ^~  '  H" 

weight  of  the  bars  find  the  reaction   ^ 
on  the  roller  and  the  supporting  force 
F. 


I- 


J 

Fig.  161. 


Problem  46. 

Find  the  deflection  at  the  center  of  the  beam  given  in  Problem  (8),  using 
the  general  formula  for  deflection  (Art.  110). 

Problem  46. 

Find  the  deflection  of  the  beam  given  in  Problem  (16)  under  the  center 
load  of  2000  lbs.,  using  the  general  formula  for  deflection. 

Problem  47. 

Solve  Problem  (14) ,  by  using  the  general  formula  for  deflection. 

Problem  48. 

Determine  by  graphical  integration  the  greatest  deflection  of  a  built-up 
girder,  represented  in  Fig.  (103),  under  the  greatest  allowable  load  TT,  con- 
centrated at  the  middle  of  the  span.  The  dimensions  of  the  girder  are  as 
follows:  span  =  30  ft.;  depth  of  cross  section  at  center  =  33.5";  web  plate  — 
30"  X  i";  4  flange  angles  —  6"  X  3"  X  i";  2  flange  plates  —  12"  X  i"  X  24 
ft.  long;  2  flange  plates  —  12"  X  i"  X  16  ft.  long;  2  flange  plates  —  12"  X  }" 
X  8  ft.  long.    E  =  28,000,000  lbs.  per  sq.  in.,  /  =  12,000  lbs.  per  sq.  in. 

Problem  49. 

Determine  by  graphical  integration  the  greatest  deflection  of  the  tapered 
shaft  (Fig.  105)  due  to  the  load  of  400  lbs.  acting  at  the  center  of  the  span, 
neglecting  the  weight  of  the  shaft.    E  «  30,000,000  lbs.  per  sq.  in. 

Problem  50. 

Determine  by  graphical  integration  the  greatest  deflection  of  the  tapered 
shaft  (Fig.  105),  due  to  its  own  weight  only,  assuming  w  «  0.28  lb.  per  cu.  in. 
and  E  »  30,000,000  lbs.  per  sq.  in. 
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CHAPTER  VI. 
CONTINUOUS  BEAMS- 

117.  Continuous  Beams.  —  A  beam,  or  girder,  which  is  sup* 
ported  at  more  than  two  points  and  is  continuous  through  two  or 
more  spans  is  called  a  continuous  beam,  or  a  continuous  girder. 
An  illustration  of  the  simplest  type  of  a  continuous  beam  has 
already  been  given  in  the  case  of  the  beam  supported  at  three 
points  (Art.  102).  Evidently,  a  beam  may  be  continuous  over 
any  number  of  supports  and  the  supports  may,  or  may  not,  be  on 
the  same  level;  and  in  addition,  such  a  beam  may  be  fixed  at  the 
ends,  as  in  the  case  of  the  built-in  beam,  or  the  ends  may  be  free  to 
turn  as  in  the  case  of  the  simple  beam  supported  at  two  points. 
The  supporting  forces  cannot  be  determined  from  the  laws  of 
equilibrium  of  Statics  alone,  but  only  when  conditions  in  addi- 
tion to  these  laws  can  be  applied,  as  was  done  in  the  above- 
mentioned  case  of  the  beam  supported  at  three  points. 

The  elastic  curve  will  be  continuous  throughout  the  length  of  the 
beam,  and  the  conditions  resulting  from  continuity  at  the  sup- 
ports, as  well  as  at  concentrated  loads,  will  be  found  sufficient, 
when  employed  in  conjunction  with  the  static  conditions  of  equi- 
librium, to  determine  the  supporting  forces  for  any  beam  of  this 
type.  The  assumptions  of  the  common  beam  theory  will  evi- 
dently apply  equally  as  well  as  in  the  case  of  the  beam  supported 
at  two  points.  Hence  the  differential  equation  of  the  elastic 
curve  will  be  the  same  in  either  case;  and  the  integration  of  this 
equation  under  the  conditions  of  continuity  at  the  supports  will 
furnish  the  additional  conditions  required  in  the  calculation  of  the 
reactions  at  the  supports. 

When  the  beam  is  of  uniform  cross  section  and  material  and  the 
loads  are  concentrated,  or  uniformly  distributed,  the  determina- 
tion of  the  supporting  forces  is  comparatively  simple.  When  the 
loading  is  irregular  and  the  cross  section  varies,  an  approximate 
solution  is  ordinarily  all  that  can  be  made. 

In  the  following  discussion,  therefore,  only  beams  of  uniform 
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section,  subjected  to  load  systems  comprised  of  concentrated  and 
miiformly  distributed  loads,  will  be  considered. 

118.  The  Theorem  of  Three  Moments.  —  By  means  of  the 
conditions  due  to  the  continuity  of  a  continuous  beam  over  any 
intermediate  support,  an  algebraic  relation  between  the  bending 
moment  at  that  support  and  the  bending  moments  at  the  adjacent 
supports  on, either  side  can  be  determined.  This  relation  is 
commonly  known  as  the  three  fnoment  equation  and  the  process  of 
its  derivation  is  known  as  the  theorem  of  three  moments.  The 
derivation  of  the  three  moment  equation  will  be  ^ven  here  for 
some  of  the  common  S3rstems  of  loading,  the  beams  being  assumed 
to  be  horizontal  and  the  loads  vertical  in  each  case. 

Case  L  —  A  Single  Concentrated  Load  in  Each  Span.  —  Let  J?, 
0  and  A  (Rg.  162)  be  any  three  consecutive  supports  of  a  beam 
which  is  continuous  over  three  or  more  supports.    Take  the  origin 
at  0  and  the  horizontal  axis  XOX  through  the  intersection  of  the 
neutral  layer  of  the  beam  and  the  cross  section  over  the  supjwrt  0. 
Let      Afo  =  the  bending  moment  at  0, 
Ma  =  the  bending  moment  at  A, 
Mb  =  the  bending  moment  at  B, 
So  =  the  shearing  force  at  a  section  adjacent  to  and  at 
the  right  side  of  the  support  0, 
£-0  =  the  shearing  force  at  a  section  adjacent  to  and  at 
the  left  side  of  the  support  0, 
ti)  =  the  slope  at  0,  the  angle  being  measured  between 

the  tangent  and  the  axis  OX  to  the  right  of  0, 
i-o  =  the  slope  at  0,  the  angle  being  measured  between 

the  tangent  and  the  axis  OX  to  the  left  of  0, 
Va  =  the  difference  in  level  between  the  supports  A 

and  0, 
Vb  =  the  difference  in  level  between  the  supports  B  and 

0, 
li  =  the  length  of  the  span  OA, 
k  =  the  length  of  the  span  OB, 
TTj  =  a  concentrated  load  at  any  point  in  the  span 

0-A,  at  distances  Ci  from  0  and  di  from  A, 
TTs  =  a  concentrated  load  at  any  point  in  the  span 

0-B,  at  distances  Ct  from  0  and  ^2  from  B, 
Ml  =  the  bending  moment,  ii  =  the  slope  and  Vi  ==  the 
deflection  imder  the  load  TTi, 
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M%  =  the  bending  moment,  i%  =  the  slope  and  Vi  »  the 
deflection  under  the  load  W%, 
S  »  the  shearing  force,  M  =  the  bending  moment,  i  = 
the  slope  and  v  =  the  deflection  at  any  cross 
section  at  a  distance  x  from  0. 


w. 


Rb 


w, 


--rfr-^ 


Ro 
Fig.  162. 


-h- 


Confflder  first  the  span  O-A,  taking  x  plus  when  measured  to 
the  right  of  the  origin  and  using  the  convention  regarding  agns 
which  has  been  followed  in  the  theory  of  ordinary  bending. 

Then  for  values  of  x  from  0  to  Ci, 

S  =  So, (1) 

JIf  =  Mo  +  Sox(Art.73) (2) 


Eli  =   Cm  dx  =  JIf oX  +  ^  +  c, 

icei  =  ^o^ 

T  jidx^  EIux  + 


where  c  =  Elia,  since  i  =  to  when  x  =  0, 


EIv  ^EI 


SoX« 


6 


fC, 


(3) 


(4) 


where  (/  =  0,  since  r  =  0  when  x  =  0. 
For  values  of  x  from  Ci  to  h, 

S  ^  So-Wi, 

M  =  Mo  +  Sax-Wiix-  ci)  (Art.  73),      .    . 

EH  ^Judx  =ilfoX  +  ^' -  ^(x  -  CxY  +  c", 

where  c"  =  EIU^  since  from  the  continuity  the  value  of  Eli  ^v«n 
by  (7)  is  equal  to  the  value  given  by  (3)  when  x  =  Ci, 


6 


6 


(5) 
(6) 

(7) 


(x-cO»  +  C",   (8) 


where  c"'  =  0,  ance  the  value  of  EIv  ^ven  by  (8)  is  equal  to  the 
value  ^ven  by  (4)  when  x  =  Ci. 
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Substituting  a:  .=  h  in  (6)  we  obtain 

ilfa  =  Mo  +  SoZi-Fiai-Ci)=Jlfo  +  5oii-Fid„  .  (9) 
and  hence 

5.  =  ^^S^^  +  ^ (10) 

By  substituting  a:  =  Zi  in  (8), 

EIv.^EIi^^  +  ^  +  ^-'^ih-cO*;  .  .  .  (11) 
and  eliminating  So  between  (11)  and  (10)  and  reducing, 

EIv,  =  Em,  +  ^  +  ^  +  ^ih*-dr*);  .  .  (12) 
and  solving  for  EIiq, 

If  we  treat  the  span  0-B  in  the  same  manner,  taking  x  positive 
when  measured  to  the  left  and  reversing  the  signs  which  have  been 
previously  used  in  designating  the  directions  of  shearing  forces 
and  slopes,  the  expressions  obtained  for  S^  and  Eli^  will  be 
analogous  to  (10)  and  (13)  and  the  equations  will  take  the  forms 

5^,=^^^+^, ^  (14) 

Adding  (13)  and  (15)  and  observing  that,  since  the  signs  of  the 
slope  given  by  the  two  equations  are  opposite,  the  condition  of 
continuity  at  0  will  give  io=  —  i-o,  we  shall  have 

^         ElVa      '  ElVh        Mo. J      ,     ;  X         Mah         Mik 

o  =  -jp  +  -^ — X^^'  +  ^^^'e 6" 

which  is  a  form,  of  the  three  moment  equation  for  this  case. 

It  should  be  observed  that  values  of  Va  and  Vb  will  be  positive 
when  the  supports  A  and  B  are  higher  than  the  support  0,  and 
negative  if  A  and  B  are  lower  than  0;  also  that  equations  (14) 
and  (15)  will  give  positive  values  of  the  shear  and  slop)e,  respec- 
tively, when  the  shear  and  the  slope  are  opposite  in  direction  to 
those  which  have  been  previously  called  positive. 
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In.  the  case  of  a  continuous  beam,  therefore,  the  rule  for  the  sign 
of  the  shearing  force,  as  determined  from  the  algebraic  equations, 
will  be:  the  shearing  force  at  a  section  is  positive  when  the  part  of 
the  beam  between  the  section  and  the  origin  tends  to  slide  upwards  by 
the  part  on  the  other  side  of  ihe  section,  and  negative  when  the  tendency 
to  slide  is  the  reverse;  and  the  slope  is  positive  when  the  tangent  slopes 
upward  and  away  from  the  origin.  Having  adopted  this  system  of 
signs  for  shearing  forces  and  slopes,  the  signs  of  bending  moments 
and  deflections,  as  determined  by  the  algebraic  equations,  evidently 
will  be  the  same  as  those  previously  adopted,  whether  the  span  is 
taken  to  the  right  or  the  left  of  the  origin.  In  plotting  shearing 
force  diagrams  for  continuous  beams,  however,  it  will  be  convenient 
to  follow  the  convention  of  signs  adopted  for  simple  beams. 

When  the  supports  are  on  the  same  level,  the  three  moment 
equation  (16)  reduces  to  the  form 

JlfaZi  +  2Moft  +  W  +  JIfftZ,  =  ^  ^(y  -  di*) 

-^(y-ds^) (17) 

When  the  loads  are  applied  at  the  middle  of  each  span,  equation 
(17)  reduces  to 

Mah  +  2  Mo  (Zi  +  Z2)  +  ^6^2  =  -  I  (TTiZi^  +  Tr,y).       (18) 

When  the  spans  are  equal,  if  we  let  I  =  ?i  =  ^2,  equation  (17) 
reduces  to 

{Ma  +  4Mo  +  Jlfft)  Z»  =  -  TTidi  {V  -  d,^)  -  W^  {P  -  di^),     (19) 
and,  if  in  this  case  the  loads  are  applied  at  the  middle  of  each  span, 

(Ma  +  ^Mo  +  M,)  =  -p{Wi  +  W2).  .    .    .    (20) 

Also,  when  the  supports  are  on  the  same  level  and  the  load  is  at 
the  middle  of  the  span,  equation  (13)  will  reduce  to 

Eli^^-^-M^^-:^;.     .     .     .      (21) 

and  equation  (10)  will  reduce  to 

So  =  ^^i-^'+^ (22) 

fcl  J 

Case  II.  —  Any  Number  of  Concentrated  Loads  in  Each  Span,  — 
Using  a  notation  similar  to  that  in  Case  (I),  let  li  =  the  length  of 
the  span  0-A  and  denote  the  loads  in  the  span  by  the  symbols 
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TTi',  TFi",  PFi'",  etc.,  the  distances  of  the  loads  from  0  by  the 
symbols  Ci',  Ci',  Ci",  etc.,  and  their  distances  from  A  by  the 
symbols  d/,  di',  d/",  etc. 

The  expressions  for  the  shearing  force  and  the  slope,  at  the  right 
of  the  support  0,  can  be  foimd  for  each  load  acting  separately; 
and  the  values  of  these  quantities  due  to  the  combination  of  all 
the  loads  in  the  span  may  then  be  foimd  by  adding  together,  by 
the  method  indicated  in  (Art.  100). 

Let  ioy  Mo',  So',  represent  the  values  of  the  slope,  bending 
moment  and  shearing  force,  respectively,  at  the  support  0;  and 
Ma  and  Va  the  bending  moment  and  deflection  at  the  supiwrt  A 
if  the  load  W  were  the  only  load  in  the  span  0-A ;  and,  similarly, 
let  io",  Mo'\  So",  Ma"  and  Va"  represent  the  respective  values  of 
these  quantities  if  the  load  W"  were  the  only  load  in  the  span; 
and  io",  Mo",  So'",  MJ"  and  Va"  the  respective  values  due  to  the 
load  W"  alone;  etc. 

Then  from  equation  (13) 
^..,      ElVa'      Mo%      Ma'k      TTi'd/,,,       ,„. 

^,,,,         ElVa"         Mo%         Ma%         W["dr.j.  ,„,. 

EI^.r^EIVa"'      Mrk      Ma"%      Tr/"di"'  ,,, 

EIi^     -—^ 3 g gjp-(ii  -di   »),  etc. 

By  adding  these  equations  and  substituting 
to  =  io'  +  io"  +  V"  +  •  •  •  , 

Va  =  Va'  +  Va"  +  Va"'  +    «    '    '    , 

Mo  =  Mo'  +  Mo"  +  Mo"'  +  •  •  •  , 

Ma  =  Ma'  +  Ma"  +  Ma'"  +    •    '    '    , 

we  obtain  for  the  value  of  Elio,  when  all  the  loads  act  together, 
J.J.      Elva     Moll     Mah      STFidi  (k^  ^  diO  ,^^; 

where 

ZTFid,  (y  -  d,*)  =  W'di'  a,»  -  d,'«)  +  Wi"d,"  (V  -  di"») 
+  Wrdr  (li*  -  di'"*)  +  etc. 

In  the  same  manner,  a  similar  expression  for  the  value  of  Eli-o, 
in  terms  of  the  loads  acting  in  the  span  0-B,  can  be  obtained,  viz., 

p,.        EIv,     M^     MJi     XW,dtW-d,*)  ._,. 

£/»_  =  _ _ _ _ .    (24) 
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By  adding  (23)  and  (24) ,  the  three  moment  equation  for  any 
system  of  concentrated  loads  is  obtained,  viz.; 

^       EIVa,EIVb       Mo,j\_j.         Mall        Mih 

~  "1 ^  "T g-  Ui  -r  *2; g g- 

" 67;^ 6^ ^^^ 

Proceeding  in  the  same  manner,  the  expressions  for  the  shearing 
force  at  the  right  of  0,  due  to  each  load  in  the  span  0-A  acting 
alone,  would  be 

Ma'  -  Mo'   ,   Wi'di' 


&'  = 


h        ^     k 


^„      Ma"  -  Mo"  .  Wi"dr     . 
Co    = i 1 j ,  etc. 

Letting  So  =  So'  +  So"  +  etc.,  equal  the  shearing  force  at  the 
section  at  the  right  of  0,  due  to  the  combined  action  of  the  loads 
in  the  span  0  —  A,  and  adding  together  as  before, 

&,  =  M±^  +  ^ .(2g^ 

where  XWA  =  Wi'di'  +  Wi"di"  +  Wi"'dx'"  +  etc. 

Similarly, 

S^ r~+~^"      .....    (27) 

When  the  supports  are  on  the  same  level,  the  three  moment 
equation  (25)  may  be  written 

and  if,  in  addition,  the  spans  are  equal  and  we  let  !  =  2i  =  2f , 
equation  (28)  reduces  to  • 

[Ma  +  4  Jlfo  +  Jlf5)  P  =  -STTidi  (P  -  di«)-2;F2rfi  (P  -  A«).     (29) 

The  formulas  for  this  case  will  evidently  apply  when  any  of  the 
loads  act  upwards,  instead  of  downwards,  by'  simply  giving  a 
negative  sign  to  the  numerical  value  of  any  upward  load,  when 
substituting  in  the  algebraic  equations. 

Case  III.  —  Load  Uniformly  DigtribiUed  over  Each  Spar^  (Fig. 
163). 
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Let  Wi  =  the  load  intenaty  in  the  span  0-A  and  Wi  »  the 
load  intensity  in  the  span  0-B.  Then,  using  the  same  notation 
as  in  Case  (I)  we  have  for  all  values  of  x  in  the  span  0-A 


5  =  <Si»  —  WiZ, 

Jf  =  JIf  0  +  /So*  ■ 


(30) 


tOiX* 


(Art.  73) (31) 


EH  '^jMdx  =  Jlfox  +  ^ 


(So«*        Wll^ 


6 


(32) 


where  e  —  S/to,  ance  i  =  lo  when  »  =  0, 
EIv^Ei  Cidx^EIia 


^•**'^*-^  +  c',     (33) 


6 


where  c*  »=  0,  since  t»  "  0  when  »  =  0. 
Substituting  x  "=  km  (31)  we  obtain 


M.  =  Ma  +  Siii 


2   ' 


and  hence 


&> 


Mg  —  Af 0         Will, 


li 


T' 


and  by  substituting  x  "^  liva  (33), 


ElVa  =  £/ioii  + 


MJii*  ,  Sdi*     Will* 


6 


24 


(34) 
(36) 

(36) 


R» 


R. 
Fio.  163. 


-*r 


R. 


Eliminating  S»  between  (36)  and  (35)  and  reducing  and  solving 

for  Elin, 

„j.      EIv.     MJii     MJi     Will*  .-_. 

£/,,  =  _ _ _ __.     ...    (37) 

Treating  the  span  0-B  in  tile  same  manner  and  reversing  the 
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signs  of  shearing  forces  and  slopes,  as  in  Case  (I),  we  obtain  from 
the  analogy  with  (35)  and  (37), 

•      ~  — u "^' ^^ 

^j,        Elvb     Mok     MtJi     vhh?^  ,^Qv 

^^"-^"12 3        eT'^W    •    •    •    ^^^^ 

and  by.  adding  (37)  and  (39)  we  obtain 

^      Elvg  ,  Elvb     Mo,,    ,  ,v      Mah     Mbk     Fill'     mk^     ..^. 

which  is  the  three  moment  equation  for  this  case. 

When  the  supports  are  on  the  same  level,  equation  (40)  may  be 
written 

JlfJ,  +  2ilfo(Ji  +  «  +  MA=-^'-^';    .     (41) 
and  equation  (37)  reduces  to 

„j.  AfoZl         Mall        Wili^  .      . 

When  the  spans  are  equal,  if  we  let  i  =  Zi  =  fc,  equation  (41) 
reduces  to 

M«  +  4Mo  +  M6=  -^(w?i  +  Mi2).    .     .     .     (43) 

Case  IV.  —  Concentrated  Loads  and  Uniformly  Dtstribvied  Loads 
over  the  Entire  Length  of  Each  Span.  —  By  the  same  method  of 
reasoning  as  that  employed  in  Case  (II),  the  following  expressions 
for  the  three  moment  equation,  and  for  the  slope  and  shearing 
force  at  the  origin,  for  tha  span  0-A,  for  any  system  of  con- 
centrated loads  and  loads  uniformly  distributed  over  the  entire 
length  of  each  span  may  be  obtained: 

.  ElVa    ,    ElVb         Mo. J      ,j.  Mali         Mili 


li  k         s  "^^  '  ^'        6  6 

6Z1  24  6^2  24 


,  (44) 


^,.        ElVa      Moll       Mall       ZTTidi  (h^  -  di^)       wdi*  ,.., 

«       Mg-Mo  ,  XWidi  ,  Will  .,^. 
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When  the  supports  are  on  the  same  level,  or  when  the  spans  are 
equal,  these  equations  may  be  easily  reduced  to  simpler  forms,  as 
before. 

Case  V.  —  Load  Uniformly  DistribiUed  over  a  Portion  of  Each 
Span.    General  Case.    (Fig.  164,) 


!v 


xLl 


4 


-dr-*<- 


R6 


0  n^' 


AJX 


P- 


n^ 


Pig.  164. 


Let  Wi  =  the  load  intensity,  6i  =  the  distance,  over  which  the 
load  extends,  Ci  =  thQ  distance  from  0  and  di  =  the  distance  from 
A  to  the  center  of  the  load  in  the  span  O-A,  and  let  Wi  —  Wibi 
equal  the  total  load  in  this  span. 

'  Let  v}2  =  the  load  intensity,  62  =  the  distance  over  which  the 
load  extends,  02  =  the  distance  from  0  and  dz  =  the  distance  from 
B  to  the  center  of  the  load  in  the  span  O-B;  and  let  Wt  =  wJh 
equal  the  total  load  in  this  span. 

Using  the  same  notation  as  in  Case  (I),  we  have,  for  values  of  ^ 

z  from  0  to  ( Ci  —  -^j  in  the  span  0-A, 

S  =  So, (47) 

M  =  ilfo  +  SoX  (Art.  73), (48) 

S^ 


Eli  =  Af oX 


+  c, 


where 


EIv  =  Eli^ 


Eliof  since  i  =  io  when  x  =  0, 


2      '     6 
where  c'  =  0,  since  v  =  0  when  x  —  0. 


+  c. 


For  values  of  x  from  (ci  —  ^)  to  Ici  +  -^j' 
/S  =  iSo  —  wi  f  X  —  ci  +  ^  j,      .    . 


(49) 


(50) 


(51) 
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M  =  Jlfo  +  Soa:-^(x-Ci  +  |)V (52) 

^/i  =  MoX  +  ^-|^(a:-Cx  +  |y  +  c",     .    .    (63) 

where  d^  =  B/to,  since  (63)  and  (49)  give  the  same  value  for  Eli 
when  a;  =  f  ci  —  oM* 

^/«  =  £/i,x  +  ^  +  ^-g(x-c,+  |)+c'",    (54) 

where  d"  =  0,  since  (64)  and  (50)  give  the  same  value  for  EIv 
when  a:  =  ( Ci  —  ^ )• 

For  values  of  x  from  id  +  ^  jto  Ii, 

/S  =  /So-w>i6i (66) 

Jlf  =  JIfo  +  5ox  -  t/?i6i  (x  -  ci),  .    .    .    ...     (66) 

J&7i  =  Moa;+^*-^'(a:-cO*  +  c^,   .    .     (67) 

where  c^  =  -E7^ ^^T"'  ^^^°^  *^®  condition  that  (67)  and  (63) 

give  the  same  value  for  Eli  when  «  =  ( ci  +  ^j» 

EIv  =  £Jt,«  +^  +  ^_!£^'(x  _  cO»  -^  +  c^  (58) 
where  c^  =    ^ J.  ^ ,  from  the  condition  that  (68)  and  (64)  give  the 


same  value  for  EIv  when  x 


-(«.+i> 


Substituting  x  =  2i  in  (66),  we  obtain 

Ma^M^  +  Sdi-wAdi (69) 

and  hence 

„       Af o  —  Afo  ,  tPiftidi      Ma  —  Afo  ,  Widi  .g^. 

Co  = J 1 J —  = 7 1 — I — .     .     .     \W) 

i\  ii  h  ,    ii 

By  substituting  x  =  Ii  in  (68), 

TP7^       VT4  1    ,MJ^SJ,i^      wibidi*     WibiHi  ,  WibM  ^    .    . 
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and  eliminating  So  between  (61)  and  (59)  and  reducing^ 

£/v.  =  £/trf,  +  ^  +  ^  +  ^t4(y-d.«)-W;  (62) 
and  solving  for  Elioj  and  substituting  Wi  =  wJh, 

B/i,:=^._^_:^_:^[4(y-d»»)-6.V    .    (63) 

For  the  span  O-B  we  shall  have,  by  analogy, 

„        Mb  —  Mo     WA  //^x 

^^ — h—+-ir ^^^ 

and 
EIi^  =  -"^ g g 2^^  [4  (V  -  dj)  -  Vj.    .     (65) 

Adding  (63)  and  (65)  we  have,  for  the  three  moment  equation 
for  this  case, 

^       ElVa    ,    ElVb       Mo, J     ,    ,  V        Mall       Mih 

^  =  "]r'  +  "T""T^^^  +  ^^"nB 6" 

When  the  supports  are  on  the  same  level  (66)  reduces  to 

MJ,  +  2M,{h  +  k)  +  Md,-'-^[i  (li*  -  di*)  -  6i»] 

_^[4(V-d.*)-6,^; (67) 

and  when  the  spans  are  equal,  if  we  let  I  =  k  ^  U,  equation  (67) 
reduces  to 

(Ma  +  4Jlfo  +  ilf5)P=-^M4(ii*-di*)-M       • 

-^[4(y-d2«)-W] (68) 

When  the  loads  are  uniformly  distributed  over  the  entire  length 

of  each  span,  61  =  Ii,  di  =  ^ ,  &2  =  ^  and  <fe  =*  o  ^^^  equations 

(60)  and  (63-68)  inclusive  reduce  to  the  corresponding  "equations 
for  Case  (III).. 

When  the  loads  are  concentrated,  61  =  0  and  61  =  0  and  equa- 
tions (60)  and  (63-68)  inclusive  reduce  to  the  corresponding 
equations  for  Case  (I). 

When  there  are  two  or  more  superimposed  loads  in  a  span,  by 
the  same  method  of  reasoning  as  that  employed  in  Case  (II),  the 
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following  expression  for  the  three  moment  equation  can  be  ob- 
tained, 

Elva  ,  EIv^      Mo,,    ,  , ^      Mall      MiJ^ * 


(69) 


li  U  3  ' '  '    "'         6  6 


24;i  242, 

also,  the  following  expressions  for  the  sheating  force  and  the  slope 
at  the  origin, 

„       Ma  —  Mo  .  SWidi  ,_„x 

00  =  J 1 i — ,      . \i^) 

The  equations  for  this  case  may,  therefore,  be  considered  to  be 
the  general  equations  for  a  continuous  beam,  subjected  to  any 
system  of  concentrated  and  uniformly  distributed  loads,  which 
can.  easily  be  reduced  to  the  forms  obtained  for  the  four  special 
cases  previously  considered. 

119.  Determination  of  the  Bending  Moments  and  Reactions 
at  the  Supports  of  any  Continuous  Beam.  —  The  bending 
moments  and  reactions  at  the  supports  of  any  continuous  beam  of 
uniform  cross  section,  subjected  to  concentrated  and  imiformly 
distributed  loads,  may  be  determined  by  the  use  of  the  three 
moment  equation,  in  its  various  forms,  and  the  equations  for  the 
shearing  forces  and  slopes  deduced  in  Art.  (118).  The  method 
of  procedure  will  be  as  follows:  Let  the  sketch  (Fig.  165)  represent 
a  continuous  beam,  having  four  spans,  which  is  subjected  to  a 
system  of  concentrated  and  uniformly  distributed  loads  as  in- 
dicated. 

By  use  of  the  three  moment  equation,  with  the  origin  taken 
successively  at  the  supports  2,  3  and  4,  three  separate  equations 
in  terms  of  the  unknown  bending  moments  at  the  supports  can  be 
obtained.  If  the  beam  is  free  at  the  ends  and  does  not  overhang 
the  end  supports,  the  bending  moments  at  the  end  supports  will 
be  equal  to  zero  and,  by  solving  the  equations  simultaneously, 
the  bending  moments  at  the  intermediate  supports  can  be  found. 
If  the  beam  overhangs  the  end  supports,  the  bending  moments  at 
these  supports  can  be  calculated  from  the  loads  on  the  overhangs, 
leaving  the  bending  moments  at  the  intermediate  supports  to  be 
determined  as  before.    If  the  ends  of  the  beam  are  fixed,  the  three 
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moment  equation  can  be  applied  with  the  origin  taken  at  each 
intermediate  support,  as  before;  and  the  additional  equations, 
required  to  determine  the  bending  moments  at  the  ends,  can  be 
obtained  by  substituting  to  =  0  in  the  equation  for  the  slope  at  a 
support  taken  as  the  origin. 


r 

t 

IHIIIII 

Wi  V 

f          s 

mil  lllllllil 

lllllllll!    "  '^ 

Ri 

Ri 

R. 

R* 

"H 

Fig.  165. 

Having  calculated  the  values  of  the  bending  moments  at  the 
supports,  the  shearing  forces  on  both  sides  of  each  intermediate 
support  and  at  the  inside  of  each  end  support  can  be  found  by  use 
of  the  formulas  for  the  shearing  force  at  the  right,  or  left,  of  any 
support  taken  as  an  origin. 

The  supporting  force  for  any  intermediate  support  can  then  be 
found  by  adding  the  shearing  forces  on  the  two  sides,  keeping  in 
mind  the  reversal  of  the  signs  of  the  shears  on  the  two  sides  of  the 
support.  When  the  ends  are  free,  the  end  supports  will  evidently 
be  equal  to  the  shearing  forces  at  the  ends,  and,  when  the  ends  are 
fixed,  the  reactions  at  each  end  will  be  made  up  of  a  shearing  force 
and  a  bending  moment,  the  latter  being  found  as  previously 
described. 

An  inspection  of  the  equations  given  in  Art.  (118)  and  of  the 
process  of  deriving  them  will  show: 

(a)  That  any  of  the  equations  for  the  shearing  force,  or  the 
slope,  at  the  right,  or  left,  of  a  support  taken  as  an  origin,  are 
entirely  independent  of  the  loads  or  dimensions  in  any  span, 
other  than  that  to  which  the  equations  apply.  Hence  these  can 
be  applied  with  any  support  (intermediate  or  end  support)  taken 
as  the  origin.  In  fact  these  equations  will  be  found  to  apply  in 
the  case  of  any  simple  beam,  or  a  beam  fixed  at  the  ends,  such  as 
were  discussed  in  Chapter  V. 

(b)  That  the  diflferent  forms  of  the  three  moment  equation 
will  apply  only  when  the  origin  is  taken  at  one  of  the  intermediate 
supports,  since  these  equations  embody  the  length  of  the  span 
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and  the  difference  in  level  of  the  adjacent  support,  on  each  side 
of  the  origin. 

(c)  That,  when  the  supports  are  on  the  same  level,  the  bending 
moments,  shearing  forces  and  slopes  at  the  different  supports  are 
independent  of  the  size  and  material  of  the  beam,  provided  the 
conditions  are  in  accord  with  the  limitations  and  assumptions  of 
the  beam  theory. 

(d)  That,  when  the  supports  are  not  on  the  same  level,  the 
bending  moments,  shearing  forces  and  slopes  at  the  supports  will 
depend  on  the  material  and  the  size  and  dimensions  of  the  cross 
section  of  the  beam.  In  many  cases  a  small  change  in  the  level  of 
one,  or  more,  supports  will  be  found  to  affect  the  bending  moments 
and  shearing  forces  to  a  very  considerable  extent. 

For  this  reason  continuous  beams  are  not  suitable  to  use  in 
types  of  construction  where  a  small  change  in  level  of  supports, 
due  to  unequal  settlement  of  foimdations  or  other  causes,  will 
seriously  affect  the  magnitudes  of  the  stresses. 

(e)  That,  when  the  cross  sections  of  the  beam  vary,  or  the  load 
is  distributed  non-unif ormly,  a  form  of  the  three  moment  equation 
can  be  derived,  provided  the  moment  of  inertia  and  the  load 
intensity  can  be  expressed  as  integrable  functions  of  x.  Ordi- 
narily in  cases  of  this  kind,  it  is  necessary  to  make  an  approximate 
solution  by  dividing  the  beam  up  into  sections  and  taking  average 
values  for  the  load  intensity  and  the  moment  of  inertia  for  each 
section,  the  approximation  evidently  depending  on  the  number 
of  the  sections  into  which  the  beam  is  divided. 

(f)  If,  for  a  continuous  girder  which  is  of  non-uniform  section 
or  is  constructed  in  such  a  manner  that  the  central  axis  is  not 
straight,  the  supports  are  made  to  conform  to  the  shape  of  the 
girder,  the  shearing  forces  and  bending  moments  throughout 
the  length  of  the  girder  will  vary  in  the  same  manner  as  when 
the  central  axis  is  a  straight  line  and  the  supports  are  on  the  same 
level. 

120.  Determination  of  the  Greatest  Fiber  Stress  and  the 
Greatest  Deflection.  —  After  having  determined  the  bending 
moments  and  the  shearing  forces  at  the  supports,  the  shearing 
force  and  bending  moment  at  any  section  in  any  span  of  a  con- 
tinuous beam  can  be  found  by  the  method  indicated  in  Art.  (73). 
The  sections  in  the  different  spans  at  which  the  shearing  force  is 
equal  to  zero  will  be  sections  at  which  the  bending  moment  has 
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maximum  values.  Ordinarily  the  bending  moments  at  the  inter- 
mediate supports,  or  at  the  fixed  ends,  will  be  negative  and  the 
bending  moments  at  the  sections  of  zero  shear  in  the  different 
spans  will  be  positive.  It  is  possible,  however,  that  the  loading 
and  the  conditions  at  the  supports  may  be  such  that  the  signs  in 
either  case  will  be  reversed. 

Having  calculated  the  maximum  value  of  the  bending  moment 
in  each  span,  as  well  as  the  values  of  the  bending  moments  at  the 
supports,  the  ^^eatest  bending  moment  in  the  entire  beam  can  be 
determined  by  inspection;  and  the  greatest  outside  fiber  stress 
can  be  calculated  by  the  usual  formula. 

To  determine  the  greatest  deflection  in  any  span  it  is  necessary 
to  write  the  bending  moment  equations,  in  terms  of  the  bend- 
ing moment  and  shearing  force  at  one  end  of  the  span  (Art.  73), 
and  by  int^ration  to  determine  the  slope  and  deflection  equa- 
tions; the  constant  of  integration  for  the  slope  equation  being 
determined  from  one  of  the  expressions  for  the  slope  at  a  support 
which  have  already  been  deduced.  The  point,  or  points,  of 
greatest  deflection,  above  or  below  the  horizontal  axis,  can  then 
be  found  by  placing  the  slope  equation  equal  to'  zero,  after  which 
the  greatest  deflection  in  the  span  can  be  calculated.  By  deter- 
mining in  this  manner  the  greatest  deflection  in  each  span,  the 
greatest  deflection  in  the  entire  beam  from  any  horizontal  axis  as 
a  datum  line  is  readily  obtained. 

It  is  evident  from  the  foregoing  analysis  that  it  is  unnecessary 
to  calculate  the  supporting  forces  of  a  continuous  beam,  in  order  to 
determine  the  greatest  fiber  stress  or  the  greatest  deflection.  If 
desired,  however,  the  magnitude  of  any  intermediate  support  may 
be  obtained  by  adding  the  shearing  forces  on  either  side  together, 
taking  account  of  signs.  The  magnitude  of  an  intermediate  sup- 
porting force  can  be  expressed  in  terms  of  the  bending  moments^  at 
the  suppqrt  and  the  two  adjacent  supports,  using  the  notation  for 
the  general  case  (Case  V),  as  follows: 

p^ofo        Ma-Mo  ,  Mi-Mo  ,  ZTTidi  .  ZTTA         ... 

where  -^ —  and   — j- —  are  evidently  the  components  at  the 

support,  which  would  be  obtained  by  treating  the  adjacent  spans 
as  two  simple  beams. 
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For  an  end  support,  when  the  beam  is  free, 

i2,  =  So  +  SH,  =  ^^V^+^  +  'S-o,  .  .  (2) 
where  S-o  =  the  shear  due  to  the  load  on  the  overhanging  end,  if 
any,  the  previous  observation  in  regard  to  the  term  — r-^  applying 

as  before. 

After  having  obtained  the  supporting  forces,  the  expressions 
for  the  shearing  force,  bending  moment,  slope  and  deflection  at 
any  section  of  a  contiijuous  beam  can  evidently  be  written  in 
terms  of  all  the  forces  acting  on  the  portion  of  the  beam  between 
the  section  and  either  end,  as  in  the  case  of  any  simple  beam. 
This  method  involves,  in  general,  the  use  of  more  complicated 
equations  than  the  one  previously  outlined. 

121.  Continuous  Beams  with  Equal  Spans  and  Loads  Uni- 
formly Distributed.  —  The  formulas  for  continuous  beams  of 
this  type,  having  the  supports  on  the  same  level,  are  more  generally 
used  than  those  for  any  other  type. 

For  a  beam,  with  any  number  of  equal  sp3.ns  and  a  uniformly 
distributed  load  of  the  same  intensity  w  throughout  its  entire 
length,  having  the  supports  on  the  same  level,  the  three  moment 
equation  (Case  III)  will  reduce  to  the  form 

M«  +  4Mo  +  M6=-^', (1) 

and  the  expression  for  the  shearing  force  at  the  right  of  the  origin 
will  take  the  form 

In  applying  these  equations  in  the  following  cases,  the  bending 
moments  at  the  supports  will  be  denoted  by  Mi,  M2,  Mz,  etc.,  the 
subscripts  corresponding  to  the  numbers  at  the  supports,  the 
maximum  positive  values  of  the  bending  moments  between  the  sup- 
ports will  be  denoted  by  Af',  M'\  Af'",  etc.,  the  primes  corre- 
sponding to  the  number  of  the  span.  The  shearing  forces  at  the 
right  of  the  supports  will  be  denoted  by  positive  subscripts  and 
those  at  the  left  by  negative  subscripts. 

(a)   Two  equal  spans  (Fig.  166). 

Applying  equation  (1)  with  the  origin  at  the  support  (2) 

Ml  =  0,        M2  =  -  ^,         Mz  =  Or   .    .    .    (3) 
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Applying  equation  (2)  with  the  origin  at  the  support  (1), 

Si  =  iwl; (4) 

and,  following  the  usual  convention  of  signs  for  shearing  forces, 

S^^iwl-wl=  -iwl; (5) 

and,  from  sjrmmetry, 

St  ^  iwl,       S^---lwl (6) 


Fig.  166. 


A  maximnm  value  of  the  bending  moment  in  the  span  (1-2) 

3 1 
will  occur  at  a  distance  -^  from  the  support  (1)  and  will  be  equal  to 

and,  from  symmetry,  the  maximum  positive  bending  moment  in 
the  span  (2-3), 

M''^^w1^ (8) 

The  supporting  forces  will  be  equal  to 

Bi  =  t  H        ft  =  I  wl,       Rt-^iwl   .    .    .    (9) 
The  greatest  bending  moment  for  the  entire  beam  will  evidently 
be  that  at  the  middle  support, 

Af.=  -f. (10) 

and  the  greatest  shearing  force  will  be  that  on  either  side  of  the 
middle  support, 

S,^-S^^^.    .....    .^(11) 

(b)  Three  equal  spans  (Rg.  167). 

Applying  equation  (1)  with  the  origin  at  the  support  (2), 

Af,  +  4Jlf,=  -^ (12) 

and  applying  (1)  again,  -nith  the  ori^n  at  the  support  (3), 

AMt  +  Mt"-  — (13) 
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Solving  (12)  and  (13)  simultaneously 

^«--io'  ^•--10'    •  • 

also, 

JJfl  =  0,                Jlf4  =  0 

.    .    (14) 
•    .    (15) 

Fig.  167. 

Applying  equation  (2)  with  the  origin  at  the  support  (1), 

Si  =  iwl 

and,  following  the  usual  convention  of  sagns, 

S-j  =  iwl  —  wl  ==^  —  iwl. 

From  the  sjrmmetry  of  loading, 


andalsOi 


^-»  -  -  "2  , 


8z  =  i  Wl,       5-4  =  f  wl 


(16) 
(17) 

(18) 
(19) 


A  TWft-giTniiin  value  of  the  bending  moment  in  the  span  (1-2) 

21  ' 
wiU  be  obtained  at  the  section,  distant  -^  from  the  support  (1), 

and  wiU  be  equal  to 


2wl2l_2wll  _2wP 
5^5         5    ^5"   25  • 


(20) 


From  symmetry,  the  maTcimum  value  in  the  span  (3-4)  will  in 
like  manner  be  equal  to 

M'"^^ (21) 

A  mftyi'"""'  value  of  the  bending  moment  will  also  be  obtained  at 
the  middle  section  of  the  span  (2-3)  and  will  be  equal  to 

The  supporting  forces  will  be  equal  to 

Bi'-iwl,    Bt^iiwl,    Rt  =  Hwl,    Rt  =  iwl.    .    (23) 
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The  greatest  bending  moment  for  the  entire  beam  will  be  that 
at  either  intermediate  support, 

M,  =  M,  =  -g, (24) 

and  the  greatest  shearing  force  will  be  in  either  end  span,  at  the 
intermediate  support, 

S,^-S^  =  ^-f (26) 

By  applying  equations  (1)  and  (2)  to  the  supports  in  succession, 
the  values  of  the  bending  moments,  shearing  forces  and  supporting 
forces  for  similar  beams,  with  any  number  of  equal  spans,  can  be 
easily  determined.  In  every  case  the  greatest  bending  moment 
will  occur  at  one  of  the  intermediate  supports  and  the  greatest 
shearing  force  will  occur  in  the  end  span,  at  the  first  intermediate 
support.  The  bending  momenta  at  the  supports  will  in  each  case 
be  expressed  in  the  form 

hnwP,     . (26) 

where  A^m  =  a  numerical  coefficient,  and  the  expressions  for  the 
shearing  forces  at  the  supports  will  tske  the  form 

Kwl, (27) 

where  it  =  a  numerical  coefficient. 

The  following  diagram  on  page  (278)  shows,  in  tabulated  form, 
the  numerical  values,  disregarding  signs,  for  km  and  K  at  the  suc- 
cessive supports  of  continuous  beams,  having  from  two  to  seven 
equal  spans,  subjected  to  uniformly  distributed  loads. 

The  central  axis  of  the  beam  and  the  supports  in  each  case  are 
represented  in  the  conventional  manner,  the  span  numbers  being 
indicated  by  figures  placed  in  the  middle  of  each  span.  These 
numbers  in  each  case  may  also  be  taken  as  the  numbers  at  the 
supports  of  the  beam  indicated  above.  The  values  of  fcm  for  each 
support  are  placed  directly  over  the  center  of  the  support,  while 
the  values  of  k,  are  indicated  below  the  central  axis.  To  save 
repetition,  the  numerators  of  the  fractions,  representing  the  values 
of  kt  on  each  side  of  each  support,  are  shown,  while  under  the 
middle  of  the  support  the  common  denominator  for  both  fractions 
is  given.  By  adding  the  numerators  on  the  two  sides  of  any 
support  the  coefficient  of  wl,  giving  the  magnitude  of  the  support- 
ing force  at  that  point,  is  evidently  obtained. 
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For  example,  in  the  case  of  the  beam  with  four  spans  the  magni- 
tude of  the  bending  moment  over  the  second  support  will  be  equal 
to 

and  the  magnitude  of  the  shear  to  the  right  of  the  same  support 
will  be 

while  that  to  the  left  will  be  ' 

and  the  supporting  force  at  this  point  will  be  equal  to 

It  should  be  noted  that,  as  the  number  of  spans  increases,  the 
values  of  the  shearing  forces  and  bending  moments  in  the  central 
spans  become  nearly  equal  to  the  values  of  these  quantities  for  a 
beam  fixed  at  the  ends,  subjected  to  a  uniformly  distributed  load 
(Art.  101). 
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122.  Approiimate  Method  of  Determining  Shearing  Forces 
and  Bending  Moments  in  a  Continuous  Beam.  —  If  the  loading 
on  a  continuous  beam  is  complex,  or  if  the  conditions  regarding  the 
level  of  the  supports,  or  the  constraining  forces  at  the  ends,  when 
the  ends  are  not  free,  are  not  definitely  known,  an  approximate 
solution  for  the  shearing  forces  and  bending  moments  in  any  one 
span  can  be  made  by  estimating  the  position  of  the  points  of 
inflexion  and  following  the  usual  method  employed  in  the  case  of 
simple  and  cantilever  beams. 


For  example,  let  the  sketch  (Fig.  168a)  indicate  a  span  of  a  con- 
tinuous beam,  subjected  to  a  system  of  concentrated  and  dis- 
tributed loads.  Assume  points  of  inflexion  at  m  and  n  at  distances 
ai  and  (h,  respectively,  from  the  supports.  On  this  basis  the  por- 
tion of  the  beam  between  m  and  n  can  then  be  treated  as  a  simple 
beam  (Fig.  168b),  which  is  supported  on  the  ends  of  two  cantilever 
beams  A-m  and  B-n,  extending  inward  from  the  ends  of  the 
span.  The  supporting  forces  for  the  portion  w-n  can  be  found 
in  the  same  manner  as  in  the  case  of  any  simple  beam,  and,  having 
these,  the  greatest  bending  moment  in  m-n  can  easily  be  deter- 
mined. The  greatest  bending  moments  and  the  greatest  shearing 
forces  in  the  portions  A-m  and  B-^  will  be  at  the  supports  /2a 
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and  Rh  and  can  be  detennined  in  the  same  manner  as  for  any 
cantilever  beam. 

The  forms  of  the  bending  moment  and  shearing  force  diagrams, 
resulting  from  this  analysis  are  indicated  in  the  sketch  (Fig.  168c). 
The  accuracy  of  the  results  will'  depend  on  the  accuracy  in  locating 
the  points  of  inflexion  m  and  n.  The  choice  of  the  locations  of  m 
and  n  will  be  solely  a  matter  of  judgment,  based  on  a  knowledge 
of  the  conditions  at  the  supports,  the  loads  in  the  neighboring 
spans  and  the  positions  the  points  of  inflexion  in  the  more  conmion 
types  of  continuous  beams. 

The  method  can  evidently  be  used  with  equal  facility  in  the  case 
of  a  beam  fixed  at  the  ends,  the  beam  having  one  or  more  spans. 

123.  Problems. — Continuous  Beams.  —  In  each  of  the  follow- 
ing problems  the  beam  is  of  uniform  section  with  the  central  axis 
a  straight  line  before  loading.  In  all  cases,  for  which  sketches  arg 
shown,  the  supporting  forces  are  indicated  as  acting  upwards.  It 
sometimes  occurs,  however,  with  certain  systems  of  loading,  that 
a  downward  force  is  required  at  one  or  more  supports  to  maintain 
the  level  at  the  supports.  In  such  cases  negative  values  will  be 
obtained  for  the  downward  supporting  forces.  Particular  atten- 
tion should  be  given  to  the  solutions  of  the  numerical  problems, 
which  illustrate  the  application  of  the  theorem  of  three  moments 
and  the  method  of  determining  shearing  forces,  bending  moments 
and  deflexions  in  a  few  representative  cases. 

Problem  1. 

Determine  the  greatest  bending  moment,  the  greatest  shearing  force,  the 
supporting  forces  and  the  points  of  inflexion  for  the  continuous  beam,  carried 
on  three  supports  at  the  same  level  and  loaded  as  indicated  (Fig.  169).  Neglect 
the  weight  of  the  beam. 

Sdution.  —  For  this  case  the  origin  must  be  taken  at  the  support  (2)  and 
the  general  form' of  the  three  moment  equation  (equation  44,  Art.  118}  will 
reduce  to 

0  «  2Mo(li+k)+MJi  +  Mth+^  (ii«  -  di*)  +~ 

and,  since  the  bending  moments  at  the  end  supports  are  both  equal  to  zero, 
by  substituting  in  the  above  equation,  we  shall  obtain 

0  =  70  Af.  +  l-M0O><J2  (400  -  100)  +  i50OX3375 

and  solving  for  Ms, 

Ma  =  -  33,480  ft.  lbs. 
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By  Bubstitutmg  in  equation  (46)  (Art.  118),  taking  the  origin  at  the  support 
(l}i  we  obtain 


&-=^+i«5^.6268Ibe. 


and  henoe 


iSL,  -  6268  -  16,000  -  -»732  lbs. 
By  substituting  again  in  equation  (46),  taking  the  origin  at  the  support  (2), 


and  henoe 


3^  -  6674  -  10,000  -  -3326  lbs. 


\4        (b) 
Fig.  169. 

It  should  be  observed  that,  if  the  general  equation  for  S^  had  been  used  to 
obtain  the  values  of  S^  and  <SLi,  the  results  would  have  been  positive  in  each 
case  instead  of  negative.    The  supporting  forces  will  evidently  be 

Ri  »  5268  lbs.,      Rt  «  9732  +  6674  -  16,406  lbs.,      Ri  -  3326  lbs. 

The  greatest  shearing  force  in  the  beam  is  evidently  the  shearing  force  S-^ 
at  the  left  of  the  middle  support. 

To  determine  the  maximimi  positive  value  of  the  bending  moment  in  the 
span  (1-2),  we  have,  for  the  expression  for  the  shearing  force  at  any  distance  x 
from  the  support  (1)  as  an  origin, 

5  =  5268-1000*; 
and  placing  S  ^  0  and  solving  for  x, 

z  -  5.27  ft. 
Henoe  the  marimum  value  of  the  bending  moment  will  be  equal  to 
M'  -  6270  X  6.27  -  600  X  6:27'  «  13,880  ft.  lbs. 

To  determine  the  maximum  value  of  the  positive  bending  moment  in  the 
span  (2-3),  observe  that  the  shearing  force  is  zero  imder  the  concentrated 
load.    Henoe  the  maximum  bending  moment  will  be  equal  to 
M"  -  3326  X  10  "  33,260  ft.  lbs. 
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The  bending  moment  Aft  at  the  middle  support  is,  therefore,  the  greatest 
bending  moment  in  the  beam. 

There  will  be  two  points  of  inflexion  which  can  be  fomid  as  follows:  Taking 
the  origin  at  the  support  (1),  the  equation  for  the  bending  moment  in  the  span 
(1-2)  wiU  be 

M  -  5268x^500  2^. 

Placing  AT  a-  0  and  solving  for  x,  we  have 

X  =  10.64  ft. 

Taking  the  origin  at  the  support  (3)  and  z  positive  when  measured  to  the 
left,  the  equation  for  the  bending  moment  for  values  of  x  from  10  to  20  will  be 

M  =  3326  a;  -  10,000  (x  -  10). 
Placing  ilf  a-  0  and  solving  for  x,  we  have 

X  =  14.98  ft. 

Sketches  showing  the  forms  of  the  bending  moment  and  shearing  foroe 
diagrams  for  this  case  are  shown  in  Fig.  (169b). 

Problem  2. 

Determine  the  greatest  bending  moment,  the  greatest  shearing  foroe,  the 
supporting  forces  and  the  points  of  inflexion  for  a  beam  supported  at  three 
points  on  the  same  level,  with  two  equal  spans,  of  length  I,  when  subjected  to 
each  of  the  following  load  systems: 

(a)  Load  uniformly  distributed  over  one  span  only;  w  »  load  intensity; 

(b)  Two  concentrated  loads  TF,  one  in  the  middle  of  each  span; 

(c)  Single  concentrated  load  W  in  the  middle  of  one  span; 

(d)  Single  concentrated  load  W  at  any  distance  kl  from  one  of  the  end 
supports. 

Neglect  the  weight  of  the  beam  in  each  case.  Sketch  the  shearing  foroe 
and  bending  moment  diagrams  for  each  case. 

Problem  3. 

Determine  the  bending  moments  at  the  supports  and  the  supporting  forces 
for  the  continuous  beam  carried  on  four  supports  at  the  same  level,  having  the 
two  end  spans  equal  and  subjected  to  a  uniformly  distributed  load  (Fig.  170). 

SoltUum.  —  Let  W  »  the  intensity  of  the  load,  I  »  the  length  of  each  end 
span  and  rd  »  the  length  of  the  center  span. 

For  the  bending  moments  at  the  supports  we  shall  have  Mi  »  0,  Af 4  «  0; 
and  Ml  —  M»,  from  the  symmetry  of  the  loading.  Applying  the  three  moment 
equation  (41)  (Art.  118),  with  the  origin  at  the  support  (2),  we  shall  have 

and  solving. 

Taking  the  origin  at  the  support  (1)  and  substituting  in  equation  (35)  (Art. 
118),  we  obtain 

Q  tgg /l-fnM      tgg      trf  /3H-6n-n»\ 

*"  ■"   4  \2-f  3n/"^  2  ~  4   \      2-h3n     / 


Digitized  by 


Google 


PROBLEMS 


283 


TVddng  the  origin  at  tbe  support  (2)  and  substituting  in  equation  (38)  (Art. 
118), 

-,        tfli  /  1  -h  n»  \      vA     tgt /5-h6n-hn»\ 

'°^"'  4  V2  +  3n/"*"  2  "  4  V     2H-3n     / 


10  Iba.  per  unit  length 


n« 


i^S 


-fO- 


Ri 


(«) 


Ri 


From  the  i^ymmetfy  of  loading  it  is  evident  that 

2  ' 


5.«^ 


and  that  the  shearing  forces  at  the  supports  I 
sponding  values  at  the  supports  (2)  and  (1). 
For  the  supporting  forces 


)  and  (4)  are  equal  to  the  oorre- 


Bi 


'*"TI     2  +  3n 


J,       J,       vA  /5-f-6n-f-n»\  .  trfn      tirf  /5  +  lOn  +  6  n«  +  n«\ 
*"*"T(      2  +  3n     ;  +  -2-"TI 2T3;i )' 

A  sketch  showing  the  general  forms  of  the  bending  moment  and  shearing 
force  diagrams  is  given  in  Fig.  (170b).  It  should  be  observed  that  when  n  is 
small  the  bending  moment  at  the  section  in  the  middle  span,  at  which  the 
shearing  force  is  zero,  has  a  minimum  instead  of  a  maximum  value,  as  indicated 
by  the  sketch. 

Problem  4. 

Deduce  the  expression  for  the  bending  moments  at  the  supports  and  the 
supporting  forces  for  the  continuous  beam  given  in  Problem  (3)  for  the  follow- 
ing load  systems: 

(a)  Load  uniformly  distributed  over  the  two  end  spans  only;  w  « load 
intenaty; 

(b)  Load  uniformly  distributed  over  one  end  span  only;  w  —  load  intensity; 

(c)  Load  uniformly  distributed  over  the  middle  span  only;  w  «  load 
intensity; 

(d)  Load  uniformly  distributed  over  the  middle  span  and  one  end  span 
only;  w  »  the  load  intensity; 
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(e)  Single  oonoentrated  load  W,  applied  at  any  distanoe  H  from  one  of  ihe 
end  supports; 

(f )  Single  concentrated  load  W  applied  at  the  middle  point  of  the  center 
span  (^-3). 

Problem  6. 

Given  a  continuous  beam,  fixed  at  one  end  and  subjected  to  the  sjrstem  of 
concentrated  and  uniformly  distributed  loads  as  indicated  (Fig.  171a),  the 
supports  being  on  the  same  level.    The  beam  is  a  12"  I-beam,  31.5  lbs.  per  ft.» 

for  which  /  =  216  (ins.)*  and  -  =  36  (ins.)'. 

c 

Determine: 

(a)  The  bending  moments  at  the  supports; 

(b)  The  shearing  forces  at  the  supports; 

(c)  The  maTJTnum  positive  bending  moment  in  each  span; 

(d)  The  greatest  outside  fiber  stress; 

(e)  The  value  of  Eli  at  each  support; 

(0  The  general  equations  for  slope  and  deflection  for  each  span  and  the 
overhanging  end;  and  the  greatest  value  of  Elv  for  each  span  and 
the  overhanging  end; 

(g)  The  greatest  deflection  in  the  entire  beam,  assuming  E  »  28,000,000 
lbs.  per  sq.  in. 

Solution.— (sl)  The  bending  moment  at  the  support  (3)  will  be  equal  to 

M,  -  -  2000  X  4  -  2400  X  2  =  -12,800  ft.  lbs.       .    .    (1) 

Taking  the  origin  at  the  support  (2)  and  applying  the  three  moment  equa- 
tion, in  the  form  given  in  equation  (44)  (Art.  118),  we  obtain 

Jf 232     12,800X16     Ml  16     5000X10(256-100)4-3000X4(256-16) 
3"^6  6  6X16 

600  X  4096      4000  X  10  (256  -  100)       1200  X  4096 
24  6  X  16  24         ' 

which  reduces  to 

0  =  -  4^2  -  Ml  -  168,494 (2) 

Taking  the  origin  at  the  fixed  end  (1)  and  applying  the  equation  for  the 
slope  at  the  support,  in  the  form  given  in  equation  (45)  (Art.  118),  and  noting 
that  to  "^  0,  we  obtain 

Mil6      M«16      4000X6(256-36)      1200X4096 
3  6  6X16  24         ' 

which  reduces  to 

0= -2Mi-Af, -97,426 (3) 

Solving  equations  (2)  and  (3)  simukaneously. 

Ml  =  -  31,601 (4) 

Mt  -  -  34,223 o    o    •    (5) 
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(b)  Taking  the  origin  at  (1)  and  applying  the  general  equation  for  the 
ahearing  foroe  at  a  support,  as  given  in  equation  (46)  (Art.  118), 

^  -  -«^=»«^  +  «^'«>^^^+  mp^  ■  to,9361bB.,    (6) 

and  computing  S-t  by  the  ordinary  method, 

S-.- 10,936 -4000- 16X1200" -12,264  lbs.     .    .    •    (7) 


t=: 


1M0Um.P«  ft. 


Ri  I  I         iRt     I 


!    (a) 


Takhig  the  origin  at  (2)  and  applying  the  shearing  foroe  equation. 


-12,800+34,223  .  5000X10+3000X4  .  600X16     .nni^iK.       /qn 
jQ  H j^ 1 2 "  10|014  ItM.,     (8) 


and  computing  S^, 

3^  -  10,014  -  5000  -  3000  -  600  X  16  -  -  7586  Ibe.       •    .    (9) 
From  the  loads  on  the  overhanging  end, 

Si  »  2000  +  4  X  600  "  4400  lbs (10) 

Hence  the  greatest  shearing  force  for  the  entire  beam  is  at  the  left  of  the  middle 
support  and  is  equal  in  magnitude  to  12,264  lbs. 

The  diagram  showing  the  variation  in  shearing  force,  following  the  conven- 
tion of  signs  for  the  ordinary  beam  theory,  is  shown  by  the  dotted  Unes  (Fig. 
171b). 

(c)  Taking  the  origin  at  (1),  the  general  equations  for  the  shearing  force 
and  bending  moment  in  the  span  (1-2)  will  be  the  following: 

For  values  of  z  from  0  to  10, 

5 -10,936- 1200  X, (11) 

if  -  -31,601 +  10,936  X- 600  A (12) 
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For  values  of  x  from  10  to  16, 

5  «  10,936 -1200  X- 4000, (13) 

Af  =  -31,601  + 10,936x-e00a«- 4000  (x- 10).      .    .    (14) 

Pladng  (11)  equal  to  zero,  we  obtain,  for  the  sectioa  of  sero  shear, 

X  =  9.11  ft (16) 

and,  substituting  in  (12)  and  reducing,  the  maxiTnum  positive  value  of  M  for 
the  span  (1-2)  is  found  to  be 

Af'  =  18,231  ft.  lbs (16) 

Taking  the  origin  at  (2),  the  general  equations  for  the  shearing  force  and 
bending  moment  in  the  span  (2-3)  will  be  the  following: 
For  values  of  x  from  0  to  6, 

5  =  10,014 -600  X, (17) 

M  ^  -  34,223  +  10,014x  -  300x^ (18) 

For  values  of  x  from  6  to  12, 

5  =  10,014 -600  X- 6000,       (19) 

Jlf  = -34,223  +  10,014  x-300x»- 6000  (x- 6).   •    .    .    (20) 

For  values  of  x  from  12  to  16, 

5  =  10,014 -600x- 6000 -3000, (21) 

Af  =  -  34,223  -  10,014x  -  300 a^  -  6000  (x  -  6)  -  3000  (x  -  12).    (22) 

Placing  (19)  equal  to  zero,  the  value  of  x  for  the  section  of  zero  shear  is  found 

to  be 

X  =  8.36  ft (23) 

and,  substituting  in  (20)  and  reducing,  the  maximum  positive  value  of  the 
bending  moment  in  the  span  (2-3)  is  found  to  be 

Af "  =  16,727  ft.  lbs •.    .    .    .    (24) 

Taking  the  origin  at  (3),  the  equations  for  the  overhanging  end  will  be 

5=.4400-600x, (25) 

Af=  -12,800 +  4400x-300x* (26). 

A  sketch  of  the  bending  moment  diagram  is  shown  in  Fig.  (171b). 

(d)  Comparing  the  values  of  M*  and  M"  with  the  values  of  the  bending 
moments  at  the  supports,  the  greatest  bending  moment  for  the  entire  beam  is 
found  to  be  at  the  middle  support;  and  is  equal  in  magnitude  to .34,223  ft.  lbs. 
Hence  the  greatest  outside  fiber  stress  is  equal  to 

/  =  5^i?^^^  =  1 1,400  lbs.  per  sq.  in (27) 

(e)  The  slope  at  the  fixed  end  being  zero, 

Elii  =  0 r  (28) 

Applying  equation  (46)  (Art.  118),  with  the  support  (2)  as  an  origin,  and 
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applying  the  oorresponding  equation  for  the  slope  at  the  left  of  a  support,  with 
support  (3)  as  an  origin,  the  following  values  for  Elit  and  EIU  are  obtained: 

jPj,     34,223X16      12,800X16      5000X10  (256 -100) +3000X4  (256 -16) 

-???^^.3011, (29) 

«,.        12,800X16  .  34,223X16     5000X6  (256-36)+3000  X  12  (256-144) 
^^^  " 3 ^ 6 6X16 

-552.^.-53,619.:    ...    (30) 

Henoe 

.  ^/n  -  53,619 (31) 

(f)  The  general  equations  for  slope  and  deflexion  can  be  obtained  by  inte- 
gration from  the  bending  moment  equations  (c),  the  constants  being  deter- 
mined by  the  usual  methods  employed  in  dealing  with  ordinary  beams.  For 
the  span  (1-2),  taking  the  origin  at  (1),  the  equations  will  be  the  following: 

For  values  of  x  from  0  to  10, 

^/i= -31,601  x-f- 54681* -200  x«, (32) 

^/o-  -15800a? +  1823«»-50«* (33) 

For  values  of  x  from  10  to  16, 

E/i= -31,601  x  + 5468  a«- 200  x»- 2000  (x-10)«,      .    .    (34) 
^/o-  -15800  x^  + 1823  x»- 50  a:«- 667  (x-10)«.     .    .    .    (35) 

By  placing  (32)  equal  to  aero,  the  value  of  x,  for  the  point  of  sero  dope,  is 
found  to  be 

X- 8.28ft (36) 

and,  by  substituting  this  value  in  (33),  the  maximum  value  of  EIv  for  the  span 
is  found  to  be 

Ell/  -  -  283,000. (37) 

Taking  the  origin  at  (2),  the  equations  for  the  span  (2-3)  will  be  the 
following: 
For  values  of  x  from  0  to  6, 

^/t  =  3011 -34,223x  + 5007 x^-100x»,    ....    (88) 
Eii;  «  3011 X- 17,112  a*  +  1669  x«- 25  X*.      .    .    .    (39) 

For  values  of  x  from  6  to  12, 

J&/i-3011 -34,223  x  + 5007  a*- 100  x«- 2500  (x-6)»,    .    (40) 
j&/p  -  3011 X- 17,112  a? +  1669x»-25x*- 833  (x-6)«.    .    (41) 

For  values  of  x  from  12  to  16, 

i^7t=3011-34,223x-f-5007x»-100x»-2500(x-6)«-1500(x-12)*,     .    (42) 
«7o-3011x-17,112x»+1669x»-25x*-833(x-6)»-500(x-12)».      .    (43) 

By  placing  (40)  equal  to  sero,  the  value  of  x,  for  the  point  of  zero  slope,  is 
found  to  be  equal  to 

s- 8.69  ft. (44) 
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and,  by  substituting  in  (41)  the  n^ft^inTn""'  value  of  EIv  for  the  span  is  found 
tobe 

EW  -  -330,000 (46) 

Taking  the  origm  at  (3),  the  equations  for  the  overhanging  end  will  be 

Eli  -  53,619  -  12,800 X  +  22001*  -  lOOx',  ....    (46) 
-&7»  -  63,619  X- 6400  a*  +  733  x«- 25  «• (47) 

An  inspection  of  (46)  will  show  that  the  greatest  deflection  in  this  section  will 
come  at  the  end  of  the  beam;  and,  substituting  x  »  4  in  (42), 

EIv'"  =  152,000 (48) 

(g)  Comparing  the  maximum  values  of  EIv^  the  greatest  deflection  will 
evidently  occur  in  the  span  (2-3)  and  will  be  equal  to 

^'--^^ m 

where  the  linear  units  are  all  expressed  in  ft.    Hence  to  obtain  the  value  of 
v"  in  inches  we  have 

For  the  sake  of  completeness,  the  equations  for  5,  3f,  Eli  and  EIv  have  been 
written  for  every  section  of  the  span,  although  some  of  the  equations  were  not 
required  in  making  a  solution  of  the  problem. 

Problem  6. 

Find  the  greatest  deflexion  of  the  beam  given  in  Problem  (1),  assuming 
E  »  28,000,000  lbs.  per  sq.  in.  and  /  »  200  (ins.)«. 

Problem  7. 

Find  the  greatest  bending  moment  and  the  greatest  deflexion  in  the  beam 
given  in  Problem  (1),  assuming  E  »  28,000,000  lbs.  per  sq.  in.,  /  »  200  (ins.)*: 

(a)  When  the  middle  support  is  \"  below  the  level  of  the  end  supports. 

(b)  When  the  middle  support  is  \"  above  the  level  of  the  end  supports. 

Problem  8. 

Solve  Problem  (6),  assuming  that  the  end  of  the  beam  is  free,  instead  of 
fixed,  at  the  support  (1),  ail  other  conditions  remaining  the  same. 


irlbaper  ft 
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FiQ.  172. 


Problem  9. 

A  standard  riveted  plate  girder,  made  up  of  a  24"  X  V  web  plate  and  4  —  6" 
X  3i"  X  V  angles,  is  supported  at  three  points  at  the  same  level  and  loaded 
uniformly  over  its  entire  length,  as  shown  (Fig.  172). 
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(a)  Find  the  ma3dmiim  load  per  ft.  of  length  (u?),  including  the  weight  of 
the  girder,  provided  the  greatest  allowable  fiber  streas  is  12,000  lbs.  per  sq. 

in.:  given  -  »  204  (ins.)'. 
c 

(b)  Fmd  the  maximnm  deflexion,  given  E  »  28,000,000  lbs.  per  sq.  in. 
and  the  total  depth  of  the  girder  ->  24^". 

Problem  10. 

Solve  Problem  (9),  assmning  that  the  support  (1)  is  \"  below  the  level  of 
the  supports  (2)  and  (3). 

Problem  11. 

Find  the  bending  moments  at  the  supports  and  the  supporting  forces  for  a 
four-span  continuous  beam,  loaded  as  e^own  (Fig.  173),  assuming  that  the 
supports  are  mainlined  at  the  same  level. 


1 

.!   fimn 

i  >             0000           i 
t ^ t 

,-  ■  ■■ 

< ^ >< 1 

R.                      R4 

Rf 

Fig.  173. 
Problem  12. 

Solve  Problem  (11),  assuming  that  the  beam  is  subjected  to  a  total  load  of 
16,000  lbs.,  uniformly  distributed  over  a  length  of  8  ft.,  the  center  of  the  load 
being  over  the  support  (3). 

Problem  18. 

(a)  Find  a  suitable  I-beam  to  use  for  the  continuous  beam  (Problem  11), 
provided  the  greatest  allowable  fiber  stress  «  12,000  lbs.  per  sq.  in. 

(b)  Find  a  suitable  I-beam  to  use  for  the  continuous  beam  (Problem  12) 
awmiming  the  greatest  allowable  fiber  stress  »  12,000  lbs.  per  sq.  in. 


H~l— i^-i-H 


Problem  14. 

Deduce  the  equation  for  the  bending  moment  at  the  middle  support  and 
determine  the  supporting  forces  and  the  maximum  values  of  the  bending 
moments  in  each  span  of  a  continuous  beam,  having  two  equal  spans  subjected 
to  equal  loads  TF,  distributed  over  each  span  as  shown  (Fig.  174). 
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Sohdion.  —  Let  w  »  the  load  intensity  at  any  point  in  the  beam.    Taking 
the  origin  at  (2)  and  following  the  usual  notation  we  shall  have  forjiralues  of  x 

from  0  to  X : 

w^  aXf (1) 

where  the  constant  a  =»  —^, 

S-5.-^ (2) 

and 

or* 

Af  =  M,-f-5,a;-^     (Art.  73) (3) 

Substituting  in  the  equation  of  the  elastic  curve  and  integrating, 

EIi^Mf;c  +  ^^^, (4) 

the  constant  of  integration  being  equal  to  zero,  since  the  slope  at  the  middle 
support  is  equal  to  zero.    Integrating  again 

^^-^+¥-S <») 

the  constant  being  equal  to  zero. 
For  values  of  x  from  »  ^  ^ 


and 


w-ax-2a^a;-^j-o(Z-»), (6) 

2  3 

.5..^+?l^(Art.73) (7) 

Af-/.dx-&x-^^^-???  +  c',     .    .    .    (8) 
and,  putting  (8)  equal  to  (3)  when  a;  ■=  5 ,  we  obtain  c*  =  Mj  +  -^- 

I  7aZ* 

and,  putting  (9)  equal  to  (4)  when  x  «  5 ,  we  obtain  c"  =«  —  -r^  • 

Elv^Eljtdx 2-+ "6 i^ 2r+-T6--l^+^^^^> 

and,  putting  (10)  equal  to  (5)  when  x  =  5 »  ^®  obtain  c"'  =  j^  * 
When  x  «  I,  (8)  reduces  to 

Af,-0-Af,H-5«i-^*;| (11) 
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and  heQoe 

and,  when  x  «  2,  (10)  reduces  to 

^/»*-0--^+-g-- jg (13) 

T«!liTninA.».ing  St  between  (12)  and  (13),  we  have 

MiP     5off. 
3    ■^'384^ 
and  hence 

„  _      6aZ«  6m  ,-.. 

"l28       "~   82  ••••••••    v^o; 

Substituting  in  (12),  , 

*-^+f-|«^5 <"> 

andhenoe 

A^-I^TT (17) 

The  supporting  forces  will  be  equal  to 

*-li^'  ^-S^'  ^-S^-  •  •  •  •  <i8> 

Taking  the  origin  at  the  support  (1),  the  shearing  force  and  bending  moment 
equaticHQS,  tor  values  of  x  from  0  to  x,  will  be 

^-M-'-f -M"--^ <"' 

Putting  (19)  equal  to  zero,  we  obtain  for  the  section  <^  sero  shear 

VIl 
»--^i  =  0.415i; (21) 

and  substituting  in  (20)  we  hare,  for  the  maximum  value  of  the  positive 
bending  moment  in  the  span  (1-2)  and  also  for  the  span  (2-^), 

M'  -  ^^^^i  Wl  -  0.096  Wl (22) 

Problem  16« 

Using  the  notation  in  Art.  (118),  deduce  the  following  form  of  the  three 
moment  equation  for  a  continuous  beam,  loaded  as  shown  (Fig.  174),  when  the 
spans  are  unequal,  the  supports  being  on  the  same  level. 

M^iH-2Mo(ii+«+M5fc--^-^-  -^(mV  +  TF«V). 

Problem  16. 

Determine  the  supporting  forces  and  the  greatest  bending  moment  for  the 
continuous  beam  given  in  Problem  (14)  if  the  load  on  one  span  is  omitted,  the 
distribution  of  the  load  on  the  other  span  being  as  shown  in  Fig.  (174). 
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CHAPTER  VII. 
COMBINED  STRESSES. 

124.  Combined  Stresses.  —  In  the  discussion  of  the  applica- 
tions of  the  theory  of  bending,  it  has  been  show4  (Arts.  75  and  100) 
that  the  values  of  the  shearing  force,  bending  moment,  slope  and 
deflection,  at  any  cross  section  of  a  beam  subjected  to  bending  by 
the  action  of  a  system  of  transverse  loads  or  couples,  can  be  ob- ' 
tained  by  calculating  the  values  of  these  quantities  due  to  each 
load,  or  couple,  acting  separately  and  adding  the  results,  alge- 
braically. It  is  plainly  evident  that  the  value  of  the  normal  or 
the  shearing  stress  intensity  at  any  point  in  the  cross  section  could 
be  obtained  in  the  same  manner,  by  adding  together  the  compo- 
nents of  the  stress  intensity  at  the  point  due  to  each  load  acting 
separately.  The  discussion  thus  far,  however,  has  been  confined 
to  load  systems,  comprised  of  transverse  forces  and  couples,  in 
which  all  the  forces  act  in  a  single  plane. 

The  method  of  analysis  may  be  extended  to  cases  in  which  the 
external  forces  are  not  restricted  to  transverse  forces  and  couples, 
nor  confined  necessarily  to  a  single  plane.  Since  the  resultant  of 
the  stress  on  any  cross  section  of  a  stationary  member  must  be  in 
equilibrium  with  the  external  forces  acting  on  the  portion  of  the 
member  on  one  side  of  the  section,  it  is  evident  that,  when  the 
system  of  external  forces  can  be  divided  into  parts  such  that  the 
componeht  of  the  stress  on  the  section  due  to  each  part  acting  alone 
can  be  determined,  the  resultant  or  combined  stress  on  the  section 
can  be  found  by  adding  together  in  the  same  manner  as  in  the 
case  of  bending  under  transverse  loads. 

In  the  preceding  chapters,  an  analysis  has  been  made  of  the 
stresses  due  to  three  types  of  load  systems. 

(a)  When  the  resultant  of  the  system  of  external  forces,  acting  on 
the  part  of  a  member  on  one  side  of  a  given  cross  section,  is  a  single 
force,  whose  line  of  action  passes  through  the  center  of  gravity  of  the 
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section.    In  this  case,  the  stress  on  the  section  is  a  uniformly  dis- 
tributed normal  stress  and  the  intensity  at  any  point  is  equal  to 

^  (Arts.  50-52). 

(b)  When  the  resultant  of  (he  external  forces  acting  on  one  side 
of  the  cross  section  is  a  couple,  in  a  plane  intersecting  the  cross 
section  along  an  axis  of  symmetry.  In  this  case,  the  stress  on  the 
section  is  a  uniformly  var3dng  normal  stress,  the  resultant  of 
which  is  also  a  couple,  and  the  intensity  at  any  point  is  equal  to 


J    (Art.  66). 

(c)  When  the  external  forces  acting  on  the  part  of  the  member  on 
one  side  of  a  cross  section  are  perpendicular  to  the  central  axis  of 
the  member  and  lie  in  a  single  plane  which  irUersects  the  cross 
section  in  an  axis  of  symmetry.  In  this  case,  the  resultant  of  the 
system  consists  of  a  couple  and  a  shearing  force  and  the  resultant 
of  the  stress  on  the  section  is  made  up  of  a  uniformly  var3ring 
normal  stress,  as  in  the  preceding  case,  and  a  shearing  stress 
(Art.  69). 

We  shall  now  consider  a  number  of  cases  in  which  the  stress  on  a 
cross  section  of  a  member  can  be  determined  by  dividing  the  exter- 
nal forces,  acting  on  the  portion  on  one  side  of  the  section,  into 
two  or  more  of  the  above-mentioned  systems  and  finding  the 
resultant  stress  intensities  at  different  points  in  the  section  by 
combining  the  direct  and  bending  stress  intensities  due  to  the 
component  systems.  The  greatest  combined  stress  intensity  in 
every  case  is  assumed  to  be  within  the  elastic  limit  of  the 
material. 

126.  Axial  and  Transverse  Loads.  —  Let  the  sketch  (Fig.  175) 
represent  a  member  which  is  subjected  to  the  action  of  a  system  of 
transverse  forces,  in  a  plane  intersecting  any  cross  section  AB  in 
an  axis  of  symmetry  77,  in  combination  with  axial  forces,  causing 
compression  in  the  member. 

Divide  the  external  forces  acting  on  the  part  to  the  left  of  the 
section  AB  into  two  groups,  viz.,  the  transverse  forces  and  the 
axial  load  P.  If  we  assume  that  the  deflection  of  the  central  axis 
due  to  the  transverse  forces  is  so  small  that  it  can  be  neglected^  the 
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stress  due  to  the  load  P  will  be  a  uniform  compression  stress  and 
its  intensity  at  any  point  in  the  section  will  be  equal  to 


f'-i 


(1) 


where  A  =  the  area  of  the  cross  section. 


w. 


Vi        V< 


Ri 


ad'" 


«B  b 


(«) 


Via.  175. 


* 


The  norAial  stress  due  to  the  transverse  loads  will  be  uniformly 
var3ring  and  its  intensity  at  any  point,  at  a  vertical  distance  y 
from  the  center  of  gravity  of  the  section,  will  be  equal  to 


/i  =  db  -J-, 


(2) 


where  /  =  the  moment  of  inertia  of  the  cross  section  about  the 
horizontal  axis  through  the  center  of  gravity.  The  plus  sign  indi- 
cates compression  and  the  minus  sign  tension,  the  symbols  M  and  y 
being  used  in  Ais  chapter  to  represent  magnitudes  only. 

Adding  (1)  and  (2)  the  resultant  normal  stress  intensity  at  any 
point  in  the  cross  section  will  be  equal  to 


f-fi+f^-j±-j" 


(3) 


The  resultant  normal  stress  on  the  section  will  evidently  be  uni- 
formly var3ring  and  the  neutral  axis  will  pass  through  some  point 
Oi,  at  a  distance  OOi  from  the  center  of  gravity. 

The  variation  in  the  resultant  stress  intensity  is  clearly  shown  in 
Fig.  (176a),  where  the  ordmates  between  AB  and  ab  represent  the 
uniform  stress  components  /i  and  the  ordinates  between  ab  and  de 
the  uniformly  varying  stress  components  /a.    The  neutral  axis  of 
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the  resultant  stress  will  be  the  Ime  ZiOiZi  (Fig.  175b),  parallel  to 
the  principal  axis  ZOZ  through  the  center  of  gravity.  If  we  let 
j/i  =  the  distance  OOi,  it  is  evident  that 

P  _Myi 
A"    I    * 
and  hence 

y^^MA'^M^' (*> 

where  p  ~  the  radius  of  gyration  of  the  cross  section  about  the 
axis  ZOZ. 

The  compressive  stress  intensity  will  evidently  be  greatest  at 
the  side  of  the  section  which  is  farthest  from  Oi  and  will  be  equal 
in  magnitude  to 

f'2  +  ^ (5) 

where  c  =  the  distance  from  the  axis  through  the  center  of  gravity 
to  the  most  strained  fiber  in  compression. 

If  the  cross  section  is  S3anmetrical  with  respect  to  the  axis  ZOZ, 
the  minimum  intensity  of  stress,  or  the  greatest  intensity  of  the 
tensile  stressi  on  the  cross  section  will  be  equal  to 

^-J-f'    .......    (6) 

When  the  axial  loads  are  applied  at  the  ends  of  the  member  as 
indicated  (Fig.  175)  the  cross  section  at  which  the  fiber  stress  is 
greatest  will  evidently  be  the  section  of  greatest  bending  moment. 

The  shearing  stress  on  the  section  may  be  assumed  to  be  dis- 
tributed as  in  the  case  of  a  beam  subjected  to  ordinary  bending, 
the  intensity  at  any  point  being  represented  by  the  usual  formula 
(Art.  89). 

When  the  deflection  of  the  central  axis,  due  to  the  transverse 
loads,  is  so  great  that  a  serious  error  results  from  assuming  that 
the  force  P  passes  through  the  center  of  gravity  of  the  cross  section, 
allowance  can  be  made  for  the  displacement  of  the  cross  section,  as 
explained  in  the  next  article. 

The  foregoing  analysis  will  evidently  apply  equally  well  in  the 
case  in  which  the  axial  load  P  produces  tension  instead  of  com- 
pression, the  plus  sign  being  used  to  indicate  a  tensile  instead  of  a 
compressive  stress. 
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126.  Loads  Parallel  to  the  Axis. — Eccentric  Loading.— 
When  the  loads  are  parallel  to  the  central  axis  of  a  member^  the 
resultant  of  the  forces  acting  on  the  part  on  one  side  of  any  given 
cross  section  can  be  found  by  the  usual  method  of  dealing  with 
any  system  of  parallel  forces. 

We  have  already  considered: 

(a)  The  case  in  which  the  resultant  is  a  single  force,  whose  line 
of  action  coincides  with  the  axis  of  the  member.     (Arts.  61-52.) 

(b)  The  case  in  which  the  resultant  is  a  couple,  located  in  a  plane, 
intersecting  the  cross  section  at  an  axis  of  S3rmmetry  (Art.  66). 

Two  additional  cases  will  now  be  considered: 

(c)  When  ihC'resuUant  is  a  single  forcCy  parallel  to  the  central  axis, 
its  line  of  action  intersecting  the  cross  section  at  an  axis  of  symmetry. 

(d)  When  the  resultant  is  a  single  force,  parallel  to  the  central  axis, 
not  intersecting  the  cross  section  in  an  axis  of  symmetry,  and  the  cross 
section  has  two  axes  of  symmetry  aJt  right  angles. 

In  both  of  these  cases,  the  load  on  the  member  is  said  to  be 
eccentric  and  the  distance  between  the  line  of  action  of  the  resultant 
force  and  the  central  axis  is  called  the  eccentricity  of  the  load. 

(c)  In  this  case  the  force  can  be  resolved  into  an  equal  parallel 
force,  coinciding  with  the  central  axis,  and  a  couple,  acting  in  the 
plane  of  S3m[imetry.  Hence,  if  we  neglect  the  deflection  due  to  the 
bending  produced  by  the  couple,  the  normal  stress  on  the  cross 
section  will  be  the  resultant  of  a  uniform  stress,  due  to  the  com- 
ponent force  acting  along  the  axis,  and  a  uniformly  varying  stress, 
due  to  the  couple. 

For  an  illustration,  let  the  force  P  represent  the  resultant  of  a 
system  of  forces,  acting  on  the  portion  on  one  side  of  the  cross 
section  AB  and  parallel  to  the  central  axis  ZZ  of  the  member  shown 
(Fig.  176),  the  line  of  action  of  P  intersecting  the  cross  section  at  a 
point  on  the  axis  of  sjonmetry  YY,  at  a  distance  a  from  the  center 
of  gravity  0.  If  the  forceP  is  resolved  into  a  parallel  force  through 
0  and  a  couple,  the  moment  of  the  couple  will  be  equal  to  Af  =  Pa 
and,  if  we  use  the  notation  of  Art.  (125),  the  normal  stress  intensity 
at  any  point  in  the  cross  section,  at  a  distance  y  from  the  center  of 
gravity,  will  be  equal  to 

j=/i+/2=2^"X     A     T"'  •    •    •    •    u; 

where  the  plus  sign  indicates  compression. 
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The  expression  for  the  distance  2/1,  between  the  center  of 
gravity  and  the  neutral  axis  XiXi,  will  be 

^'-Ml'M^-a ^^^ 

and  the  magnitude  of  the  greatest  fiber  stress 

■  /-^^=f^+7) <'> 

where  p  =  the  radius  of  gyration  of  the  cross  section  about  the 
principal  axis  XX. 

If  the  curvature  of  the  central  axis  due  to 
bending  is  to  be  taken  into  account,  the  arm  a 
of  the  couple  will  be  increased  by  an  amount  v, 
equal  to  the  displacement  of  the  center  of 
gravity  due  to  the  deflection  of  the  member; 
and  the  couple  M  will  be  increased  by  an 
amount  equal  to  Pv.  Hence  equation  (1)  may 
be  written 

,_P^P(a+S>S_  .     .     .     (4) 

where  v  will  evidently  be  always  positive.  In 
using  equation  (4),  a  value  of  v,  which  is  slightly 
approximate,  can  be  found  by  substituting  M  = 
Pa  in  the  deflection  equation  (Art.  97). 

In  this  case  it  is  obvious  that  there  is  no 
shearing  stress  on  any  cross  section.  ^^  ^^^ 

If  the  forces  are  applied  at  the  ends  of  the 
member  and  the  stress  component  due  to  deflection  is  neglected, 
the  state  of  stress  on  every  cross  section  will  be  the  same. 

The  foregoing  analysis  will  apply  equally  well  when  the  axial 
component  produces  tension  instead  of  compression. 

It  will  be  evident  that  if  the  deflection  of  the  beam,  in  the  case 
considered  in  Art.  (126),  is  to  be  taken  into  account,  it  is  simply 
necessary  to  add  to  the  bending  couple,  the  couple  due  to  deflection, 
estimated  as  above;  the  formula  for  the  normal  stress  intensity 
at  any  point  being  written, 

/  =  5±f  ±^ (6) 

which  is  another  form  of  equation  (4). 
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(d)  In  this  case,  neglecting  the  deflection  due  to  bending,  let  the 
line  of  action  of  the  resultant  force  P  intersect  any  cross  section 
ABCD  at  a  point  whose  coordinates,  with  respect  to  two  axes  of 
symmetry  OX  and  OY,  are  (a,  b),  as  indicated  (Fig.  177).    Let 

{Xj  y)  be  the  coordinates  of  any  point 

in  the  cross  section. 
The  force  P  may  be  resolved  hito 

an  equal  parallel  force,  acting  along 

the  central  axis  OZ  of  the  member, 

and  two  couples, 

Jlf  ,  =  Pa  and  3f.  =  P6, 


in  planes  perpendicular  to  the  axes 
OY  and  OX,  respectively. 

Proceeding  by  the  same  method  as 
before,  letting  /»  and  ly  equal  the  mo- 
ments of  inertia  of  the  cross  section 
about  the  axes  OX  and  OY^  respec- 
tively, the  stress  intensity  at  the  point 
(x,  y),  due  to  the  axial  component  P, 
will  be  equal  to 


that  due  to  the  component  couple  M,  wUl  be  equal  to 
and  that  due  to  the  component  couple  My  will  be  equal  to 

ly  Xy 

Hence  the  resultant  stress  intensity  at  the  point  (x,  y)  will  be 
equal  to 

/=A+/.+/.  =  |±^±^,     ...    (6) 

the  plus  sign  indicating  compression  and  the  minus  sign  tension. 
The  greatest  intensity  of  the  resultant  stress  on  the  cross  section 


Pw.  177. 
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shown  will  evidently  occur  at  the  point  C,  whose  coordinates 
(ci,  Cft)  are  the  greatest  values  of  x  and  y,  respectively.  When  the 
shape  of  the  section  is  such  that  the  point  at  which  x  has  the 
greatest  value  is  not  the  same  as  that  at  which  the  value  of  ^  is 
greatest,  the  point  in  the  cross  section  at  which  the  resultant 
stress  intensity  is  a  maximum  can  be  determined  by  inspection. 
The  resultant  stress  on  the  section  will  be  uniformly  varjnng 
and  the  neutral  axis  will  be  a  straight  line,  indicated  by  the  line 
MN  in  the  sketch,  cutting  the  coordinate  axes  obliquely  and  not, 
in  general,  perpendicular  to  the  plane  of  loading.  Let  (X],  0)  and 
(0,  yi)  be  the  coordinates  of  the  points  of  intersection  of  MN  and 
the  axes  OX  and  OY,  respectively.  For  all  points  on  the  axis  OX 
the  component  stress /«  ==  0;  and  hence,  at  the  intersection  of  OX 
with  the  neutral  axis, 

P  _M^i 

and 

'^     M^     M/'       a ^^^ 

where  p^  =  the  radius  pf  gyration  about  the  axis  OY. 

Similarly,  for  all  points  on  OY,  ft  =  0;  and  hence,  at  the  inter- 
section of  OY  with  the  neutral  axis, 

P     M^ 
A       I, 
and 

*'*"M;;i~jif/'  "  6 ' ^^^ 

where  />«  «  the  radius  of  g3rration  about  the  axis  OX. 

The  foregoing  analysis  will  evidently  apply  equally  well  when 
the  axial  stress  is  tension  instead  of  compression.  In  either  case 
there  will  be  no  shearing  stress  and,  if  the  deflection  is  neglected, 
the  state  of  stress  on  every  cross  section  will  be  the  same. 

127.  Maximum  Eccentricity  without  Reversing  Stress.  — 
When  a  member  is  subjected  to  eccentric  loading,  as  explained  in 
Art.  (126),  the  distance  between  the  center  of  gravity  of  any  cross 
section  and  the  neutral  axis  of  the  stress  on  the  section  has  been 
shown  to  vary  inversely  as  the  eccentricity  of  the  load.  When  the 
eccentricity  is  large,  the  neutral  axis  will  lie  within  the  limits  of 
the  cross  section,  the  stress  over  part  of  the*  section  being  compres- 
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sion  and  over  the  remainder  tension,  as  indicated  by  the  sketch 
(Fig.  178a).  When  the]  eccentricity  is  small,  the  neutral  axis  will 
lie  outside  of  the  limits  of  the  section  and  the  stress  over  the  whole 
section  will  be  of  the  same  sign,  as  indicated  (Fig.  178b). 

It  is  sometimes  essential  to  determine  the  eccentricity  for  which 
the  neutral  axis  will  coincide  with  one  side  of  the  cross  section,  the 
stress  on  the  section  being  of  the  same  sign  throughout  and  vary- 
ing in  intensity  from  zero  to  a  maximum,  as  indicated  (Fig.  178c). 


When  the  resultant  load  acts  in  a  plane  intersecting  the  cross 
section  at  an  axis  of  symmetry  we  have,  by  transforming  equation 
(2)  (Art.  126), 

a  =  ^  =  -^, (1) 

and,  by  substituting  for  yi  the  distance  from  the  center  of  gravity 
to  the  edge  of  the  cross  section,  the  value  of  the  eccentricity  re- 
quired to  satisfy  the  last  of  the  above-mentioned  conditions  can  be 
obtained. 
If  the  cross  section  is  rectangular,  of  breadth  h  and  depth  A, 
A 


when  yi  = ; 


a  = 


hlf  w2^A 


If  the  cross  section  is  circular ,  of  diameter  d,  when  l/i  =  « 


_  4d^  ^.2_d 
^  "64^*^5  "*  8- 


(2) 


(3) 


For  other  sections,  the  eccentricity  required  to  fulfiU  the  same 
condition  may  easily  be  obtained  by  the  solution  of  equation  (1). 

128.  Oblique  Loads.  —  When  the  external  forces  acting  on  a 
member  are  inclined  to  the  central  axis  at  angles  less  than  90^  and 
the  lines  of  action  lie  in  a  plane  cutting  any  cross  section  in  an 
axis  of  symmetry,  the  forces  can  be  resolved  into  components  per- 
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pendicular  and  parallel  to^  or  coinciding  with,  the  central  axis.  By 
the  methods  of  analysis,  stated  in  Arts.  (125-126),  the  resultant 
stress  on  the  cross  section  can  then  be  determined. 

For  example,  take  the  upright  member  fixed  at  the  lower  end  and 
subjected  to  the  oblique  loads  Pi  and 
P2  (Fig.  179),  acting  in  a  plane  of 
symmetry.  To  determine  the  stress 
on  a  cross  section  A-B  resolve  Pi 
and  P2  into  H  aild  V  components  as 
indicated.  The  component  Vi  can 
in  turn  be  resolved  into  an  equal 
component,  acting  along  the  central 
axis  OX,  and  a  couple  Via.  Hence 
the  resultant  of  the  external  forces 
acting  above  the  section  AB  will  be 
made  up  of  a  single  force 

P=Fi+F2,  ...  (1) 
acting  along  the  axis  OX,  a  couple 
M  =  Hixi  -  Via  -  H^,   .  (2) 

which  is  the  bending  moment  at  the 
section,  and  a  shearing  force  at  the  section, 

S^Hi-Ht.     .    . 


^<- 


Pt 


•■n; 


X 

Fia.  179. 


(3) 


The  normal  stress  intensity  at  any  point  in  the  cross  section  will, 
therefore,  be  equal  to 

(4) 


^  "A"^   I  ' 


and  the  greatest  intensity  of  stress  and  the  position  of  the  neutral 
axis  can  be  determined  as  in  the  preceding  cases. 

If  required,  the  shearing  stress  intensity  can  be  calculated  by 
the  usual  formula  (Art.  89). 

If  ai  and  oa  represent  the  moment  arms  of  the  forces  Pi  and  P% 
with  respect  to  the  center  of  gravity  0  of  the  cross  section,  the 
value  of  M  will  evidently  be  equal  to 

M  =  Piai-P2fl2 (5) 

Occasionally  the  last  expression  gives  a  simpler  solution  for  M 
than  that  given  by  equation  (2).  The  cross  section  at  which  the 
maximum  combined  stress  intensity  occurs  can  be  determined  by 
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inspection.    It  should  be  observed  that  this  section  is  not  neces- 
sarily the  section  of  greatest  bending  moment. 

129.  Transverse  Loads  not  in  the  Same  Plane.  —  When  the 
cross  section  of  a  member  has  two  axes  of  symmetry  at  right  angles 
and  the  external  forces  act  in  different  planes,  passing  through  the 
central  axis,  each  force  can  be  resolved  into  components  in  the  two 
planes  at  right  angles,  which  intersect  any  cross  section  in  the 
axes  of  symmetry.  In  this  manner,  the  entire  system  of  external 
forces  can  be  resolved  into  two  systems  acting  in  the  two  planes  of 
symmetry  and  the  resultant  stress  on  any  cross  section  can  be 
found  by  combining  the  stresses  due  to  each  of  the  component 
force  systems.  For  example,  assume  the  member  (Fig.  180}  to 
be  in  equilibrium  under  the  action  of  a  system  of  forces  Pi,  Pj, 
etc.,  perpendicular  to  the  central  axis  ZZ,  any  cross  section  ABCD 
having  two  axes  of  symmetry,  XX  and  YY. 


By  resolving  each  force  into  V  and  H  components  in  the  planes 
containing  XX  and  YY,  respectively,  the  system  of  external  forces 
can  be  resolved  into  two  balanced  systems,  one  of  which  will  cause 
bending  in  the  plane  ZOX  and  the  other  in  the  plane  ZOY.  If  we 
let  Mg  =  the  bending  moment  at  the  section  ABCD,  due  to  the  H 
components.  My  =  the  bending  moment  due  to  the  V  components, 
Ix  —  the  moment  of  inertia  of  the  section  with  respect  to  the  axis 
XX  and  I^  —  the  moment  of  inertia  with  respect  to  YY,  the  re- 


Digitized  by 


Google 


TRANSVERSE  LOADS  NOT  IN  THE  SAME  PLANE  .    303 

flultant  intensity  of  the  normal  stress  at  any  point  in  the  cross 
section,  whose  coordinates  are  (x,  y)j  will  be  equal  to 

/=d=^±^ (1) 

The  resultant  normal  stress  on  the  cross  section  will  be  uni- 
formly varying,  with  the  neutral  axis  passing  through  the  center 
of  gravity,  and  the  greatest  intensity  of  the  stress  will  evidently 
occur'  at  the  opposite  corners  of  the  section. 

If  we  let  M  ^  the  magnitude  of  the  resultant  bending  moment 
at  the  cross  section  ABCD  it  is  evident  that 

M  =  Vjf ,»  +  My^; (2) 

and,  if  ^  =  the  angle  between  the  moment  axes  of  Af  and  Af ., 

^  Af,  J      .       -  My  ,^. 

cos  0  =  .Yf )  and  sm  ^  =  -^ (3) 

When  written  in  terms  of  the  resultant  bending  moment  Af , 
equation  (1)  becomes 

J,       .  My co8$  .  Afxsin^      ,--/  .  ycos^  .  a;sin^\        ... 

If  (x',  t/)  are  the  coordinates  of  any  point  on  the  neutral  axis, 
M^y'     Myz'  __  ,  . 

"t: — i;r'  ' ^^ 

which  may  be  taken,  with  proper  assumptions  in  regard  to  signs, 
as  the  equation  of  the  neutral  axis.  The  neutral  axis  will  not,  in 
general,  be  perpendicular  to  the  plane  of  the  resultant  couple  Af . 

When  the  form  of  the  cross  section  is  such  that  the  point  at 
which  the  coordinate  x  is  greatest  is  not  the  same  as  that  at  which 
the  coordinate  y  is  greatest,  the  point  at  which  the  resultant  stress 
intensity  is  a  maximum  can  be  determined  by  inspection. 

When  the  greatest  values  of  Af «  and  Af  ^  occur  at  the  same  cross 
section,  that  section  will  evidently  be  the  one  on  which  the  com- 
bined stress  intensity  has  its  greatest  value.  When  the  greatest 
values  of  Afx  and  My  do  not  occur  at  the  same  cross  section,  the 
section  on  which  the  combined  stress  is  a  maximum  must  be 
determined  by  inspection. 

The  components  of  the  shearing  stress  intensity  at  any  point 
in  a  cross  section,  due  to  the  H  and  V  load  components  may  be 
calculated  by  the  usual  formula  (Art.  89)  and  combined  to  give 
approximately  the  resultant  intensity  of  the  shearing  stress. 
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Bending  by  Couples.  —  A  special  case  under  the  preceding  occurs 
when  the  force  system  is  composed  of  two  couples,  not  in  a  plane 
of  symmetry,  acting  at  the  ends  of  the  bar.  In  this  case  the 
couples  may  be  resolved  into  components  ilf .  and  My  in  planes 
perpendicular  to  the  axes  of  X  and  Y,  respectively,  and  the  normal 
stress  intensity  at  any  point  in  a  cross  section  found  by  the  use  of 
equation  (1).    In  this  case  no  shear  will  accompany  the  bending. 

Oblique  Loads.  —  If  the  loads  are  oblique,  instead  of  perpendicu- 
lar to  the  central  axis,  each  load  can  be  resolved  into  a  component 
acting  along  the  axis  and  one  perpendicular  to  it,  after  the  method 
in  Art.  (128).  The  transverse  components  can  then  be  resolved 
as  indicated  above  and  the  formula  for  the  combined  stress  in- 
tensity will  take  the  form 

the  effect  of  the  deflection,  caused  by  the  transverse  components, 
being  neglected. 

130.  Resilience  Due  to  Combined  Stresses.  —  When  the 
material  is  perfectly  elastic,  the  resilience  of  a  member  subjected 
to  combined  stress  will  evidently  be  equal  to  the  algebraic  sum 
of  the  works  done  by  the  different  components  into  which  the 
system  of  external  forces  may  be  divided,  provided  each  of  the 
components  of  the  force  system  is  gradually  applied. 

For  example:  when  a  member  is  subjected  to  eccentric  loading, 
as  in  Case  (c)  (Art.  126),  if  the  external  forces  are  applied  at  the 
ends  of  the  member,  and  we  let  A  =  the  area  of  the  cross  section 
and  I  =  the  length,  the  resilience  due  to  the  axial  force  P  will  be 
equal  to 

S(^-i^>' <i> 

and  the  resilience  due  to  the  couple  M  will  be  equal  to 

^(Art.109). (2) 

Hence  the  total  resUience  will  be  equal  to 

^^2AE'^2EI^2E\A^  I)''2AEV^ p^r  '    ^^^ 

where  a  =  the  eccentricity  of  the  loading  and  p  =  the  radius  of 
gyration  of  the  cross  section  about  the  axis  through  the  center  of 
gravity. 
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In  a  similar  maimer,  the  following  expression  for  the  resilience 
of  a  member  loaded  eccentrically  as  in  Case  (d)  (Art.  126)  may  be 
obtained,  the  notation  being  the  same  as  in  the  article  referred  to. 


B  = 


F*l     ,   M,H 


2AE 


M*l 


m 


('+S-$)-  <« 


2Eh  '  2EI^     2AE^ 

Similar  expressions  for  the  resilience  in  the  other  cases  of  com- 
bined stress,  discussed  in  this  chapter,  can  be  obtained  by  adding 
the  expressions  for  the  resilience  due  to  the  axial  loads  and  those 
due  to  bending  under  the  load  systems  in  the  different  planes. 

131.  Truss  Members  Subjected  to  Combined  Stresses.  —  In 
the  simple  trusses,  which  were  discussed  under  the  subject  of 


Statics  (Vol.  I),  the  loads  were  applied  at  the  joints  and  the  mem- 
bers were  assumed  to  be  framed  together  in  such  a  manner  that 
the  resultant  stress  on  each  member  acted  along  its  central  axis, 
which  resulted  in  the  stress  in  each  member  being  uniform  com- 
pression, or  uniform  tension.  Sometimes  loads  are  applied  to 
members  of  a  truss  at  sections  between  the  joints,  in  which  case 
bending  will  take  place,  combined  with  compression  or  tension. 
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An  illustration  of  a  truss  loaded  in  this  manner  is  given  in  Fig. 

(181),  where  the  load  on  the  truss  is  divided  into  equal  parts  W, 

concentrated  at  points  on  the  upper  chords,  at  equal  distances 

apart,  with  the  exception  of  the  loads  at  the  ends  A  and  E,  which 

W 
are  each  equal  to-jr- .    The  members  of  the  upper  chords  are  sub- 

jected  to  combined  bending  and  axial  stresses,  but  all  the  other 
members  are  joined  together  in  such  a  manner  that  each  one  is 
subjected  to  axial  tension,  or  axial  compression,  only. 

The  analysis  for  the  stresses,  neglecting  deflections  due  to  bend- . 
ing,  can  be  made  as  follows:  First  separate  from  the  load  system, 
the  forces  causing  bending  in  the  members  of  the  upper  chords. 
For  the  member  AB  these  forces  will  be  the  load  TT,  acting  at  its 

W 

middle  point,  and  the  reactions  -^  at  A  and  B,  required  to  balance 

the  load  TT,  as  indicated  (Fig.  181b).  The  stress  in  the  member 
AB  due  to  these  forces  can  be  found  by  the  method  of  analysis  for 
bending  under  oblique  loads  (Art.  128).  On  resolving  the  forces 
into  components,  perpendicular  to  and  coinciding  with  the  central 
axis  AB,  it  will  be  evident  that  the  greatest  intensity  of  the  com- 
pressive stress  in  the  member  will  occur  at  the  top  of  a  cross  section 
just  to  the  left  of  the  intersection  of  the  line  of  action  of  the  load  W 
and  the  central  axis;  and,  if  we  let  I  =  the  length  of  AB,  the 
stress  intensity  at  this  point  will  be  equal  to 

-      P  ,  Mc      TFsin^  ,  WlcosBc  .-v 

/i  =  j  +  -7-  =  -2T~  +  ~47~-    •    •    •    W 

The  same  expression  will  evidently  represent  the  resultant  in- 
tensity of  the  tensile  stress  at  the  bottom  of  a  section  just  to  the 
right  of  W,  provided  the  cross  section  is  symmetrical  with  respect 
to  the  neutral  axis  and  the  plus  sign  is  taken  to  indicate  tension 
instead  of  compression. 

If  the  members  of  the  upper  chords  are  all  of  the  same  cross 
section,  the  maximum  compressive  stress  intensity /i,  due  to  the 
loads  W  at  the  middle  points,  will  be  the  same  for  all  four 
members. 

Having  determined  the  comix)nent  stresses  in  the  members, 
due  to  the  loads  causing  bending,  the  axial  stresses  in  the  different 
members  of  the  truss  as  a  whole  can  be  determined  by  adding  to 
the  loads  at  the  joints  the  reactions,  due  to  the  intermediate  loads 
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between  the  joints,  and  calculating  the  stresses  in  the  members 
from  the  residtant  joint  loads,  as  indicated  in  Fig.  (181c).  This 
is  evidently  equivalent  to  resolving  each  intermediate  load  into 
two  parallel  components,  acting  at  the  adjacent  joints. 

Finally,  in  order  to  determine  the  resultant  stress  on  any  cross 
section  of  an  upper  chord  member,  the  uniform  stress  component, 
due  to  the  axial  load,  must  be  combined  with  the  component 
stress,  due  to  bending.  In  the  member  AB,  for  example,  the  axial 
stress  will  evidently  be  equal  to 

P  =i^ 
^      sin  e 

and  the  stress  intensity  on  any  cross  section  will  be  equal  to 

_  Pi_    SW  .^. 

Therefore,  to  obtain  the  greatest  intensity  of  stress  for  the  entire 
member,  the  value  of  ft  must  be  added  to  the  value  of  /i,  which 
will  give 

.      .    ,   .      WsmO  ,  Wl  COS  Be  ,     SW  ,«v 

The  stress  in  BC  can  be  found  in  a  similar  manner. 

In  this  analysis,  each  upper  chord  has  been  assumed  to  be  made 
up  of  two  parts  hinged  at  the  joints.  When  the  chord  is  con- 
tinuous, as  is  practically  always  the  case,  the  foregoing  analysis 
for  the  stress  due  to  bending  is  evidently  approximate.  It  is  hardly 
worth  while,  however,  to  undertake  the  more  complex  solution 
required  if  the  member  is  to  be  treated  as  a  continuous  beam, 
owing  to  the  uncertainty  in  regard  to  the  conditions  at  the  joints. 
.  132.  Trussed  Beams.  —  Beams  are  sometimes  trussed  for  the 
purpose  of  increasing  the  strength  and  stiffness.  Such  beams 
may  be  considered  to  be  simple  forms  of  trusses  in  which  a  part 
of  the  members  are  subjected  to  bending.  Hence  the  method  of 
determining  the  stresses  is  similar  to  that  given  in  Art.  (131). 

The  following  case  may  be  taken  as  an  illustration.  The  beam 
AB  (Fig.  182)  is  braced  with  a  strut  CD  at  the  middle  point,  the 
strut  being  supported  by  the  tie  rods  AD  and  BD,  and  is  sub- 
jected to  a  uniformly  distributed  load  of  intensity  w.  Let  I  = 
the  length  of  each  span  of  the  beam  and  W  =  2wl  equal  the 

W 
total  load.    The  supporting  forces  will  each  be  equal  to  -^' 
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AB  is  the  member  of  the  truss  which  is  subjected  to  bending 
and  will  be  treated  as  a  beam  which  is  continuous  oyer  the  sup- 
port C  We  will  assume  that,  when  the  truss  is  subjected  to  the 
total  load  TT,  the  points  A,  C  and  5  are  on  the  same  level.  Then, 
if  the  system  of  forces  acting  on  the  truss  as  a  whole  is  resolved 
into  two  component  systems,  one  component  including  the  forces 
producing  bending  in  the  beam  AB  and  the  other  including  the 
forces  producing  axial  stresses  only  in  the  members  of  the  truss, 
the  forces  producing  bending  in  AB  will  be  those  shown  in  Fig. 
(182b)  (see  Case  b,  Art.  102)  and  those  producing  the  axial 
stresses  in  the  members  will  be  those  shown  in  Fig.  (182c), 


The  greatest  bending  moment  in  the  beam  AB  will  occur  at  the 
point  C  and  will  be  equal  to  - 


M=-^=-^  (Art.  102). 


(1) 


If  we  let  d  =  the  length  of  the  strut  CD,  the  axial  stress  in  the 
beam  AB  will  be  equal  to 

Hence  the  greatest  intensity  of  the  combined  stress  will  be  equal 


to 


f_P,Me 
^~A'^  I  ' 


(3) 
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which  is  the  intensity  of  the  compression  at  the  lower  side  of  the 
cross  section  at  C 
The  stresain  the  tie  rod  AD  will  be  equal  to 

where  h  ^  VP  +  dP, 

and  the  stress  in  the  strut  CD  will  be  equal  to 

Pf-^lw. '.    (5) 

The  foregoing  analysis  could  easily  be  made,  if  the  final  de- 
flection at  C  instead  of  being  zero  were  assumed  to  have  any  small 
finite  value,  by  determining  the  corresponding  values  of  the  re- 
actions at  il,  C  and  B,  as  indicated  in  Art.  (102).  In  any  case, 
the  accuracy  of  the  result  will  evidently  depend  on  the  correctness 
of  the  estimate  of  the  final  deflection  at  the  point  C,  as  the  bending 
stress  in  AB  will  be  affected  to  a  considerable  degree  by  a  small . 
change  in  level  at  this  point. 

Solution  by  Method  of  Least  Work.  —  A  solution  of  the  foregoing 
problem  can  also  be  made  by  applying  the  method  of  least,  work 
as  follows: 

Let  A  =  the  area  and  I  =  the  moment  of  inertia  of  the  cross 
section  and  E  —  the  modulus  of  elasticity  of  the  member  AB) 
Ax  =  area  of  the  cross  section  and  £i  =  the  modulus  of  elasticity 
of  the  tie  rod  ADB;  A2  =  the  area  of  the  cross  section  and  E2  = 
the  modulus  of  elasticity  of  the  strut  CD.  Let  P,  Pi  and  Pi 
equal  the  axial  stresses  in  the  members  ACB,  ADB  and  CD,  re- 
spectively, and  let  h  =  VP  +  cP  equal  the  length  of  the  two  sec- 
tions AD  and  BD  of  the  tie  rod. 

Expressing  the  axial  stresses  in  terms  of  the  stress  in  the  strut, 
we  have 

^-f' ») 

and 

'"'-^ w 

The  expression  for  the  resilience  of  the  strut  may  then  be 
written 
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that  for  the  total  resilience  of  the  two  sections  of  the  tie  rod  will  be 

and  for  the  component  of  the  resilience  of  the  beam  AB,  due  to  the 
axial  stress  P, 

""'-^■ixE-^k-  -  ■  -  •  '  m 

The  component  of  the  resilience  of  AB,  due  to  bending,  will  be 

«"=2X^dx. (11) 

where  M  ==  the  bending  moment  at  any  section  at  a  distance  x 
from  the  end  support.    The  expression  for  M  may  be  written 

2 

and  then 

Substituting  the  value  of  AP  in  (11)  and  integrating, 

_  p  r2w'P    5P^wl    p,n 

~3£7L""5  8~"^TJ ^^^^ 

Adding  (8),  (9),  (10)  and  (12),  the  expression  for  the  total  re- 
silience of  the  trussed  beam  becomes 

Differentiating, 

dR  _„Y  d     ,        h*        .        P     1  ,      P   r     5    j.Ptlf... 
dPt~^*lAtEt^2Axd'Ei^2Ad^Ey3.Ell     l'"^'^  2]'^^^' 

and,  placing  the  derivative  equal  to  zero  and  solving  for  Pt,  we 
obtain 

24"'^    

^*°   d    ,      ?.'     ,   P  /  1    ,TT'  •   •   ^^^) 

AiE2'^  2  Aid*E'^  2  E\Ad*'^  3 1) 
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which  gives  the  stress  in  the  strut  CD.  Having  this  stress,  the 
axial  stresses  in  the  tie  rods  and  the  beam  can  be  obtained  from 
equations  (7)  and  (6).  The  reactions  at  the  ends  of  the  beam 
can  then  be  found  and  the  greatest  bending  monlent  and  greatest 
fiber  stress  can  be  computed  in  the  usual  manner. 

133.  Stresses  in  Hooks.  —  An  approximate  solution  for  the 
stress  on  a  cross  section  of  a  hook,  or  an  open  link  can  be  made  by 
the  same  method  of  analysis  as  that  employed  in  dealing  with 
eccentric  loading  (Art.  126).  For  example,  if  the  open  link 
(Fig.  183)  is  subjected  to  a  pull  P,  along  a  line  at  a  distance  a  from 
the  center  of  gravity  0  of  the  cross  section  ABy  the  force  P  acting 
on  the  part  of  the  link  on  one  side  of  AB  can  be  resolved  into  an 
equal  parallel  force  P,  whose  line  of  action  passes  through  0,  and  a 
couple  M  —  Pa,  The  stress  on  the  cross  section  due  to  the  com- 
ponent P  will  be  uniform  and  its  intensity  will  be  equal  to 

/i  =  3.      .    .     (1) 

If  the  stress  intensity  due  to 
the  couple  is  calculated  by  use 
of  the  formula 


/2  = 


^My 


(2) 


the  equation  for  the  combined 
stress  intensity  at  any  point  m  the 
cross  section  will  be  the  usual  ex- 


pression 


(3) 


I  '  -  Fig. 

the  plus  sign  indicating  tension.  • 

The  approximation,  when  this  equation  is  used  in  computing 
the  stress  in  a  hook,  or  link,  or  any  curved  bar,  is  due  to  the  fact 
that,  when  the  assumptions  of  the  simple  beam  theory  are  applied 
in  the  case  of  the  curved  bar,  the  stress  on  the  cross  section  will  be 

found  to  be  non-uniformly  varying  and  hence  the  formula/  =  -p 

will  not  give  the  correct  value  for  the  intensity. 

The  error  of  approximation  in  cases  of  this  kind  will  depend  on 
the  curvature  of  the  central  axis  of  the  member,  being  compara- 
tively sUght  when  the  radius  of  curvature  is  large  and  increa&^ng 
as  the  radius  diminishes. 
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If  th^  formula  is  used,  therefore,  it  must  be  regarded  as  empirical, 
the  value  of  /  not  being  a  true  value  of  the  stress  intensity,  but  a 
factor  which  must  be  chosen  to  suit  the  conditions  of  the  problem. 

A  more  exact  analysis  of  the  stresses  in  curved  members  will  be 
found  in  Chapter  XI. 

134.  Problems  —  Combined  Stresses.  —  The  following  prob- 
lems will  serve  to  illustrate  the  application  of  the  methods  of  de- 


FiG.  184. 


Fig.  185. 


termining  combined  stresses,  which  have  been  discussed  in  this 
chapter.  When  not  otherwise  stated,  the  loads  are  to  be  assumed 
to  act  in  a  plane  intersecting  the  different  cross' sections  of  the 
member  in  their  axes  of  symmetry.  The  eccentricity  of  the  load- 
ing due  to  the  deflection  of  the  member  is  to  be  neglected  unless 
otherwise  specified. 

Problem  L 

Find  the  greatest  intensity  of  stress  in  a  cross  section  of  the  hollow  circular 
column  due  to  the  vertical  loads  qf  10,000  lbs.,  60,000  lbs.  and  30,000  lbs.  act- 
ing at  the  points  AyO,  B,  respectively  (Fig.  184).  Locate  the  neutral  axis  of 
the  stress. 

Problem  2. 

Solve  Problem  (1),  assuming  that  an  additional  load  of  20,000  lbs.  is  applied 
at  the  point  C. 
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Pfoblcm  8* 

Find  the  greatest  intensity  of  stress  on  the  cross  section  of  the  hollow  rec- 
tangular column  (Fig.  185)  due  to  the  vertical  loads  of  20,000  lbs.  and  10,000 
lbs.,  acting  at  the  points  0  and  A  respectively.  Locate  the  neutral  axis  of  the 
stress. 

Problem  4. 

Solve  Problem  (3),  assuming  that  an  additional  load  of  10,000  lbs.  is  applied 
at  the  point  B.  Determine  the  angle  which  the  neutral  axis  makes  wit^  the 
line  of  intersection  of  the  plane  containing  0  and  the  resultant  of  the  loads 
and  the  cross  section. 

Problem  6* 

A  oolmnn  lO''  square  is  subjected  to  vertical  loading  as  shown  (Fig.  186). 
The  maximum  allowable  fiber  stress  is  1000  lbs.  per  sq.  inch.  Find  the 
greatest  allowable  value  of  P. 


X 


Fia.  186. 


Fig.  187. 


Problem  6* 

Solve  Problem  (5),  assuming  that  the  load  of  10,000  lbs.  (Fig.  186)  is  re- 
placed by  a  load  of  40,000  lbs. 

Problem  7. 

A  12"  Bethlehem  H  colmnn  supports  a  central  vertical  load  of  60,000  lbs. 
and  two  vertical  loads  of  20,000  lbs.  each  on  brackets  as  indicated  (Fig.  187). 
Find  the  greatest  intensity  of  stress  in  the  column  due  to  the  loading,  /o  => 
500  (ins.)*.  A  »  19  sq.  ins.  Locate  the  neutral  axis  in  the  cross  section  of 
greatest  stress. 
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Problem  8. 

Solve  Problem  (7),  assuming  that  an  additional  vertical  load  of  30,000  lbs. 
is  applied  at  the  top  of  the  column  at  a  distance  of  3"  from  the  central  axis  in 
a  plane  at  right  angles  to  the  plane  of  the  loads  shown  (Fig.  187);  the  moment 
of  inertia  of  the  cross  section  with  respect  to  the  other  axis  of  symmetry  being 
equal  to  W  »  168  (ins.)*  and  the  width  of  the  flange  of  the  H  being  equal 
to  12". 


80 


«V 


I 


Fia.  188. 


Fig.  189. 


Problem  9. 

A  thick  steel  plate  re^  on  the  top  of  a  wood  column,  12"  X  12"  cross  section 
(Fig.  188).  If  a  concentrated  vertical  load  of  30,000  lbs.  is  appUed  to  the 
plate,  determine:  (a)  the  maximum  intensity  of  the  compressive  stresis  between 


900  lb*,  per  ft. 


Rt 


Fia.  190. 


the  plate  and  the  column  at  the  section  AB;  (b)  the  maximum  intensity  of  the 
compressive  stress  on  the  cross  section  CD.  Assume  the  stress  on  AB  to  be 
uniformly  varying. 
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Problem  10. 

A  wooden  strut,  8''  X  10"  cross  section  and  8  ft.  long,  is  rigidly  held*  at  the 
base  and  subjected  to  system  of  loads  shown  (Fig.  189).  Find  the  greatest 
intensity  of  stress.  • 

Problem  11. 

Solve  Problem  (10),  asfluming  that  theload  of  1000  lbs.  is  replaced  by  a  load 
of  2000  lbs. 
Problem  12. 

Find  the  maximum  fiber  stress  in  a  standard  15"  I-beam,  subjected  to  the 
system  of  forces  shown  (Fig.  190).    h  —  442  (ins.)^    A  =  12.5  sq.  ins. 


U- 


1000  IlM.  per  ft 


mmy//// 


Fig.  191. 


Problem  18. 

A  12"  I-beam  is  supported  and  loaded  as  shown  (Fig.  191).  Find  the  maxi- 
mum intensity  of  fiber  stress,  assuming  the  reaction  at  the  point  B  to  be  verti- 
cal.   7  «  216  (ins.)^    A  «  9.26  sq.  ins. 

B 


Fig.  192. 


Fig.  193. 


Problem  14. 

Find  the  maximum  fiber  stress  in  the  inclined  wooden  beam  AB,  8"  X  10" 
cross  section  and  10  ft.  long,  subjected  to  a  single  concentrated  vertical  load  of 
8000  lbs.  at  the  center.  (Fig.  192.)  Assume  the  reactions  parallel  to  the 
resultant  load. 
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Problem  16. 

Solve  Problem  (14),  replacing  tbe  load  of  8000  lbs.  with  a  load  kA  12,000  lbs., 
uniformly  distributed  along  the  central  axis  of  the  beam. 

Problem  16. 

The  beam  AB  (Fig.  193),  6"  X  10"  croee  section,  is  subjected  to  a  uniformly 

.distributed  vertical  load  of  5000  lbs.    Find  the  maximum  intensity  of  stress 

on  the  middle  cross  section,  assuming  the  supporting  force  at  B  to  be  horizontal. 

Problem  17. 

Find  the  section  at  which  the  greatest  intensity 
of  stress  occurs  in  the  beam  given  in  Problem  (16). 
Find  the  greatest  intensity  of  stress  on  this  section. 

Problem  18. 

A  12"  I-beam,  31.5  lbs.  per  ft.,  is  placed  in  a 
vertical  position  and  subjected  to  the  system  of 
loads  shown  (Fig.  194).  Assuming  that  the  sup- 
porting force  at  ii  is  horizontal  and  the  beam  is 
hinged  at  B,  find  the  greatest  fiber  stress.  I  »  216 
(ins.)\    A  =  9.26  sq.  ins. 

Problem  19. 

A  beam  6"  X  10"  cross  section  is  subjected  to  an 
oblique*  load  of  4000  lbs.  and  supported  at  the  ends 
as  shown  (Fig.  195).    Find  the  maximum  fiber  stress  FiQ.  194. 

and  locate  the  neutral  axis. 


FiQ.  195. 

Problem  20. 

A  beam,  8"  X  10"  cross  section  (Fig.  196),  is  supported  at' the  ends  and  sub- 
jected to  a  horizontal  load  of  2000  lbs.  and  a  vertical  load  of  3000  lbs.,  acting 
as  shown.  Find  the  greatest  fiber  stress  and  locate  the  neutral  axis  in  the 
section  at  which  the  greatest  stress  occurs. 

Problem  21. 

Determine  the  greatest  fiber  stress  in  the  beam  given  in  Problem  (20)  if,  in 
addition  to  the  loads  given,  two  equal  and  opposite  forces  of  20,000  lbs.,  acting 
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along  the  axis,  are  applied  at  the  ends,  the  forces  produciiig  oompreflaioQ  in 
the  member.  Locate  the  neutral  axis  in  the  section  at  which  the  fiber  stress 
b  a  maximum. 


Fio.  198. 


Problem  S2* 

Solve  Problem  (20),  aawiming  that  an  additional  load  of  2400  lbs.  is  applied 
at  a  cross  section  12  ft.  from  the  end  A,  acting  in  the  direction  of  the  diagonal 
from  the  upper  left  to  the  lower  right-hand  comer  of  the  section. 


Fia.  197. 


Problem  88. 

A  round  bar,  4"  diameter  (Fig.  197),  is  supported  at  the  ends  and  subjected 
to  vertical  loads  of  4000  lbs.  and  2000  lbs.  and  a  horizontal  load  of  5000  lbs. 
Find  the  greatest  fiber  stress. 


Digitized  by 


Google 


318 


APPLIED  MECHANICS 


Problem  24. 

Determine  the  greatest  fiber  stress  in  the  bar  given  in  Problem  (^)  if,  in 
addition  to  the  transverse  loads,  two  equal  and  opposite  forces  of  30,000  lbs. 
acting  along  the  axis  are  appUed  at  the  ends,  the  forces  producing  compression 
in  the  member. 


Fia.  198. 


Problem  85. 

Find  the  greatest  intensity  of  stress  in  the*members  of  the  truss  subjected 
to  the  system  of  vertical  loads  W  spaced  equal  distances  apart  as  shown 
(Fig.  198),  assuming  W  =  1000  lbs.  The  members  AB,  BC,  CD,  BF  and  DF 
are  6"  X  10"  cross  section;  and  the  members  AF,  EF  and  CF  are  steel  rods, 
I"  diameter.  . 


Fia,  199. 


Problem  26. 

The  lower  chord  of  the  truss  (Fig.  199)  is  subjected  to  a  uniformly  distributed 
load  of  1000  lbs.  per  ft.  Find  the  greatest  fiber  stress  in  the  members  AB, 
BC  and  CD.    The  cross  section  of  these  members  is  8''  X  12". 

Problem  27. 

Solve  Problem  (26),  assuming  that  ABCD  is  a  continuous  beam  and  that 
the  points  A,  B,C  and  D  are  on, the  same  level. 
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Problem  28. 

Solve  Problem  (26)  if,  in  addition  to  the  load  on  the  lower  chord,  loads  of 
1000  lbs.  each  are  applied  at  the  joints  E,  F,  and  G  and  also  at  the  middle  point 
of  each  member  of  the  upper  chords.    Also  determine  the  greatest  fiber  stress 

in  the  members  AE  and  EF  if  the  cross  section  of  these  members  is  8"  X  10". 

• 

Problem  29. 

The  trussed  beam  AB  (Fig.  200)  supports  a  uniformly  distributed  load  of 
1000  lbs.  per  ft.  of  length.  The  section  of  the  beam  is  8"  X  12".  The  tie  rod 
ADB  is  2"  diameter.  The  strut  CD  has  a  cross  section  of  6  sq.  ins.  Find  the 
greatest  fiber  stress  in  AB,  assuming  no  deflection  at  the  center  (Art.  102);  also 
the  tensile  stress  intensity  in  the  tie  rod  ADB. 


Problem  80. 

Solve  Problem  (29)  if  Uie  deflection  of  the  beam  at  its  center  due  to  the 
applied  load  is  0.25".    E  »  1,200,000  lbs.  per  sq.  in. 

Problem  31. 

Solve  Problem  (29)  by  the  method  of  least  work  (Art.  132),  assuming  for  the. 
tie  rod  J?  =  30,000,000  lbs.  per  sq.  in.  and  for  Oie  strut  E  =  15,000,000  lbs. 
per  sq.  in. 

Problem  32.  -  « 

Solve  Problem  (29),  replacing  the  uniformly  distributed  load  with  three  con- 
centrated loads  of  5000  lbs.  each,  applied  at  the  middle  of  each  of  the  spans 
AC  and  CB  and  at  the  point  C. 


I 


->♦«- 


-J<- 


^ 


FiQ.  201. 

Problem  88. 

A  trussed  beam  (Fig.  201)  is  constructed  of  two  timber  beams,  8"  X  12^' 
cross  section,  placed  side  by  side,  and  two  paraUel  tie  rods  each  2"  diameter 
and  two  struts  BF  and  CE,  each  having  a  cross  section  of  8  sq.  ins.  If  the 
beam  is  subjected  to  a  uniformly  distributed  load  of  1600  lbs.  per  ft.  determine 
the  greatest  fiber  stress  in  the  beam  and  the  intensity  of  the  tensile  stress  in  the 
tie  rods,  assuming  no  deflection  at  the  points  B  and  C. 
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Problem  84. 

Solve  Problem  (33)  by  the  method  of  least  work,  aasuming  E  «  1,200,000 
lbs.  per  sq.  in.  for  the  beam,  E  »  30,000,000  lbs.  per  sq.  in.  for  the  tie  rods  and 
E  »  12,000,000  lbs.  per  sq.  in.  for  the  struts. 


Problem  86. 

Given  an  open  circular  link  loaded  as  shown  (Fig.  202).  If  the  greatest 
allowable  fiber  stress  »  12,000  lbs.  per  sq.  in.,  find  the  allowable  value  of  P, 
by  the  approximate  solution  (Art.  133). 
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CHAPTER  VIII. 
GENERAL  THEORT  OF  FLEXURE. 

136.  nnsymmetiical  Bending.  —  Thus  far  the  discussion  of 
the  theory  of  bending  has  been  restricted,  at  first  to  cases  in  which 
the  loads  have  been  in  a  single  plane,  intersecting  every  cross  sec- 
tion in  an  axis  of  symmetry,  and  then  to  cases  in  which  all  the 
external  forces  could  be  resolved  into  components  in  two  planes 
at  right  angles  intersecting  every  cross  section  along  two  axes  of 
i^ymmetry. 

In  practice,  nearly  all  members  which  are  intended  to  resist 
bending  moments  of  any  considerable  magnitude  are  designed  with 
cross  sections  having  one  axis  of  symmetry  at  least;  and  usually 
with  cross  sections  symmetrical  with  respect  to  two  axes  at  right 
angles. 

Minor  members  which  are  sometimes  subjected  to  bending 
moments  of  small  magnitude  are  quite  often  designed  with  unsym- 
metrical  cross  sections.  In  such  cases  an  analysis  of  the  stresses 
due  to  bending  under  different  load  systems  will  be  of  value. 

136.  Principal  Axes  and  Moments  of  Inertia.  —  Passing 
through  any  point  in  a  plane  area,  there  are  always  two  axes  at 
right  angles,  with  respect  to  one  of  which  the  moment  of  inertia 
of  the  area  is  a  maxiinum  and  to  the  other  a  minimum,  the  prod- 
uct of  inertia  with  respect  to  the  two  axes  being  equal  to  zero. 
The  moments  of  inertia  about  these  axes  are  called  principal 
moments  of  inertia;  and  the  axes  are  called  principal  axes. 

Axes  of  symmetry  are  always  principal  axes  passing  through  the 
center  of  gravity  of  the  area  and,  for  any  un£fymmetrical  area,  the 
principal  axes  and  moments  of  inertia,  with  the  center  of  gravity 
as  the  origm,  can  always  be  found  when  the  moments  and  product 
of  inertia  with  respect  to  any  pair  of  rectangular  axes  are  known. 
Throughout  the  discussion  in  this  chapter,  the  center  of  gravity 
of  a  cross  section  will  be  taken  as  an  origin  and  the  axes  XX  and 
YY  as  principal  axes,  /,  and  /y  will  be  taken  to  represent  the  prin- 
cipal moments  of  inertia  and  /i,  h  and  K,  the  moments  and  product 
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of  inertia,  respectively,  about  any  pair  of  rectangular  axes,  1-1  and 
2-2,  inclined  at  an  angle  a  with  the  principal  axes. 
Then  from  Art.  (124)  (Vol.  I), 

/,  = /iCOS^a  +  Zjsin'a  —  2if sinacosof,  .    .     .     (1) 
/y  = /isin^a  +  ZjCOS^a +  2X8inacosa  ...     (2) 
and 

tan2a=-r^^(Art.  125,  Vol.  I).     ...    (3) 

i2  —  il 

Conversely,  the  values  of  the  moments  and  product  of  inertia, 
with  respect  to  the  axes  1-1  and  2-2,  in  terms  of  the  principal 
moments  of  inertia  will  be  represented  by  the^^pressions: 

/i  = /,cos*a  +  /ySin*a,  .    .    ,    .    •    .    (4) 

1%  =  ly  COS*  a  +  /,  sin*  a, (5) 

X  =  (/,  —  7»)  sin  a  cos  a (6) 

In  the  following  discussion,  whenever  a  principal  axis  is  referred 
to,  it  is  to  be  understood  that  the  axis  passes  through  the  center  of 
gravity. 

137^  Bar  of  Unsymmetrical  Cross  Section  Subjected  to  Simple 
Bending.  —  If  the  same  assumptions  are  made  as  in  the  case  of  a 
bar  of  symmetrical  section,  bent  under  the  action  of  couples  at  the 
ends  (Art.  64),  the  stress  on  any  cross  section  of  a  straight  bar  of 
unsymmetrical  section,  which  is  bent  under  the  action  of  terminal 
couples,  will  be  uniformly  varying  and  the  neviral  axis  will  pass 
through  the  center  of  gravity  (Art.  60).  Moreover^  the  residtant 
couple  formed  by  the  stress  on  the  cross  section  must  be  in  a  plane 
coinciding  with,  or  parallel  to,  the  plane  of  the  terminal  couples. 
There  will  be  no  shearing  stress  on  any  cross  section. 

If  the  principal  axes  of  the  section  are  unknown,  they  can  be 
located  by  the  method  referred  to  in  Art.  (136),  provided  the 
moments  and  product  of  inertia  of  the  cross  section  with  respect  to 
any  two  axes  at  right  angles  can  be  found. 

In  determining  the  distribution  of  the  normal  stress,  two  cases 
will  be  considered: 

(a)  When  the  plane  of  the  terminal  couple  intersects  the  aross 
section  at,  or  in  a  line  parallel  to,  a  principal  axis.  —  In  this  case, 
since  the  couple,  formed  by  the  stress  on  a  cross  section,  is  in  a 
plane  containing,  or  parallel  to,  the  principal  axis,  it  follows,  con- 
versely, from  Art.  (60)  that  the  neutral  axis  is  the  principal  axis  of 
the  section  which  is  perpendicular  to  the  plane  of  the  couple. 
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Therefore,  the  normal  stress  intensity  at  any  point  in  the  cross 
section,  at  a  distance  y  from  the  neutral  axis,  will  be  given  by  the 
usual  formula 


/  = 


_My 


(1) 


where  /  =  the  moment  of  inertia  of  the  cross  section  about  the 
neutral  axis,  and  the  greatest  stress  intensity  will  be  equal  to 


Mc 


(2) 


where  c  »  the  distance  to  the  fiber  which  is  farthest  from  the 
neutral  axis. 

(b)  When  the  plane  of  the  terminal  couple  does  not  intersect  a 
croee  section  at,  or  in  a  line  paraUd  to,  a  principal  axis.  —  In  this 
case  let  M  represent  the  terminal  couple,  acting  in  a  plane  per- 
pendictdar  to  the  axis  OA  (Fig. 
203),  and  let  e  =  the  angle  be- 
tween the  nM)ment  axis  of  M 
and  the  principal  axis  OX. 
Resolving  M  into  components 
in  planes  perpendicular  to  the 
principal  axes,  we  have 

•  M,  =  Afcosd  .    .     (3) 
and         My  =  M&inS. .    .     (4) 

Let  (x,  y)  be  the  coordinates  of 
any  point  q  in  the  cross  section 
with  respect  to  the  principal 
axes. 

If  we  call  a  compressive  stress 
plus  and  a  tensile  stress  minus 
and  follow  the  usual  system  of 
signs,  in  designating  values  of  x,  y  and  the  functions  of  0,  the  com- 
ponent stress  intensity  at  the  point  q  due  to  the  component  couple 
Ma  will,  according  to  Case  (a),  be  equal  to 

Mxy  _  My  cos  d. 


/i  = 


(5) 


and  that  due  to  the  couple  ilf  y  will  be  equal  to 
-       il/yX  Mx  sin  B 

i|f  iy 


(6) 
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The  resultant  stress  intensity  at  the  point  will,  therefore,  be  equal 
to 

*     r   t  f      MxV     MyX     My  COS  0     MteinB' 

/=/.+/.=-^--^ — ji j^ 

=  m(?^*_?^) (7) 

If  we  designate  the  coordinates  of  any  point  on  the  neutral  axis 
by  the  symbols  {x\  y'),  the  equation  of  the  neutral  axis  may  evi- 
dently be  written 

m(^-^)=0, (8) 

which  reduces  to 

y'  =  x'j2tand  =  x'(^'ytan^, (9) 

where  px  and  py  represent  the  radii  of  gyration  of  the  section  about 
the  principal  axes  OX  and  OF,  respectively. 

If  we  let  fi  =  the  angle  between  the  neutral  axis  ON  and  the 
principal  axis  OX  (Fig.  203), 

tan/9  =  |-,, 

and  hence  equation  (9)  may  be  written, 

tan/3  =  ^tan^  =  f^ytan^ r(iO) 

iy  \Py/ 

The  angle  (c,  between  the  axis  OX  and  the  line  of  intersection 
OB  J  of  the  plane  of  the  resultant  couple  and  the  cross  section,  will 
be  equal  to  (90°  +  0).    Hence  tan  6  =  —  cot  w  and,  substituting 
in  (10)  and  transposing, 
tanjS 


cot  CO 


=  tan /Stan 


"  =  -fer  •  •  •  •  <"> 


If  the  inertia  ellipse  (Art.  127,  Vol.  I)  is  constructed  for  the  prin- 
cipal axes  OX  and  07,  as  indicated  (Fig.  203),  it  is  evident  from 
(11)  that  ON  and  OB  will  be  conjugate  axes  of  the  ellipse.  The 
formula  for  the  fiber  stress  (equation  7)  may  be  expressed  in  terms 
of  the  couple,  formed  by  the  stress  on  the  cross  section,  and  the 
moment  of  inertia  of  the  section,  about  the  neutral  axis,  as  follows: 

The  component  in  a  plane  perpendicular  to  ON,  of  the  resultant 
couple  M,  is  equal  to 

Af  COB  (/3-d); 
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and  the  moment  of  inertia  of  the  section,  about  the  neutral  axis 
ON,  is  equal  to 

In  =  /.  COS* p  +  IyBin^p  (Art.  136). 
Hence  M  cos  (/3  -  6)  •=  a"In  (Art.  60),   ...    .    (12) 

where  a"  =  the  intensity  of  stress  at  a  distance  unity  from  the 
neutral  axis,  and,  ff  we  let  y"  =  the  distance  of  any  point  q  from 
the  neutral  axis,  the  stress  intensity  at  that  point  will  be  equal  to 
j^MQo%{fi^e)y"  ^  '  (13)- 

In 

When  the  axis  OA  coincides  with  the  principal  axis  OX,  0  =  0  and, 
from  (10),  jS  =  0  and  equation  (13)  reduces  to  the  ordinary  form 

f-f (14) 

The  case  ot  the  bar  with  a  symmetrical  cross  section,  bent  by 
couples  not  in  a  plane  of  symmetry  (Art.  129),  may  evidently  be 
considered  to  be  a  special  case  under  the  foregoing  one. 

The  greatest  fiber  stress  at  any  cross  section  will  occur  at  the 
point  which  is  farthest  from  the  neutral  axis,  and,  if  that  point 
can  be  determined  by  inspection,  the  stress  intensity  can  be  cal- 
culated directly  from  equation  (7),  without  determining  the  posi- 
tion of  the  neutral  axis.  When  the  cross  section  is  a  rectangle,  for 
example,  opposite  comers  will  be  points  of  greatest  stress  what- 
ever the  position  of  the  bending  couple. 

When  the  point  of  maximum  stress  intensity  cannot  be  located 
by  inspection,  the  neutral  axis  may  be  plotted  by  use  of  equation 
(10).  The  coordinates  of  the  point  farthest  from  the  neutral  axis 
may  then  be  measured  and  the  greatest  fiber  stress  calculated  by 
the  use  of  equation  (7)  or  (13).  If  the  ellipse  of  inertia  is  con- 
structed, the  neutral  axis  may  be  found  by  drawing  the  diameter 
NON  which  is  conjugate  to  OB  (Fig.  203)  and  the  value  of 
In  =  Apn*  can  be  computed  directly  from  the  value  of  pn,  meas- 
ured from  the  ellipse. 

138.  Bar  of  Unsymmetrical  Cross  Section  Subjected  to  Ordi- 
nary Bending.  —  When  a  straight  bar  of  unsymmetrical  section 
is  bent  under  the  action  of  transverse  forces,  passing  through  the 
axis  of  the  bar,  the  forces  can  be  resolved  into  two  systems  in  planes 
at  right  angles  and  the  resultant  bending  moment  at  any  cross 
section  can  be  obtained  in  the  same  manner  as  for  the  symmetrical 
bar  (Art.  129). 
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In  like  manner  the  greatest  resultant  bending  moment  in  th3 
bar  can  be  obtained.  The  stress  on  any  cross  section,  due  to 
bending,  may  then  be  found  by  the  method  used  in  the  case  of 
simple  bending,  the  stress  intensity  at  any  point  being  given  by 
the  ordinary  formula  for  fibier  stress,  provided  the  plane  of  the 
resultant  bending  moment  intersects  the  cross  section  at  a  princi- 
pal axis  (Case  a),  and  otherwise  by  the  formulas  derived  for  (Case 
b)  (Art.  137).  . 

In  general,  the  normal  stress  on  a  cross  section  will  be  accom- 
panied by  a  shearing  stress.  For  an  unsymmetrical  section,  how- 
ever, the  ordinary  analysis  for  determining  the  intensity  of  the 
shearing  stress  fails  te  give  satisfactory  results;  and  no  solution 
for  shearing  stress  will  be  attempted. 

The  approximation  in  the  results  obtained  by  the  foregoing 
analysis  of  the  bending  of  an  unsynmietrical  bar  is  probably  some- 
what greater  than  in  the  case  of  a  synmietrical  beam  subjected  to 
ordinary  bending  (Art.  115). 

The  cases  discussed  in  Art.  (129)  may  evidently  be  considered 
as  special  cases  under  this  and  the  preceding  article,  in  which  the 
tjross  sections  are  symmetrical,  instead  of  unsymmetrical. 

139.  Combined  Direct  and  Bending  Stresses  in  Unsymmetri- 
cal Bars.  —  When  the  load  system,  acting  on  an  unsymmetrical 
bar,  includes  forces  which  are  parallel  te,  or  oblique  to,  the  axis  of 


the  bar,  the  intensity  of  the  combined  direct  and  bending  stress 
at  any  point  in  a  cross  section  can  be  found  by  a  method  similar  te 
that  employed  in  the  cases  discussed  in  Arts.  (125-128). 
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A  general  case  of  this  kind  will  be  one  in  which  all  the  forces, 
acting  on  the  part  of  the  bar  on  one  side  of  any  cross  section  AB, 
can  be  combined  into  a  single  resultant  force  R,  acting  in  a  plane 
containing  the  central  axis  ZZ  of  the  bar,  as  indicated  (Fig.  204); 
where  Oi  is  the  trace  of  the  line  of  action  of  i2  in  the  plane  of  the 
cross  section  and  OOi  is  the  line  of  intersection  of  the  plane,  con- 
taining R  and  the  central  axis,  and  the  cross  section. 

The  resultant  R  may  be  resolved  into  a  force  P,  normal  to  the 
section  AB,  and  a  shearing  force  S.  The  normal  force  P  can  then 
be  resolved  into  an  equal  and  parallel  force,  acting  along  the  central 
axis  ZZ,  and  a  couple 

M^Pr, (1) 

where  r  =  OOi. 

Let  OX  and  OY  represent  the  principal  axes  of  the  cross  section 
and  VA  the  moment  axis  of  the  couple  M.  Let  0  «  the  angle 
AOX  and  let  (a,  b)  be  the  coordinates  of  Oi  and  (x,  y)  the  coordi- 
nates of  any  other  point  q  in  the  cross  section,  with  respect  to  the 
principal  axes.  Let  A  =  the  area,  /,  and  ly  equal  the  principal 
moments  of  inertia  and  px  and  py  equal  the  principal  radii  of  gyra- 
tion of  the  cross  section.  Then,  if  a  compressive  stress  is  called 
positive  and  a  tensile  stress  negative,  the  component  stress  in- 
tensity at  q,  due  to  the  axial  component  P,  will  be  equal  to 

^-i' (2) 

and  the  component  stress  intensity  at  q,  due  to  the  bending 
moment  M,  will  be  equal  to 


Ji  - 

■    /. 

ly     -^'n      /.                 /.     . 

where 

M,  =  ilfcosd  =  P6 

and 

My  =  MBme=  -Pa. 

The  resultant  stress  intensity  at  the  point  q  will,  therefore,  be 
equal  to 

f      .   ,.      P  ,  M,y     M^     P  xiur /ycosO     X  sin  g\ 


Digitized  by 


Google 


328  APPLIED  MECHANICS 

If  we  let  NON  represent  the  neutral  axis  of  the  component 
stress  due  to  bending  only  and  fi  —  the  angle  NOX, 

tanj9-j?tan»  =  (^Vtan^(Art.  137).     ...    (5) 

The  neutral  axis  N'N'  of  the  resultant  stress  will  be  a  line  parallel 
to  NON  and,  if  we  let  (xj,  0)  and  (0,  yi)  be  the  coordinates  of  the 
points  of  intersection  of  N'N'  and  the  principal  axes  OX  and  OT^ 
respectively,  we  shall  obtain  from  equation  (4) 


and 

whence 

and 


n  —  —      Af Xi  sin  0 

^'   A  ly 

P  ,  MyjCOBd 


PI,      _    Pp*    _      p* 
^     AMwae~  Mwie~       a     •    •    •    W 

**  AMcoae         McoBe~       b'  '    ^'^ 

Expressed  in  tenns  of  the  moment  of  inertia  of  the  cross  section 
with  respect  to  the  neutral  axis,  the  resultant  stress  intensity  at 
any  point  q  will  be  equal  to 

.      P  ,  Mcos(fi-e)y'\    P      Puy'^      P(        uy"\ 

where  r«  =  r  cos  (/3  —  ^)  is  the  perpendicular  distance  between 
Oi  and  the  axis  NON^  p»  =  the  radius  of  g3rration  of  the  cross 
section  about  NON)  and  y^'  is  positive  for  points  on  the  same 
side  of  NON  as  Oi  and  negative  for  points  on  the  opposite  side. 
Equation  (8)  should  be  compared  with  equation  (3)  (Art.  126). 

To  obtain  the  value  of  y\",  the  distance  between  the  center  of 
gravity  and  the  neutral  axis  N'N',  we  have,  from  equation  (8), 
for  points  on  N'N' 

P  .  ilfcos(g-^)yi^^_^. 

A^  In  "■"' 

whence 

^'  AM  co&iP"  6)  McoB(fi-e)  u     ;    ^' 

Case  (d)  (Art.  126)  might  evidently  be  considered  as  a  special 
case  under  the  foregoing.    In  order  to  calculate  the  greatest 


Digitized  by 


Google 


SECTION  MODULI  LINES  329 

stiress  intensity  on  the  section,  it  is  necessary  to  determine  the  co- 
ordinates of  the  point  at  whic&  the  intensity  is  a  maximum,  either 
by  inspection,  or  by  locating  the  neutral  axis  NON  of  the  stress  due 
to  bending,  as  indicated  in  Art.  (137).  The  solution  can  then  be 
made  by  the  use  of  either  of  the  equations  (4)  or  (8). 
140.  Section  Moduli  Lines.  —  By  solving  equation  (7)  (Art. 

137),  we  obtain 

hjt  it 

^   Sq,  ....  (1) 


M IJy 


f       lyy  cos  ^  —  I^^t  sin  B 

where  Sq  may  be  considered  to  be  a  section  modulus  (Art.  77)  for 
any  point  g  in  a  cross  section,  the  coordinates  of  which  with  re- 
spect to  the  principal  axes  are  (x,  y)  (Fig.  203). 

If  the  plane.of  the  bending  couple  is  rotated  in  such  a  manner 
that  the  angle  ^,  between  the  moment  axis  OA  and  the  principal 
axis  OX  J  varies  from  0  to  90®,  the  value  of  8q  will  evidently  vary 
from 

-S.'^:^'. .    (2) 

when  tf  =  0,  to 

«."=-§ (3) 

when  B  —  90°,  the  negative  sign  indicating  that  the  stress  intensity 
at  g,  when  6  =  90°,  is  of  the  opposite  sign  to  the  stress  intensity, 
when  ^  =  0.  For  points  in  the  second  quadrant  for  which  the 
values  of  the  coordinate  x  are  negative,  the  signs  of  Sq'  and  Sq' 
would  evidently  be  the  same. 

If  vectors,  representing  the  values  of  Sq  for  different  values  of  6, 
are  laid  off  along  the  corresponding  positions  of  the  trace  OB,  of 
the  plane  of  the  bending  couple  in  the  cross  section,  they  will  all 
terminate  in  the  same  straight  line;  for,  on  writing  equation  (1) 
in  the  form 

Stlilf/y)  cosd  -  (J^)  sm^]  -  (JJy)  =  0,  ...    (4) 

it  is  evident,  since  Sq  and  6  are  the  only  variables,  that  it  is  the 
polar  equation  of  a  straight  line;  for  which  Sq  is  the  length  and  6 
the  angle  of  inclination  of  the  radius  vector  to  any  point.  Such  a 
line  may  be  called  a  sectioiv^modidiLs  line  for  the  point  q  or,  for  the 
sake  of  brevity,  an  Sq  line. 

As  an  illustration;  let  OB  (Fig.  205)  represent  the  intersection 
of  the  plane  of  the  bending  couple  ilf  in  a  cross  section,  whose 
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principal  axes  are  OX  and  OY^  and  let  6  ==  the  angle  between  the 
axis  OX  and  the  moment  axis  OA^  of  the  couple  M. 

Let  q  be  any  point  in  the  section  whose  coordinates  are  (x,  y). 
The  value  of  S„  for  any  angle  ^,  can  be  computed  from  (1)  and 
the  values  S^'  and  S^",  for  the  principal  axes,  from  (2)  and  (3). 
For  the  point  in  question,  Sq  is  represented  by  the  vector  Oc,  Sg" 
by  the  vector  Od,  and  the  value  Sq,  for  any  value  of  the  angle  B, 
by  the  vector  Oe]  and  the  straight  line  dee  is  the  section  modulus 
line  for  the  point  q. 

It  should  be  observed  that  positwe  values  of  Sq  are  laid  off  along 
OB  to  the  right  and  negative  valvss  to  the  left,  as  the  directions 
appear  when  looking  along  the  moment  axis  from  A  towards  0. 

The  section  modulus  line  will  ex- 
tend to  infinity  in  both  directions, 
since  Sq  becomes  infinite  when  the 
value  of  B  is  such  that  the  neutral 
axis  passes  through  q.  Therefore, 
if  we  let  B'  =  the  value  of  B  when 
/S g  =  00 ,  by  putting  the  denominator 
of  the  fraction  in  equation  (1)  equal 
to  zero,  we  obtain 


tand'  =  ^  =  ^*tanj3'. 


(5) 


•  where  /3'  =  the  angle  between  OX 
and  the  radius  vector  through  q. 
When  Sfl  =  00 ,  OS  is  evidently  par- 
allel to  cd  and  hence  B'  =  an^e  be- 
tween cd  and  the  axis  OY, 
On  comparing  (5)  with  equation  (10)  (Art.  137),  it  will  be  evident 
that  cd  is  parallel  to  the  diameter,  of  the  ellipse  of  inertia  for  the 
cross  section,  which  is  conjugate  to  the  diameter  through  Oq.  In 
other  words  the  section  modulus  line  for  the  point  q  is  parallel  to 
the  neutral  axis  of  the  stress  due  to  a  bending  couple  whose  plane 
intersects  the  cross  section  in  the  line  Oq. 

When  the  section  modulus  line  for  any  point  q  has  been  drawn, 
the  stress  intensity  at  the  point,  due  to  any  bending  moment  M, 
may  evidently  be  obtained  from  the  formula 

/  =  f (6) 
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where  Sq  is  equal  to  the  distance  measured,  along  the  trace  of  the 
plane  of  the  bending  couple,  Yrom  0  to  the  Sq  line.  The  sign  of 
the  stress  can  be  easily  determined  by  inspection. 

It  18  evident  from  the  foregoing  analysis  that,  if  the  magnitude  of 
a  bending  moment  remains  constant  while  its  plane  is  rotated  about 
the  central  axis  of  the  bar,  the  greatest  stress  intensity  at  any  given 
point  q  mU  occur  when  the  plane  is  ai  right  angles  to  the  section 
modulus  line  for  the  point;  and  the  stress  intensity  will  be  zero  when 
the  plane  is  parallel  to  that  line. 

141.  Section  Moduli  Polygon.  —  When  a  cross  section  is 
bounded  by  straight  lines  a  polygon,  circumscribing  the  whole 
section,  may  be  constructed  by  drawing  straight  lines  between  the 
extreme  comers.  A  polygon  ABCDE  (Fig.  206)  would  represent 
such  a  polygon  for  the  angle  cross  section  shown. 

If  section  moduli  lines  are  constructed  for  each  of  the  vertices, 
as  explained  (Art.  140),  they  will  intersect,  forming  a  polygon, 
known  as  the  section  moduli  polygon,  or  simply,  the  S  polygon. 

In  such  a  polygon,  the  section  moduli  lines  for  the  points  A,  B,  C, 
etc.,  may  be  designated  as  the  Sa  line,  the  Sb  line,  etc.,  and  the 
vertices  may  be  lettered  (ab),  (be),  etc.,  to  indicate  the  intersection 
of  the  Sa  and  Sh  lines,  the  Sb  and  So  lines,  etc. 

The  plane  of  any  bending  moment  M  will  intersect  the  S  polygon 
at  two  points;  and  the  radii  vectors  to  these  two  points  will  give 
the  two  values.  Si  and  St,  of  the  section  modulus  required  to  obtain 
the  greatest  intensity  of  the  compressive  and  tensile  stresses  due 
to  the  bending;  viz., 

/-I (') 

and 

/-f-  •  •  •. ») 

Moreover,  the  section  moduli  lines  which  are  intersected  and 
the  direction  of  rotation  of  the  bending  couple  will  indicate  the 
points  in  the  cross  section  at  which  the  maximum  intensities  /, 
and  ft  occur.  When  the  plane  of  the  bending  couple  parses  through  a 
vertex  of  the  S  polygon,  the  stress  intensities  at  the  two  correspond- 
ing vertices  of  the  polygon  circumscribing  the  cross  section  wUl 
evidently  be  the  same;  and  the  neutral  axis  of  the  stress  vrill  be 
parallel  to  the  straight  line  connecting  the  vertices.  Hence  the  stress 
intensities  at  all  points  on  this  straight  line  will  be  the  same  and 
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therefore  the  section  moduli  lines  for  all  points  on  the  line  will  pass 
through  the  same  vertex  of  the  S  polygon. 

For  example;  if  the  intersection  OBi  (Fig.  206),  of  the  plane  of 
the  bending  couple  whose  moment  axis  is  OAi  and  the  cross  section, 
passes  through  the  vertex  {ab)  of  the  S  polygon,  the  greatest  in- 
tensity of  the  compressive  stress  will  occur  at  points  on  the  side 
AB  of  the  cross  section;  also,  if  a  section  modulus  line  were 
drawn  for  any  point  on  the  line  AB^  it  would  pass  through  the 
point  (ob).    The  neutral  axis  in  this  case  is  panJlel  to  AB^  and 


FiQ.  208. 

hence  the  greatest  intensity  of  the  tensile  stress  will  occur  at  points 
on  the  side  CD  of  the  section,  which  is,  evidently,  farthest  from 
the  neutral  axis.  Moreover,  since  CD  is  parallel  to  AB,  the 
vertex  {cd)  of  the  S  polygon  must  lie  in  the  line  0B\  extended 
on  the  opposite  side  of  the  origin.  * 
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Similarly,  the  vertices  of  the  S  polygon,  corresponding  to  any 
two  parallel  sides  of  the  polygon  circumscribing  the  cross  section, 
such  as  (be)  and  (ea),  will  lie  on  straight  lines  passing  through  the 
origin. 

Construction  of  the  S  Polygon.  —  The  S  polygon  for  any  given 
cross  section  may  be  constructed  by  laying  oiff  the  values  of  Sa 
and  Sa\  Sb  and  Sb",  etc.,  computed  from  equations  (2)  and  (3) 
(Art.  140),  along  the  principal  axes  of  the  section,  as  indicated 
(Fig.  206),  and  drawing  the  sides  of  the  8  polygon  through  the 
ends  of  these  vectors.  Greater  accuracy  can  usually  be  obtained 
by  locating  the  vertices  (ab),  (be),  etc.,  of  the  S  polygon,  as  follows: 

Let  the  coordinates  with  respect  to  the  principal  axes,  OX  and 
OYy  of  the  points  A  and  B  (Fig.  206)  be  (Xa,  y«)  and  (xb,  yb).  Let 
/S<,5  represent  the  value  of  the  section  modulus  sjxd  S^b  the  yalue  of 
6  at  the  point  of  intersection  of  the  Sa  and  Sb  lines,  designated  a  suxd 
b  in  the  diagram,  and  let  (XtA,  y^b)  be  the  coordinations  of  this  point 
of  intersection,  with  respect  to  the  principal  axes.  Then  from 
equation  (1)  (Art.  140)  we  shall  have 

o      _  I»Iy         __  IjJ-y fty^ 

**        /if^aCOS^afc  — /^aSin^ofc         /y^fc  COS  ^aft  — /,Xfc  siu  ^06  * 

But          Xdb  «  — jSofrsin^ob,  ^06  =  iSofrCos^ofr 
hBa)  and  hence,  from  e 
_  -  IJy  sin  e^ IJy 

^*""/»yaCOS^«6-/^aSin^a6"  J        ?*    1    /^ 

and 

Iwyay^  +  I^ppc^^^IJy^     .....    (4) 

Similarly,  from  (3), 

lyVbydb  +  iMXd,  =  Uyl (6) 

and,  solving  (4)  and  (5)  simultfi^eously, 

^  (ya-y^)f, (gj 

Xayb  -  XbV^  ^   ' 

and 

(a^a-tr^)/.     _ (7) 

^  x^  -  Xbya  ' 

When  more  convenient,  the  coordinates  of  the  point  of  inter- 
section of  the  section  modulus  lines  with  respect  to  a  pair  of  rec- 


and  -^  »  —  tan^ob;  and  hence,  from  equation  (3), 
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tangular  axes,  making  any  angle  a  with  the  principal  axes,  may  be 
obtained  by  transforming  the  coordinates  and  substituting  the 
values  of  the  moments  and  product  of  inertia,  with  respect  to 
these  axes,  in  equations  (6)  and  (7)  and  solving,  as  follows: 

Let  the  axes  1-1  and  2-2  (Fig.  206)  be  any  pair  of  rectangular 
axes,  making  the  angle  a  with  the  principal  axes  OX  and  07.  Let 
/i  =  the  moment  of  inertia  about  1-1,  h  =  the  moment  of  inertia 
about  2-2  and  K  =  the  product  of  inertia  with  respect  to  these 
axes.  Let  {xdb,  Vab'),  (xa,  yj)  and  (Xb,  yt)  be  the  coordinates  of 
the  points  (ofe),  A  and  B,  with  respect  to  the  axes  1-1  and  2-2,  re- 
spectively. Then,-  by  substituting  the  values  of  x^A)  Vay  yb)  etc., 
given  by  the  usual  equations  of  transformation,  Xdb  =  Xab  cos  a  + 
yab  sin  a,  yah  =  y<j/  cos  a  —  x^'  sin  a,  etc.,  in  equation  (6)  and 
reduciAg,  we  obtain 

Xab'  cos  a+ya.'  sm  a  =  —^ ^^T^^' — h:^f — ' "^  I      (8) 

and  similarly  from  (7), 

/  f  -  [  (a?a'  —  Xb)  cos  a  +  (ya  —  yb')  sin  a]  J,  .^. 
yab  COB  a  —  Xfl6  sm  a  =  ^^^-= f    ,         ,    ,     —^^  •     (9) 

Solving  (8)  and  (9),  simultaneously, 

,_  {Xg—Xh)  (/»— /g)  sin  a  cos  a—  (yg' —yb)(Iz  sin^  a+Iy  cos^  a) 
^"*  ""  Xa'yb  -  Xb'yg 

(10) 

But  /, sin* a  +  ly  cos* a  =  It  and  {ly  —  J,)  sin acosa  =  K  (Art. 
136).  Substituting  these  values  in  (10)  and  observing,  that  when 
a  is  positive  in  the  transformation  equations  for  the  coordinates, 
Xab,  yab,  etc.,  it  will  be  negative  in  the  above  formula  for  K,  and 
vice  versa,  we  shall  have 

,  __  (xg'^XbyK-{ya'''yb')l2  >..x 

^'^    "  XaV  -  Xb'ya'  •       •       •       •       (IIJ 

In  a  similar  manner  we  may  obtain 

,,  ,  _  {xJ--Xb')h''(yg'-yb')K 

When  the  cross  section  is  bounded  by  a  curve,  the  S  polygon 
can  be  constructed  by  plotting  the  section  moduli  lines  for  a  series 
of  points  on  the  curve  and  drawing  a  curve  tangent  to  these  lines. 

It  should  be  observed  that  when  the  linear  unit  is  the  inch,  all 
dimensions  of  the  S  polygon  will  be  expressed  in  (ins.)*  (equa- 
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tion  1,  Art.  140),  and  hence  the  polygon  may  be  constructed  to 
any  convenient  scale,  which  is  large  enough  to  give  values  of  Si  and 
Si  with  sufficient  accuracy,  when  measured  from  the  diagram. 

142.  S  Polygon  for  Combined  Stresses.  —  When  the  stress  on 
a  cross  section  of  a  member  is  a  combined  direct  and  bending 
stress  (Art.  139),  the  section  moduli  polygon  for  the  bending  stress 
may  be  constructed,  in  the  same  manner  as  when  the  stress  in  the 
member  is  due  to  bending  only  (Art.  141). 

If  the  axial  stress  is  compression,  the  formulas  for  the  maximum 
and  minimum  (algebraic)  intensities  of  stress  will  evidently  take 
the  forms 


and 


where  Si  and  S^  are  the  radii  vectors  of  the  S  polygon  for  com^ 
pression  and  tension,  respectively,  measured  along  the  line  of  in- 
tersection of  the  plane  of  loading  and  the  cross  section. 

For  any  plane  of  loading,  the  limit  of  the  eccentricity  of  the  re- 
sultant longitudinal  force  P  (Fig.  204)  at  which  the  stress  will 
cease  to  be  of  the  same  sign  throughout  the  cross  section  can  be 
obtained  by  placing  equation  (2)  equal  to  zero  and  solving  as 
follows: 

A      /Sa  ■*  A       Sa  "■  "' 

■'-I « 


whence 


where  r'  =  the  distance  from  the  center  of  gravity  of  the  section 
to  the  trace  of  the  line  of  action  of  P,  when  the  stress  intensity  at 
the  vertex  of  the  cross  section  corresponding  to  thfe  section  modu- 
lus line  to  which  the  radius  vector  S%  is  measured,  is  equal  to  zero. 
It  is  evident  from  the  form  of  equation  (3)  that,  if  values  of  r' 
are  plotted  for  all  possible  values  of  6,  a  polygon  will  be  described 
in  which  each  one  of  the  sides  is  parallel  to  a  side  of  the  S  polygon 
and  is  located  on  the  opposite  side  of  the  origin.  The  vertices  of 
the  polygon  will  evidently  be  located  on  straight  lines  through  the 
origin  and  the  vertices  of  the  S  polygon,  the  corresponding  vertices 
of  the  two  polygons  being  in  opposite  directions  from  the  origin. 
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Core  of  the  Section.  —  A  polygon  constructed  in  this  manner  is 
called  the  core  or  the  kernel  of  the  section.  If  the  resultant  normal 
force  intersects  the  cross  section  within  the  boundary  of  this  poly- 
gon, the  normal  stress  will  be  of  the  same  sign  throughout  the 
limits  of  the  section.  If  the  resultant  normal  force  acts  through  a 
vertex  of  the  core,  the  neutral  ads  of  the  stress  on  the  section  will 
evidently  coincide  with  one  of  the  sides  of  the  polygon,  circum- 
scribing the  cross  section. 

In  constructing  the  core,  it  is  evidently  necessary  to  locate  the 
vertices  only,  by  appl3ring  equation  (3)  to  the  radii  vectors  to 
each  of  the  vertices  of  the  8  polygon.  If  desired,  the  codrdinates 
of  the  vertices  may  be  obtained  by  dividing  the  corresponding 
codrdinates  of  the  vertices  of  the  S  polygon  (equations  6  and  7) 
or  (equations  11  and  12)  by  the  area  A;  and  plotting  the  same  on 
opposite  sides  of  the  codrdinate  axes. 

It  should  be  observed  that  when  the  linear  unit  is  the  inch,  all 
dimensions  of  the  polygon  forming  the  core  of  the  section  will  be 
expressed  in  (ins.);  and  hence  the  scale  of  the  core  will  be  the 
same  as  the  scale  of  the  section. 

The  core  of  the  section  (Fig.  206)  is  represented  by  the  polygon 
whose  vertices  are  marked  (o'6')  (ft'cQ,  etc.,  the  radii  vectors  to 
which  are,  respectively, 

,        iS>afr  /         She       J. 

143.  Problems  —  General  Flexure.  —  The  problems  may  be 
divided  into  three  classes,  similar  to  those  mentioned  when  the 
bending  is  in  a  plane  of  Qrmmetry  (Art.  83);  the  angle  between 
the  plane  of  loading  and  an  axis  through  the  center  of  gravity  of 
the  cross  section  being  known  in  each  case. 

First:  When  the  dimensions  of  the  cross  section  and  the  resultant 
of  the  external  forces  acting  on  the  portion  of  the  member  on  one 
side  of  the  section  are  known,  and  the  greatest  fiber  stress  is  to  be' 
determined. 

Second:  When  the  dimensions  of  the  cross  section  of  a  member 
and  the  greatest  allowable  fiber  stress  are  known,  and  the  moment 
of  resistance  of  the  section  is  to  be  determined. 

Third:  When  the  greatest  allowable  fiber  stress  and  the  resultant 
of  the  external  forces  acting  on  the  portion  of  the  member  on  one 
side  of  the  section  are  known  and  the  required  section  modulus  of 
a  cross  section  of  a  given  type  is  to  be  determined. 
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Piobl6iii  !• 

A  steel  angle,  having  a  section  5"  X  3)"  X  V\  similar  to  that  shown  in  Fig. 
(206),  is  subjected  to  bending  by  transverse  loads  acting  in  a  plane  intersecting 
the  cross  section  in  the  aids  2-2,  iiassing  through  the  center  of  gravity  and 
perpendicular  to  the  face  BC.  Find  the  greatest  intensity  of  the  compressive 
and  tensile  stresses,  if  the  greatest  bending  moment  is  equal  to  30,000  in.  lbs., 
the  loads  being  applied  in  such  a  manner  that  the  top  of  the  angle,  as  shown 
(Ag.  206),  IS  m  compression. 

First  Sdutum  —  Computing  the  values  of  the  moments  and  product  of 
inertia  with  respect  to  the  axes  1-1  and  2-2,  we  have  h  »  10.00  (in8.)\  U  » 
4.05  OnB,y,  K  »  3.09  (ins.)*.    Hence 

tan  2  u  =  /o5^i'io  =  -1-240  (Art.  136); 
and 

a  =  64.6**  fnearly),  cos  a  =  0.431  and  sin  a  =  0.903. 
.-.  /,  =  10  X  013P  +  4.06  X  O03*  -  2  X  3.69  X  0.431  X  0.903  «  2.29  (ins.)« 
and 

/y  =  10  X  0.90S*  +  4.05  X  013P  +  2  X  3.69  X  0.431  X  0.903  =  11.78  Cms.)*. 

In  this  case  the  angle  between  the  moment  axis  OA^  of  the  bending  couple, 
and  the  axis  OX  is  equal  to  9  -  -64.5*';  and  cos  9  »  0.431,  sin  9  -  -0.903 
and  tan  ^  =  -2.097. 

Substituting  in  equation  (10)  (Art.  137)  we  obtsdn 

O  *>Q 

tan  /5  =  -f^  X  2.097  =  -0.408  and  /3  =  -22.2°  (nearly). 

If  the  neutral  axis  is  laid  ofiF  on  fig.  (206)  it  will  be  evident  that  the  greatest 
intensity  of  the  compressive  stress  will  occur  at  the  point  B,  and  the  greatest 
intensity  of  the  tensile  stress  at  the  point  E,  The  coordinates  of  these  points 
with  respect  to  the  principal  axes  are 

Xb  »  1.11,    Vb  =  1.54  and  x^  =  -3.19,  y,  -  -1.06. 

Substituting  in  equation  (7)  (Art.  137)  we  obtain  for  the  intensity  of  the  com- 
preasive  stress  at  the  point  B, 

r       on /uv. /I  5^  X  0.431   .  1.11  X  0.903\      --onniw 
and  for  the  intensity  of  the  tensile  stress  at  the  point  E, 

t        of^nf^f       1.06  X  0.431        3^9Xa903\  .oonniu 

ft  «  30,000 ( 229 1178 J "  ""13>300 lbs.  per  sq.  m.      . 

Second  SdtUion,  —  Plot  the  section  modulus  lines  for  the  points  B  and  E  by 
laying  ofiF  the  values. 


and 


&' 

2-^-149 
1.54      ^-^^^ 

&" 

Xb 

11.78 
'    1.11 

=  10.61  (Art.  140) 

s/ 

2.29 

-i.oo'" 

2.16, 

S." 

11.78 
3.19  " 

-3.69, 
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along  the  principal  axes;  and  scale  ofif  the  lengths  of  the  radii  vectors  to  these 
lines,  measured  along  the  Ime  of  intersection  2-2  of  the  plane  of  loading  and 
the  cross  section.  The  length  of  the  radius  vector  to  the  Sb  line  will  be  Om  » 
Si  »  2.67  and  that  of  the  radius  vector  to  the  S^  line  will  be  On  »  &  »  -2.25. 
Hence 

.  '  M      30,000      ,,  onAiu 

/c  =  g^  »  "267"  "  1^»200 lbs.  per  sq.  in. 

and 

.         M  30,000  loonniu 

/<  =  ^  «  -  -^^25"  "  -13,300  lbs.  per  sq.  in. 

Third  Schdion,  —  Plot  the  S  polygon  for  the  section,  by  computing  the  co- 
ordinates of  the  vertices  from  equations  (11)  and  (12)  (Art  141),  as  follows: 

^  (3.34  +  1.66)4.05  ^  _      ' 

**       -0.91  X  1.66  -  0,91  X  3.34  ' 

«V  -  (3.34  +  1.66)3.69  ^  _ 

^*       -0.91  X  1.66  -  0.91  X  3.34  ^'^' 


•****  _n  01    VlAA_9i;ON/1AA  *'«*'^» 


-(0.91+2.59)3.69 
-0.91  X  1.66  -  2.59  X  1.66 
-(0.91+2.59)10  ^ 

^       -0.91  X  1.66  -  2.59  X  1.66  ' 

,  -(1.66-1.16)4.05       _ 

"^^       2.59  X  1.16  -  2.'59  X  1.66  "    ^^' 

,(1.66-1.16)3.69       ^ 
*'**       2.59  X  1.16  -  2.59  X  1.66  ' 

,      (2.59  +  0.41)  3.69  -  (1.16  +  3.34)  4.05  , 

^  "  -2.59  X  3.34  +  0.41  X  1.16  "    '^ 

,  (2.59  +  0.41)  10  -  (1.16  +  3.34)  3.69  _  ^ 
^*  "  -2.59X3.34  +  0.41X1.16         "        '^ 

^  ,^       (-0.41+0.91)3.69 
~       0.41  X  3.34  -  0.91  X  3.34  '  "' 

,  ^        (-0.41+0.91)10         _ 
*'•"       0.41  X  3.34  -  0.91  X  3.34  ^'^' 

The  values  of  Si  and  S%  can  then  be  measured  as  before. 

Problem  2. 

If  the  working  fiber  stress  in  tension  is  equal  to  the  working  fiber  stress  in 
compression,  find  the  plane  of  loading  for  which  the  moment  of  resistance  of 
the  angle  section  in  Problem  (1)  will  be  greatest. 

SolvHon,  —  In  this  case  the  plane  of  loading  must  intersect  the  S  polygon 
(Fig.  206)  in  such  a  manner  that  Si  =  S%  and,  at  the  same  time,  Si  and  St  must 
have  the  gpreatest  value  possible  under  this  condition.  An  inspection  of  the  3 
polygon  wiU  show  that  when  the  angle  between  the  moment  axis  0A\  and  the 
principal  axis  OX  is  85.5^  (nearly),  or,  the  angle  between  OAi  and  the  axis  1-1 
is  150^  (nearly),  the  above  condition  is  fulfilled  and 

a  -  5,  =  3.7  (ins.)»  (nearly). 
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The  ipftTiiniim  value  of  M  under  this  condition  will,  therefore,  be  equal  to 

Mo  «  3.7/. 

The  plane  of  loadmg  is  inclined  at  an  angle  of  60"^  with  the  axis  1-1  and  the 
greatest  fiber  stress  occurs  at  the  points  A  and  C. 

Problem  3. 

Pind  the  plane  of  loading  for  which  the  moment  of  resistance  of  the  angle 
section  in  Problem  (1),  for  a  given  working  fiber  stress,  is  the  smallest. 

SoltUion.  —  In  this  case  the  plane  of  loading  will  be  perpendicular  to  the  side 

of  the  S  polygon  (Fig.  206)  which  is  nearest  the  center  of  gravity  O;  which 

is  evidently  the  side  d.    The  angle  between  the  moment  axis  OAi  and  the 

principal  axis  OX  will  be  12.5*  (nearly),  or,  the  angle  between  OAi  and  the 

axis  1-1  will  be  77**  (nearly),  and  the  value  of  Si  =  1.2  (ins.)»  (nearly).    The 

greatest  fiber  stress  /  will  occur  at  the  point  D  and  the  value  of  M,  in  terms  of 

/,  will  be 

M  =.  1.2/. 

Problem  4. 

If  the  steel  angle  (Problem  1)  is  subjected  to  a  compressive  force  P  =  12,000 
lbs.,  parallel  to  its  central  axis  and  intersecting  the  cross  section  at  a  point  on 
the  axis  2-2  at  a  distance  r  —  1.5''  from  the  center  of  gravity,  find  the  greatest 
intensity  of  the  fiber  stress. 

First  SdvAion,  —  The  area  of  the  dross  section  A  =  4  sq.  ins.  arTd  the  values 
of  the  moments  of  inertia,  the  coordinates  of  the  vertices  of  the  cross  section, 
etc.,  are  given  in  Problem  (1).  The  bending  moment  is  equal  to  M  »  P^  » 
12,000  X  1.5  »  18,000  in.  lbs.  It  is  evident  from  the  solution  of  Problem  (1) 
that  the  greatest  compression  stress  intensity  due  to  bending  will  occur  at  the 
point  B]  and,  by  substituting  the  values  of  the  coordinates  of  this  point  in 
equation  (4)  (Art.  139),  we  obtain  for  the  greatest  intensity  of  the  combined 
stress: 

.       12,000  .   ,^,^n-54X  0.431  ,  1.11X0.903\ 

•^*""~i~  +  ^^'"^V        2:29""+       11.78       / 
-  3000  +  6700  «=  9700  lbs.  per  sq.  in. 

The  greatest  intensity  of  the  tensile  stress  will  occur  at  the  point  E  and  will  be 

equal  to 

-       12,000      .QnnnMQgX  0.431  .  3.19  X  0.903\ 

^*'~r""^^'^V       2:26 "^ 11.78       ) 

-  3000  -  8000  =  -6000  lbs.  per  sq.  in. 

The  codrdinates  of  the  point  of  intersection  of  the  resultant  force  P  and  the 
cross  section,  with  respect  to  the  principal  axes,  will  be  a  «  1.35,  h  «  0.65. 
Substituting  in  equations  (6)  and  (7)  (Art.  139)  we  obtain,  for  the  points  of 
intersection  of  the  neutral  axis  with  the  principal  axes, 

^      V  _         11.78     ^  „      „,  -  _P^=  2.29     _ 

The  angle  0  =  —  5.5^*,  between  the  neutral  axis  and  the  principal  axis  OX,  haa 
been  computed  in  the  solution  of  Problem  (1). 
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Second  Solution,  —  The  S  polygon  may  be  constructed,  aa  in  the  solution  of 
Problem  (1),  from  which  the  radius  vector  for  the  greatest  compressive  stiess, 
Si  »  2.67,  can  be  measured.  The  greatest  intensity  of  the  combined  stress 
will  then  be  equal  to 

For  the  greatest  intensity  of  the  tensile  stress  the  radius  vector  measured 
from  the  S  polygon  will  be  equal  to  5i  «  2.25  and  hence 

/i  =  |-~  =  i^-^^  =  3000 -8000=  -6000  lbs.  per  sq.  in. 

Problem  6. 

If  the  steel  angle  in  Problem  (1)  is  subjected  to  an  eccentric  load,  parallel 
to  its  central  axis  in  the  plane  containing  the  axis  2-2,  find  the  greatest  possible 
eccentricity  of  the  load  imder  the  condition  that  the  stress  shall  be  of  the  same 
sign  throughout  the  limits  of  the  cross  section. 

Fir^  Solution.  —  It  is  evident  from  the  solution  of  Problem  (1)  that,  so  long 
as  the  plane  of  loading  contains  the  axis  2-2  of  the  cross  section,  the  greatest 
intensity  of  the  combined  stress  will  occur  at  either  the  point  B  or  the  point  E 
and,  therefore,  the  greatest  allowable  eccentricity  of  the  load  under  the  con- 
ditions of  the  problem  will  occur  when  .the  neutral  axis  of  the  stress  passes 
through  one  of  these  points. 

Let  Tf  «  the  eccentricity  of  the  load  when  the  neutral  axis  passes  through 
E,    Then,  from  equation  (4)  (Art.  139), 

^      1    ,     ,[yeCoe$     x,sin^\      1        ,/ 1.06X0.431  .  3.19  X  0.903\, 

^"J  +  '^*  V"S TT^J^I"''  \~2:2i +       11.78       I 

:.  r,'  =  0.66". 

Similarly,  if  we  let  n'  =  the  eccentricity  of  the  load  when  the  neutral  axis 
passes  tiirough  B  we  shall  have 

^      1  ,     ,n.54X  0.431   .  1.11X0.903\ 

^"4  +  '^*  V 2:29"^  + 1V7S~)' 

/.  r/  =  -0.67", 

the  negative  sign  indicating  that  n'  is  measured  in  the  negative  direction  along 
the  axis  2-2.  If  we  lay  off  0»  =  n  and  Ou  »  fj  (Fig.  206),  it  is  evident 
that,  if  the  load  intersects  the  cross  section  at  any  point  in  the  axis  2-2  be- 
tween the  points  u  and  v,  the  stress  will  be  of  the  same  sign  throughout  the 
cross  section. 

Second  SduHon,  —  The  values  of  n'  and  r/  might  also  be  obtained  from  the 
values,  iSi  »  Om  and  Si  -  On,  measured  from  the  S  polygon  (Fig.  206),  by 
use  of  equation  (2)  (Art.  142),  as  follows: 

When  the  neutral  axis  passes  through  E,  we  have 


'^-2-i'i-m'^^^*'"'^'' 
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and,  when  the  neutral  axis  passes  through  B,  we  have 

4      2.67 


341 

# 


^     A      Si 


and   fi'  =  0.67" 


the  values  of  r/  and  rt  to  be  laid  off  on  the  opposite  sides  of  the  origin  from  Si 
and  Stt  as  before. 

Tkird  SdtUion.  —  The  core  of  the  cross  section  may  be  plotted  as  explained 
in  Art.  (142).    For  the  cross  section  under  discussion: 


Tcb'  = 


6.00 


1.50",     ffte'  =  ^  =  1.61 


red' 


^^  =  0.54" 

4 


Tde 


^  =  0.46" 

4 


^^,  ^  3|0  ^  0.80"  (Fig.  206). 


The  limits  within  which  the  resultant 
normal  force  must  act  will  then  be  given 
directly  from  the  intersections  of  the 
plane  of  loading  with  the  core  of  the 
section. 

Note:  —  The  greatest  possible  ec- 
centricity of  the  load  under  any  condi- 
tions, when  the  stress  is  of  the  same  sign 
throughout  the  cross  section,  will  occur 
when  the  resultant  acts  through  the 
point  (bV),  where  : 

fU'  =  1.61". 

Problem  6. 

A  standard  12"  channel,  weighing  40 
lbs.  per  ft.-,  having  the  cross  section 
shown  (Fig.  207),  is  subjected  to  a  83rB- 
tem  of  transverse  loiEuls  in  the  plane 
intersecting  the  cross  section  in  the  axis 
YY,  Calculate  the  moment  of  resist- 
ance, if  the  greatest  allowable  fiber  stress 
is  15,000  lbs.  per  sq.  in. 

SdtUion.  —  In  this  case  the  axes  XX 
and  YY  are  principal  axes  and  the  values 
of  the  principal  moments  of  inertia  are 
/,  =  196.9  (ins.)<  and  7„  «  6.6  (ins.)*. 
A  =  11.76  sq.  in. 


Fig.  207. 
The  area  of  the  cross  section  is 


The  neutral  axis  of  the  stress  is  XX  (Art.  138)  and  hence 


M 


15,000  X  196.9 
6 


492,000  in.  lbs. 


Problem  7. 

Determine  the  moment  of  resistance  of  the  channel  given  in  Problem  (6) 
when  the  plane  of  the  loads  intersects  the  cross  section  in  the  line  OBi,  making 
an  angle  of  30*  with  OY  (Fig.  207). 
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First  SdtJicn.  ^—  Let  OAi  represent  the  momeiit  axis  of  the  bending  couple. 
Then  $  =  -30*,  cob  d  «  0.866,  am  ^  =  -0.6  and  tantf  =  -0.677.  For  the 
neutral  axis  of  the  streasi 

tan  /8  -  -  ^  X  0.577  -  -17.21 

and 

fi  -  -86.7*. 

If  the  neutral  axis  NON  is  drawn,  it  is  evident  that  the  intensity  of  the  stress 
will  be  greatest  at  the  point  B\  and  hence,  from  equation  (7)  (Art.  137), 

.-.  M  =  64,900  in.  lbs. 
Second  SoLvJbUm.  —  Construct  the  S  polygon  for  the  section.    In  this  case, 
since  XX  and  FF  are  principal  axes,  the  intercepts  of  the  section  moduli  lines 
on  these  axes  may  be  obtained  directly  from  equations  (2)  and  (3)  (Art.  140), 
as  follows: 

SJ  =  &'  =  -Sc'  =  -&'  =•  ^  =  32.8  (ins.)«, 

&"  =  5c"  -  -  II  -  -2.44  (ins.)«, 

5a"=&"-^  =  9.17(ins.)» 

Since  Sa  *"  Sh*t  etc.,  the  vertices  of  the  S  polygon  are  located  on  the  principal 
axes.  In  laying  off  the  intercepts  particular  attention  must  be  pdd  to  the 
rule  for  signs,  stated  in  Art.  (140). 

On  inspection  of  the  3  polygon  it  is  evident  that,  for  the  given  plane  of  load- 
ing, the  stress  intensity  is  greatest  at  the  point  B\  and  the  value  of  Si  for  this 
point,  measured  from  the  diagram,  will  be  found  to  be  equal  to 

Si  =  4.33. 
Hence 

16,000  »4^ 

and 

M  »  64,900  in.  lbs. 

Problems. 

Solve  Problem  (7),  when  the  plane  of  loading  is  such  that  $  »  +30^:  (a) 
Anal3rtically;  (b)  By  use  ci  the  S  polygon. 

Problems. 

Calculate  the  values  of  7i,  1%  and  K  for  the  Z  bar  section  shown  (Fig.  208); 
and  determine  the  values  of  a  and  the  principal  moments  of  inertia,  7«  and  7y. 
Compute  the  coordinates  of  the  vertices  of  the  S  polygon  with  respect  to  the 
coordinate  axes  1-1  and  2-2  and  construct  the  core  of  the  section. 

Problem  10. 

Calculate  the  moment  of  resistance,  in  terms  of  the  greatest  fiber  stress,  of 
the  Z  bar  section  in  Problem  (9) :  (a)  When  the  plane  of  loading  intersects  the 
section  in  the  axis  2-2;  (b)  When  the  plane  of  loading  intersects  the  section  in 
the  axis  1-1. 
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Pzx>blem  11. 

Determine  the  position  of  the  plane  of  loading  when  the  moment  of  resist- 
ance of  the  section  in  Problem  (9),  for  a  given  mRTJnn^Tp  fiber  stress  /,  is  a 
maximmn.  Calculate  the  value  of  the  greatest  moment  of  resistance  in  terms 
of/. 

'A 

ab/ 

N 

\ 


c  \ 


..L 


■I- 

I 
I 

I  ^ 


11 


/ 


Fia.  208. 


Problem  12. 

Calculate  the  codrdinates  of  the  vertices  of  the  S  polygon  and  construct  the 
core  of  the  rectangular  section,  shown  in  Fig.  (209). 

Problem  13. 

Calculate  the  codrdinates  of  the  vertices  of  the  S  polygon  and  construct  the 
core  of  the  standard  I  section,  shown  in  Fig.  (210).  7,  =  269.0  (ins.)*.  I^  = 
13.8(ins.)<.    A  =  11.84  sq.  in. 

Problem  14. 

Calculate  the  moment  of  resistance  of  the  I  section  given  in  Problem  (13), 
when  the  plane  of  loading  intersects  the  cross  section  at  an  angle  of  30^  with 
the  principal  axis  YY,  assuming  the  greatest  fiber  stress  to  be  16,000  lbs.  per 
sq.  in.  and  using  the  S  polygon.    Determine  the  position  of  the  neutral  axis. 
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Problem  16. 

A  beam  having  a  standard  I  section  is  to  be  subjected  to  loading  in  a  plane 
making  an  angle  of  60°  with  the  principal  axis  perpendicidar  to  the  web.  If 
the  greatest  bending  moment  in  this  plane  is  8000  ft.  lbs.,  find  the  size  of  the 
section  required,  by  plotting  the  section  moduli  lines  for  the  point  of  maximum 
stress  intensity  only,  for  a  series  of  standard  sections,  and  determining  the 
section  whiq^i  will  give  the  lequired  value  of  Si  by  interpolating  the  plot. 
Assume  thch working  fiber  stress  /  =  15,000  lbs.  per  sq.  in. 


Problem  16. 

Solve  Problem  (15),  using  standard  channel  sections  and  «j«nming  that  the 
plane  of  loading  makes  an  angle  of  75°  with  the  principal  axis  perpendicular  to 
the  web,  the  plane  being  inclined  in  the  direction  indicated  in  Fig.  (207). 

Problem  17. 

A  load  P,  acting  parallel  to  the  central  axis,  is  applied  to  a  standard 
6"  X  31''  X  i"  angle  through  a  riveted  connection,  shown  in  cross  section 
(Fig.  211).  The  angle  section  is  the  same  as  that  given  in  Problem  (1).  If 
the  greatest  allowable  fiber  stress  fe  «  10,000  lbs.  per  sq.  in.,  determine  the 
greatest  allowable  value  of  P  by  use  of  the  S  polygon:  (a)  Assuming  the  re- 
sultant load  to  act  through  Oi,  the  intersection  of  the  axis  of  the  rivet  and  the 
middle  layer  of  the  plate;  (b)  Assuming  the  load  to  act  through  0/,  the  inter- 
section of  the  axis  of  the  rivet  and  the  surface  of  the  angle;  (c)  Assuming  the 
load  to  act  through  0/',  the  intersection  of  the  axis  of  the  rivet  and  the  middle 
layer  of  the  angle. 
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Problem  IB. 

Detennine  the  greatest  mtensity  of  the  tensile  stress  m  the  angle  under  each 
of  the  assumptions  in*Ph>blem  (17). 


Fig.  211. 
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CHAPTER   IX. 
COLUMNS. 

144.  Coltunns  and  Struts.  —  Reference  has  been  made  (Art. 
11)  to  the  fact  that  when  a  piece  of  material  is  subjected  to  its 
liUimate  or  breaking  load  in  compression  the  manner  of  failure 
and  the  breaking  strength  will  depend  upon  the  length  of  the 
piece.  Under  its  ultimate  load  a  short  piece  of  a  brittle  mate- 
rial will  crumble,  breaking  into  small  pieces;  while  a  short 
piece  of  ductile  or  malleable  material  will  gradually  flatten  out 
as  the  load  is  increased^  without  any  definite  breaking  load 
being  attained. 

A  long  piece  will  bend  laterally,  or  buckle,  at  the  ultimate 
load,  imtil  it  collapses  and  the  breaking  load  in  compression 
will  be  foimd  to  be  much  less  than  that  of  the  short  piece  of 
the  same  cross  section  and  material.  Moreover,  the  breaking 
loads  for  pieces  of  a  given  cross  section  and  material  will  be 
found  to  diminish  as  the  lengths  of  the  pieces  are  increased. 
If  the  material  in  the  long  piece  is  brittle  rupture  will  occur  at 
one  or  more  sections  after  a  certain  amount  of  lateral  deflection 
has  taken  place,  but  if  the  material  is  ductile  the  piece  may 
continue  to  bend,  after  the  ultimate  load  has  been  reached,  until 
the  ends  are  brought  together. 

A  column  may  be  defined  as  a  vertical  member  which  is  sub- 
jected to  compression  by  forces  acting  in  the  direction  of  its 
axis,  whose  length  is  large  enough,  compared  with  the  dimen- 
sions of  its  cross  section,  for  failure  to  take  place  by  lateral 
bending.  When  a  member  which  is  not  vertical  is  subjected 
to  stress  under  similar  conditions  it  may  be  called  a  strut,  or 
brace. 

In  short  columns  and  struts  when  the  ultimate  or  breaking 
load  is  applied,  the  buckling  is  largely  due  to  the  unequal  yield- 
ing of  the  fibers,  which  are  subjected  to  stress  beyond  the  elastic 
limit  or  even  above  the  yield  point  of  the  material.    In  long 
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columns  failure  at  the  ultimate  load  may  be  due  to  bending 
which  takes  place  at  stress  intensities  below  the  elastic  limit. 

Different  theories,  based  upon  assumptions  similar  to  those 
made  in  the  common  theory  of  beams,  have  been  proposed  for 
determining  the  law  of  variation  of  the  breaking  strength  with 
the  length  for  different  sizes  and  types  of  columns.  The  as- 
sumptions in  these  theories,  however,  are  at  greater  variance 
with  the  actual  conditions  met  with  in  practice  than  those  made 
in  the  beam  theory  and  hence  the  formulas  which  are  deduced 
have  to  be  regarded  as  empirical  to  a  considerable  degree.  Under 
the  usual  conditions  of  practice  purely  empirical  formulas,  based 
upon  the  experimental  determination  of  the  ultimate  strengths 
of  columns  under  working  conditions,  as  nearly  as  possible,  can 
be  made  to  represent  the  law  of  variation  of  the  breaking  strength 
fully  as  well  as  the  formulas  based  on  the  column  theories. 

A  discussion  of  the  more  common  column  theories  and  of 
different  types  of  empirical  formulas  is  given  in  the  following 
Articles. 

146.  Long  Thin  Rods.  —  The  behavior  of  a  long  thin  rod,  in 
equilibrium  under  equal  and  opposite  forces  applied  at  its  ends, 
is  of  interest  when  considered 
in  connection  with  the  theory 
for  determining  the  strength 
of  long  columns.  Such  a  rod 
can  be  held  in  equilibrium 
in  this  manner  in  a  number 
of  different  shapes  without 
the  stress  intensity  on  any 
cross  section  exceeding  the 
elastic  limit.  Some  of  these 
shapes  will  be  in  stable  equi- 
librium, while  others  will  be 
in  unstable  equilibrium  and 
will  change  to  different  forms 
upon  any  disturbance  in  the 
forces  acting.-  Under  certain 
conditions  the  rod  may  remain  perfectly  straight  and  in  other 
cases  it  may  be  bent  into  one  of  a  number  of  curved  forms,  such 
as  those  shown  (Fig.  212).  For  a  rod  of  any  given  dimensions, 
subjected  to  forces  of  a  given  magnitude,  one  form  only  would 


212. 
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be  in  stable  equilibrium^  however,  that  being  the  form  embody- 
ing a  minimum  of  strain  energy. 

An  analysis  of  rods  of  different  dimensions,  held  in  equilib- 
rium imder  forces  applied  at  the  ends,  would  show  that  in  some 
the  straight  form  (Fig.  212a)  would  be  the  stable  one  and  in 
others  the  curved  form,  shown  in  (Fig.  212b). 

The  derivation  of  the  general  equations  of  the  elastic  curves 
and  the  determination  of  the  stable  forms  for  thin  rods  of  this 
kind  is  beyond  the  scope  of  this  work.* 

146.  Euler's  Theory  —  Long  Columns.  —  The  object  of  this 
theory  is  the  determination  of  the  magnitude  of  the  centrally 
applied  load  required  to  produce  a  small  lateral  deflection  in  a 
long  column  when  the  greatest  stress  intensity  on  any  cross 
section  is  less  than  the  elastic  limit  of  the  material. 

The  result  is  affected  to  a  large  extent  by  the  conditions  at 
the  ends  of  the  column;  the  load  required  to  bend  the  column 
being  greater  when  the  ends  are  "  fixed  "  than  when  the  ends 
are  held  so  that  the  axis  of  the  column  may  be  free  to  incline 
to  any  angle  with  the  vertical.  This  leads  to  the  consideration 
of  four  separate  cases,  differing  in  the  manner  in  which  the  ends 
of  the  columns  are  supported.  In  all  of  the  cases  the  following 
conditions  are  imposed: 

(a)  The  material  is  homogeneous. 

(b)  The  cross  section  of  the  column  is  imiform. 

(c)  The  line  of  action  of  the  re&ultant  of  the  load  is  vertical. 

(d)  The  maximum  stress  intensity  is  below  the  elastic  limit  and 
the  material  follows  the  law  of  proportionality  between  stress 
intensity  and  strain. 

Case  I.  —  Column  fixed  ai  one  end  and  free  at  the  other.  —  The 
theory  is  first  developed  for  an  ideal  case  in  which  the  colimm 
is  fixed  at  the  base,  with  the  axis  vertical,  and  is  free  to  deflect 
at  the  top  in  any  direction.  The  resultant  of  the  load  acts 
through  the  center  of  gravity  of  the  top  section  and  remains 
vertical,  whatever  the  deflection  of  the  column  (Fig.  213).  Under 
these  conditions,  if  the  column  bends,  the  bending  will  evi- 
dently take  place  in  the  direction  of  the  plane  which  is  perpen- 

*  A  dlBcussion  of  the  fonns  of  the  elastic  curve  for  thin  rods  held  in  equi- 
librium under  the  action  of  forces  at  the  ends  will  be  found  in  a  number  of 
treatises,  among  them  the  "Mathematical  Theory  of  Elasticity,"  by  A.  E.  H. 
Love. 
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dicular  to  the  principal  axis  of  the  cross  section,  about  which 

the  moment  of  inertia  is  a  minimum.    Assume  that  P  =  the 

magnitude  of  the  load  which,  imder 

the  foregoing  conditions,  is  required 

to  maintain  equilibrium  when  the 

column  is  deflected  a  small  amount 

a  at  the  top.     Let  I  =  the  length  of 

the  column  and  let  A  =  the  area, 

/  =  the  minimum  moment  of  inertia 

and  p  =  the  minimum  radius  of  g3n:a- 

tion  of  a  cross  section.    Let  (x,  y) 

be  the  coordinates  of  any  point  on 

the  elastic  curve  OA  and  let  r  =  the 

radius  of  curvature  at  this  point. 

The  bending  moment  at  a  cross 
section  through  this  point  will  be 
equal  to 

and,  if  the  same  assumptions  are  made  as  in  the  conunon  theory 

of  bending  (Art.  95), 

1  _M  _P{a-x) 
r'EI'      EI       

From  the  differential  calculus,  so  long  as  a  is  small, 

r 
and  equating  (1)  and  (2), 


-jk._ 


FiQ.  213. 


(1) 


-  =  ^(very  nearly), 


y    which  may  be  written 
Integrating, 


d^x  _  P(a  —  x) 
dy^ ""       EI      ' 


(2) 
(3) 


dxd^,        P{a  —  x)  dx  J 


1  /(toy        p  ,      ... 


When  a;  =  0,  "3-  =  0  and  hence  c  =  ttbt' 
ay  2  EI 


(4) 
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which  may  be  written, 


Int^p»ting  again, 


dx  ^JP^ 


vers-i5=±yy^  +  c'. 


When  y  =  0,  X  =  0,  and  hence  (/  =  0. 

:.    »  =  avereyy^  =  o^l -cosj/y^^,     .   .     (5) 

which  gives  the  equation  of  the  elastic  curve  in  tenns  of  the 
maximum  deflection  a. 
When  J/  =  I,  equation  (5)  becomes 

a  =  a-aco6Zy^, (6) 

from  which  it  is  evident  that  a  «  0,  or,  cos iy  ^  =  0.    Hence, 
if  a  has  a  finite  value, 

cosJy/J  =  0 (7) 

and  ^ V  K7  ^  ^^'^^  ^  ~  5  ~  "^'  ®*®* 

Taking  the  smallest  value  of  the  angle  and  solving  for  P, 

^=(iiy^^=(^/^^ <«> 

The  average  stress  intensity  on  any  cross  section  will  evidently 
be  equal  to 

j=f(f .........  (», 

The  maximum  stress  intensity  will  occur  at  a  section  through 
the  fixed  end  and  will  be  greater  than  the  above  value  by  an 
amount  depending  on  the  value  of  a. 

The  load  P  may  be  called  the  crUicdl  load;  tor,  a  small  incre- 
ment added  to  P  will  produce  a  proportionately  large  increase  in  a 
and  a  corresponding  increase  in  the  maximum  stress  intensity 
on  the  section  through  the  fixed  end,  resulting  in  the  collapse  of 
the  column. 
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p 
Hence  the  value  of  -j,  given  by  equoHan  (9),  may  be  taken  as  the 

idtimate  length  of  the  column,  eo  long  as  it  does  not  exceed  the 
elastic  limit  of  the  material. 

When  the  average  Btrees  intensity;  calculated  from  (9),  is 
greater  than  the  elastic  limit,  the  theory  assumes  that  the  condi- 
tion a  —  0  (equation  6)  must  hold  until  the  load  on  the  column 
is  sufficient  to  produce  a  stress  intenrnty  above  the  elastic  limit 
and  when  this  occurs  the  column  will  fail  by  buckling,  due  to  the 
unequal  yielding  of  its  parts;  and  that  under  these  conditions 
the  ultimate  strength  will  be  represented  by  the  ample  expression 

|=/a, (10) 

where /e  =  the  elastic  limit  of  the  material. 

Therefore,  the  vUimate  strength  for  a  column  of  any  dimensions 
wiU  be  the  less  of  the  values  given  by  equations  (9)  and  (10).    For 

any  given  values  of  /«  and  E  there  will  be  one  value  of  -  for  which 

P 

the  results  given  by  these  equations  will  be  identical.    Equating 

.  (11) 


(9)  and  (10)  and  solving  for  -,  this  value  evidently  is 


P      2V// 


This  may  be  called  the  critical  value  of  - ;  for,  when  this  ratio  is 

P 
less  than  the  value  given  by  (11),  the  ultimate  strength  is  given 
by  equation  (10)  and,  when  greater,  the  ultimate  strength  is  given 
by  equation  (9). 

Case  11.  Column  free  to  turn  at  both  end  bearings.  —  In  this 
case  the  column  may  be  assumed  to  be  supported  on  rounded 
ends,  or  frictionless  hinges,  at  A  and  B  (Fig.  214a)  which  offer  no 
resistance  to  the  turning  of  the  ends  of  the  axis  to  any  angle  of 
inclination  with  the  vertical  AB. 

If  the  column  bends  the  elastic  curve  will  be  symmetrical  with 
respect  to  the  axis  OX  through  the  middle  point  0. 

If  P  =  the  magnitude  of  the  equal  and  opposite,  centrally 
applied,  forces  required  to  maintain  equilibrium  when  the  col- 
umn is  deflected  laterally  a  small  amount  a,  each  half  of  the  column 
must  fulfill  all  the  conditions  imposed  in  Case  I. 
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Hence,  if  i  =  the  total  length  of  the  column  and  the  notation 
adopted  for  Case  I  is  otherwise  followed,  by  substituting  -  for  I 
in  equation  (8)  we  obtain    . 

^={T)*^^=(Ty^^ <i2) 

which  gives  the  ultimate  load,  provided  the  average  stress  inten- 
sity, 


i--(f)*. 


(13) 


is  less  than  the  elastic  limit.  When  the  value  given  by  (13)  is 
above  the  elastic  Umit  the  ultimate  strength  is  given  by  equation 
(10)  as  before. 


'    X 


^e. 


Fig.  214. 


The  critical  value  of  -  for  this  case  will  evidently  be  equal  to 


I        JE 


(14) 
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Case  III.  Column  fixed  at  both  ends.  —  In  this  case  the  col- 
umn is  assumed  to  be  held  at  the  ends  in  such  a  manner  that  the 
tangents  to  the  ends  of  the  elastic  curve  remain  vertical  when 
the  column  bends  (fig.  214b).  In  order  to  maintain  equilib- 
rium under  these  conditions,  when  the  column  begins  to  bend, 
a  couple  will  evidently  be  brought  into  action  on  each  of  the  end 
sections,  at  C  and  D,  in  addition  to  the  force  P  acting  through 
the  center  of  gravity.  The  stress  on  the  center  section  through  0 
will  be  the  resultaefit  of  a  couple  and  a  central  force  P,  respectively 
equal  to  the  couple  and  force  acting  at  either  of  the  end  sections; 
and  points  of  inflexion  will  be  located  at  A  and  B,  halfway  be- 
tween 0  and  the  ends  of  the  column. 

The  elastic  curve  will  be  symmetrical  with  respect  to  the  axis 
OX  J  through  the  middle  point  0,  and  each  quarter  of  the  column 
will  be  in  equilibrium  under  the  same  conditions  as  those  im- 
posed in  Case  I.    Hence  if  Z  =  the  length  of  the  column  and  the 

notation  adopted  in  Case  I  is  followed,  by  substituting  -:  for  i  in 
equation  (8)  we  obtain 

P  =  (^JeI^(^-^JeA, (15) 

for  the  ultimate  load  on  the  colunm.  The  average  stress  in- 
tensity, 

j='^^{jf' (i«> 

must  be,  as  before,  less  than  the  elastic  limit.  When  the  aver- 
age intensity  given  by  (16)  is  above  the  elastic  limit  the  ultimate 
strength  is  given  by  equation  (10). 

The  critical  value  of  -  for  this  case  is  evidently  equal  to 
P 

-  =  2.V/| (17> 

P  ^   fc 

Case  IV.  Column  free  to  turn  at  one  end  and  fi^xed  at  the  other. 
—  This  may  be  considered  as  an  intermediate  case  between 
Cases  II  and  III,  the  elastic  curve  taking  the  form  indicated  in 
Fig.  (214c). 

It  should  be  noted  that  it  differs  from  Case  I  in  that  the  hinged 
end  A  is  prevented  from  deflecting  laterally,  being  held  in  line 
with  the  vertical  through  the  fixed  end  D. 
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Since  the  greatest  deflection  a  is  small  compared  with  the 
length  of  the  column  each  third  of  the  length  may  be  assumed 
to  fulfill  very  nearly  all  the  conditions  imposed  in  Case  I  and 

hence,  by  substituting  5  for  i  in  equation  (8),  the  expression  for 

the  ultimate  load  becomes 

P  =  (|])'^/  =  (^J  EA  (veiy  nearly), .   .     (18) 

and  that  for  the  average  stress  intensity  on  any  cross  section, 

P_9t*£?/pV 
A~ 


(?)■•■• ■<-) 


T  =  fc^  -,' (21) 


As  before  when  the  value  of  the  intensity  given  by  (19)  is  above 
the  elastic  limit  the  ultimate  strength  is  given  by  equation  (10). 

The  critical  value  of  -  for  this  case  becomes 

'^¥vf- ,  (») 

Summary,  —  It  should  be  observed  that  the  formula  for  the 
ultimate  strength  in  each  of  the  foregoing  cases  is  in  the  form 

^'-(?)■ 

where  k  has  the  values,  -j,  ir*,  4ir*,  -3-,  in  the  four  respective 
cases. 

The  expression  for  the  critical  value  of  -  in  each  case  is  in  the 
form 

;  =  V^ (22) 

Since  the  ideal  conditions  imposed  are  rarely  met,  the  values  of 
k  may  be  modified  so  that  formulas  in  the  form  of  equation  (21) 
can  be  made  to  represent  the  ultimate  strengths  of  a  series  of 
long  columns,  loaded  under  ordinary  conditions,  more  nearly 
than  the  purely  theoretical  formulas. 

147.  Gordon's  Formulas  for  Columns.  —  Another  set  of  for- 
mulas for  determining  the  ultimate,  or  breaking,  loads  for  centrally 
loaded  columns  are  known  as  Gordon's  formulas. 
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These  formulas  have  been  developed  for  each  of  the  last  three 
cases  considered  in  the  preceding  article.  Although  a  rational 
derivation  is  attempted  in  each  case,  an  assumption  which  is 
made  is  so  inexact  that  the  formulas  must  be  regarded  as  empir- 
ical. The  deduction  of  the  formulas  follows,  the  column  in  each 
case  being  assumed  to  be  homogeneous  and  of  uniform  cross 
section. 

Case  I.  Cdwnn  free  to  turn  at  the  ends.  —  In  this  case  the 
column  may  be  assumed  to  be  supported  on  frictionless  hinges^ 
or  on  rounded  ends,  so  that,  when  the  column  bends,  the  axis 
will  take  the  form  indicated  (Fig.  215a).  Let  P  ~  the  ultimate 
load  and  v  ~  the  lateral  deflection  under  this  load,  of  the  middle 
point  of  the  axis  of  the  colunm.  Since  the  load  is  centrally  ap- 
plied the  stress  intensity  will  be  a  maximum  on  the  middle  cross 
section,  and  will  evidently  be  equal  to 

/«-^+^(Art.l26) (1) 

where  -  «=  the  minimum  section  modulus  of  the  cross  section. 
c 

To  determine  the  value  of  v  the  assumption  is  made  that 

t^  =  fc^, (2) 

or,  that  the  greatest  lateral  deflection  of  the  column  under  the 
ultimate  load  varies  as  the  square  of  the  length;  in  the  same 
manner  as  the  greatest  deflection  of  a  transversely  loaded  beam, 
when  subjected  to  a  maximum  fiber  stress  below  the  elastic  limit 
(Art.  104). 
Substituting  in  (1)  the  above  value  of  t;  and  for  /  its  value 

where  p  evidently  equals  the  minimum  radius  of  gyration  of  the 
cross  section,  we  obtain 

/•=^^-5h*©^ <" 

Solving  (3)  the  expresaon  for  the  ultimate  load  reduces  to 


^O" 


(4) 
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Since  the  assumption  (equation  2)  is  evidently  erroneous  when/c 
is  above  the  elastic  limit  and  has  not  been  verified  for  values  of /<. 
below  the  elastic  limit,  (4)  must  be  regarded  as  an  empirical  equa- 
tion, for  which  the  constants  fe  and  k  can  be  determined  from  the 
results  of  experiments  only. 


Mot-tn^'- 


(a) 


Fig.  215. 


The  expression  for  the  ultimate  strength  in  terms  of  these 
constants  is  evidently, 

p k 

^   i+k 


(5) 


Case  II.  Column  fixed  in  direction  at  the  ends.  —  The  deduc- 
tion of  the  formula  for  this  case  is  based  on  the  assumptions 
made  in  Case  I  and  the  additional  assumption  that  points  of 
inflexion  A  and  B  are  located  half  way  between  the  center  of  the 
column  and  the  ends  (Fig.  215b).  As  soon  as  the  column  begins 
to  deflect,  couples  will  evidently  be  brought  into  action  at  the  end 
sections,  in  addition  to  the  centrally  applied  loads  P.  On  this 
basis  the  portion  of  the  column  between  A  and  B  fulfills  the  con- 
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ditions  imposed  in  Case  I  and  hence  the  expression  for  the  ulti- 
mate strength  may  be  obtained  by  substituting  ^  for  Z  in  equa- 
tion (5),  giving 

'  -a 

Case  III.  Column  fixed  in  direction  at  one  end  and  free  to  turn  at 
the  other.  —  In  this  case  the  axis  of  the  column  is  assumed  to  take 
the  form  indicated  in  Fig.  (215c),  with  a  point  of  inflexion  B 
one  third  of  the  length  of  the  colmnn  from  the  fixed  end.  If 
the  portion  between  A  and  B  is  assumed  to  fulfill  the  conditions 
imposed  in  Case  I,  the  expression  for  the  ultimate  strength  may 
be  determined  by  substituting  1 2  for  I  in  equation  (5),  giving 

P  /.  (7) 

^  1+^r ^ 

148.  Rankine's  Formulas.  —  The  following  method  was  pro- 
posed by  Rankine  for  developing  a  formula  which  would  give  the 
ultimate  load  on  a  centrally  loaded  column  of  any  length  and  free 
to  tmn  at  the  ends  (Fig.  214a). 

Let  Pi  =  fcA  equal  the  ultimate  load  for  a  short  column  and 

Pj  =  7[^EA  l^j  equal  the  ultunate  load  for  a  long  column,  ac- 
cording to  Euler's  theory  (Art.  146).  Then,  it  was  assumed  by 
Rankine  that,  if  P  =  tiie  ultimate  load  for  a  column  of  any 
length,  the  equation 

p-hk <» 

would  give  a  value  of  P  which  would  hold  for  either  a  short  or  a 
long  colunm;  since,  for  a  very  short  column  -g-  would  be  so  small 
as  to  be  negligible  and  P  =  Pi,  nearly,  and  for  a  long  colmnn 
the  value  of  -^  would  be  negligible  when  compared  with  -5-  ^^d 
P  =  Pj,  nearly. 
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Transpofflng  and  substituting  the  values  of  Pi  and  P%, 


P  = 


1 

1 

1  a.  1        1   - 
P^Pt     foA 

P 

^h'EAKp) 

fc 

^"i 

,+A/iV 

M. 


^-m 


This  fonnula  will  evidently  give  the  same  value  for  the  ulti- 
mate strength  as  Gordon's  formula  (equation  5,  Art.  147),  pro- 
vided the  constant 

A=*' (3) 

The  values  for  /c  and  fc,  given  by  Rankine  for  computing  the 
ultimate  loads  on  wrought-iron  and  cast-iron  columns,  were  as 
follows: 

Wrought-iron  columns,  fe  =  36,000,  fc  =  viAnr  J 
Cast-iron  columns,        /«  =  80,000,  fc  =  tAv- 

149.  Empirical  Formulas  of  the  Gordon,  or  Rankine  Type. 

—  As  stated  previously,  the  assumption  in  regard  to  the  deflec- 
tion, made  in  the  deduction  of  the  Gordon  formulas,  is  so  in- 
exact that  the  formulas  must  be  treated  as  empirical;  and  the 
constants  must  be  determined  from  the  results  of  experiments 
covering  the  different  types  and  sizes  of  colunms  to  which  the 
formulas  are  intended  to  apply. 

Moreover,  the  conditions  laid  down  in  the  theory  in  regard  to 
the  manner  in  which  the  ends  of  the  column  are  held  are  rarely 
fulfilled  in  practice.  For  example  a  column  may  be  built  with 
flat  ends,  or  bearing  surfaces  which,  if  perfect,  would  prevent 
the  ends  of  the  axis  from  turning  but  owing  to  lack  of  homogeneity 
and  to  deflects  in  construction,  these  conditions  will  be  met  only 
approximately.  A  column  may  also  be  built  with  pin  supports 
through  the  ends  of  its  axis  and  if  such  a  column  bends,  the  ends 
can  evidently  turn  on  the  pins,  but  friction  will  prevent  the  ends 
from  turning  freely  enough  to  fulfill  the  conditions  imposed  in  the 
case  of  a  column  with  rounded  ends. 
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Therefore,  if  the  formulas  are  to  be  of  practical  value,  cli£fer- 
ent  sets  of  constants  must  be  provided  to  meet  the  different  condi- 
tions regarding  the  material,  the  type  and  size  of  the  column  and 
the  method  of  supporting  the  ends. 

Various  sets  of  constants  have  been  proposed  for  formulas  of 
the  Gordon  and  Rankine  type,  of  which  the  following  are  ^ven 
as  examples.  The  formulas  are  proposed  for  determining  the 
ultimate  strengths  of  structural  columns,  of  a  medium  grade  of 
steel,  constructed  by  riveting  together  plates  and  angles,  or  chan- 
nels, of  the  ordinary  standard  sections. 

Column  with  fiat  or  ''square"  bearings, 

P  50,000  .. 

^"1+       P       ^^ 

^  ^36,000 p» 

Colunm  with  pin  bearings, 

P  50,000  ,«. 

^'"i+_p_-  •  • ^^ 

^  18,000  p» 
Column  with  one  pin  bearing  and  one  "  square  "  bearing, 

P  50,000  .„. 

5%+^_ ^'^ 

^  24,000  p» 

The  constants  may  be  modified  so  that  the  formulas  represent 
working  strengths  instead  of  ultimate  strengths.  For  example,  if 
a  factor  of  safety  of  4  is  used,  the  expression  for  the  working 
strength  for  a  column  with  pin  bearings,  determined  from  equation 
(2),  would  evidently  be 

P  12,500 

JT7=Er '* 

^  18,000  p« 
Formulas  for  working  strengths,  similar  to  (4),  but  with  somewhat 
different  constants,  can  be  found  in  the  building  laws  of  cities  in 
the  United  States. 

160.  Parabolic  Fonnulas.  —  It  was  proposed  by  Professor. 
J.  B.  Johnson  that  if  Gordon's  formula 

3= '^  (Art.  147), 
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when  written  in  the  form 

p 

were  modified  by  substituting  ki  =  -jk  and  transpo^Jig,  the 

resulting  equation  of  the  parabola, 

j=-^'-*^©* (« 

would  represent  the  ultimate  strengths  of  columns  of  moderate 
length  provided  the  values  of  fe  and  fci  were  properly  chosen. 

He  proposed  that  for  columns  of  mild  steel  with  flat  ends  the 
formula  be  written 

^  =  42,000- 0.62  Q', (2) 

its  use  to  be  Umited  to  values  of  -  <  190. 

P 

Similarly  for  mild  steel  columns  with  pin  ends, 

P 
A 

for  values  of  -  <  150. 
P 

To  determine  the  working  strength  in  any  case  the  ultimate 
strength,  calculated  from  the  equation,  was  to  be  divided  by  a 
proper  factor  of  safety. 

161.  Straight-Line  Formulas.  —  After  a  careful  investigation 
of  the  results  of  tests  which  had  been  made  on  centrally  loaded 
columns  of  various  materials,  supported  in  diflFerent  ways  at  the 
ends,  Mr.  Thomas  H.  Johnson  proposed  that  when  plots  of  the 

P 

ultimate  strengths  were  made,  with  values  of  -j  for  ordinates  and 

of  -  for  abscissae,  a  straight  Une  would  fit  the  plot  for  columns  of 

any  given  tjrpe  and  material  as  well  as  any  curve. 

Hence  the  equation  of  the  straight  line  would  represent  the 
ultimate  strengths  of  columns  of  any  length,  within  specified 
limits,  as  well  as  any  of  the  formulas  for  which  a  rational  deriva- 
tion had  been  attempted. 


^  =  42,000  -  0.97  (-)\ (3) 
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The  general  form  of  the  equation  of  the  straight  line  would  be 

2=f'-'4)' ^'^ 

where  fc  and  fco  are  constants,  which  can  easily  be  obtained  from 
a  plot  of  the  results  of  tests  made  as  indicated  above. 

In  the  case  of  mild  steel  columns  Johnson  proposed  the  following 

formulas  for  determining  the  uUimate  strength  for  values  of  - 
within  the  limits  indicated. 


Mild  steel  colunms  with  flat  ends  f-  <  195 j, 


5  =  52,500-179- (2) 

A  p 


Mild  steel  colunms  with  pin  ends  f-  <  159 ), 


Y  =  52,500- 220- (3) 

A  p 

Evidently,  the  chief  merit  of  formulas  of  this  type  is  their 
simplicity.  The  results  of  experiments  tend  to  show,  however, 
that  for  some  types  of  colunms,  at  least,  the  ultimate  strength  for 

values  of  -  less  than  a  given  amount  is  nearly  constant  and  that, 
P 

for  values  of  -  exceeding  this  amount,  the  ultimate  strength  can  be 
p 

represented  by  a  formula  of  the  straight-line  type.  Hence,  if  the 
constants  in  equation  (1)  are  chosen  to  give  the  proper  values  of 
the  ultimate  strength  for  the  longer  columns,  the  f onrfula  will  give 
values  for  very  short  columns  which  are  too  high.  This  difficulty 
is  easily  overcome,  however,  by  imposing  both  minimum  and 

maximum  Umits  of  -,  between  which  the  formula  will  hold;  and 
p 

adopting  a  constant  value  for  the  ultimate  strength 

j'f"  ' <*> 

when  -  is  less  than  the  minimum  limit. 
p 

It  should  also  be  noted  that,  owing  to  the  friction  on  the  bear- 
ings of  a  column  supported  on  pins  and  the  lack  of  homogeneity 
which  usually  exists  in  the  ordinary  column  with  either  pin  or  flaV 
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ends,  the  results  of  experiments  fail  to  show  the  difiference  between 
the  ultimate  strengths  of  columns  with  pin  ends  and  of  those  with 
flat  ends  which  the  different  theories  would  seem  to  indicate. 

It  is  now  customary,  therefore,  when  the  use  of  straight-line 
fonnulas  is  proposed  to  make  no  distinction  between  the  constants 
for  columns  with  flat  ends  and  those  for  colunms  with  pin  ends,  but 
to  make  one  formula  represent  the  ultimate  strength  of  all  columns 

of  a  given  type,  having  values  of  -  between  certain  limits. 

P 

By  introducing  proper  factors  of  safety  the  formulas  can  evi- 
dently be  made  to  represent  the  working  strength  instead  of  the 
ultimate  strength.  Two  of  the  accepted  formulas  of  this  type, 
representing  the  working  strength  of  structural  colimms  of  mild 
steel,  are  the  following: 

2  =  16,000  -  70  (^y  for  values  of  -  >  30  and  <120,      (5) 

?  =  14,000,  for  values  of- <  30,    . (6) 

A  p 

reconmiended  ty  the  American  Railway  Engineering  and  Main- 
tenance of  Way  Association;  and 

J  =  19,000  -  100  (^y  for  values  of  -  >  60  and  <  120,      (7) 

with 

P  I 

^  =  13,000,  for  values  of- <  60, (8) 

A  p 

reconmiended  by  the  American  Bridge  Company. 

Final  emphasis  should  be  laid  on  the  fact,  mentioned  heretofore, 
that  no  one  of  the  column  formulas  given  can  be  adapted  to  the 
determination  of  the  ultimate  strengths,  or  the  working  strengths, 
of  all  columns  of  any  one  material;  but  that  the  use  of  any  one 
formula  must  be  restricted  to  columns,  not  merely  of  the  material, 

but  of  the  type  of  cross  section  and  ratio  of  -  within  the  limits  of 

P 
that  of  the  columns  from  which  the  experimental  data  for  deter- 
mining the  constants  were  obtained. 

T.  H.  Johnson  proposed  that  a  straight-line  formula  with  proper 
constants  be  used  to  represent  the  ultimate  strength  for  values  of 

-  below  certain  limits  and  that  modified  forms  of  Euler's  formula 
P 
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(equation  21,  Art.  146),  with  proper  values  of  k,  be  uaed  to  repre- 
sent the  strengths  of  columns  when  -  exceeds  the  limits  of  the 
straight-Une  formulas.    For  mild  steel  columns  with  flat  ends  and 

-  >  195  he  proposed  that  Euler's  formula  with  fc  =  16  be  used; 
P 

and  for  mild  steel  columns  with  pin  ends  and  -  >  159,  k  =  25. 

P 

By  introducing  proper  factors  of  safety  similar  formulas  for  the 
working  strengths  of  the  short  and  the  long  columns  could  be 
obtained. 

For  purposes  of  comparison,  graphs  of  the  ultimate  strengths  of 
mild  steel  columns  with  flat  ends  and  also  with  pin  ends,  given  by 
the  diflferent  formulas,  are  plotted  in  Fig.  (216),  the  graphs  being 
designated  as  follows: 

(a)  Euler's  formula  for  colunms  with  fixed  ends  —  (16)  (Art. 

146),  when  E  =  28,000,000  lbs.  per  sq.  in. 

(b)  Empirical  formula  of  the  Gordon  type  for  column  with 

flat  ends— (1)  (Art.  149). 
(b')   Empirical  formula  of  the  Gordon  type  for  column  with 
pin  ends  — (2)  (Art.  149). 

(c)  Parabolic  formula  for  column  with  flat  ends  —  (2)  (Art. 

150). 
(c')  Parabolic  iformula  for  column  with  pin  ends — (3)  (Art. 
150). 

(d)  Straight-line  formula  for  column  with  flat  ends  —  (2)  (Art. 

151). 
(d')  Straight-Une  formula  for  column  with  pin  ends —  (3)  (Art. 
151). 

(e)  Euler's  formula —  (21)  (Art.  146),  as  modified  for  columns 

with  flat  ends,  using  fc  =  16,  £  =  28,000,000  lbs.  per 
sq.  in. 
(eO   Euler's  formula —  (21)  (Art.  146),  as  modified  for  columns 
with  pin  ends,  usmg  fc  =  25,  £  =  28,000,000  lbs.  per 
sq.  in. 
Graphs  of  the  formulafi  for  working  strengths  are  designated  as 
follows: 

(f)  Formula  (4)  (Art.  149). 

(g)  Formulas  (5)  and  (6)  (Art.  151). 
(h)  Formulas  (7)  and  (8)  (Art.  161). 
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162.  Eccentric  Loading.  —  Thus  far  in  this  chapter  the  dis- 
cussion has  been  limited  to  the  theories  and  the  diflFerent  types  of 
fonnulas  which  have  been  proposed  for  determining  the  breaking 
strengths,  or  the  working  strengths,  of  centrally  loaded  colmnns. 

When  a  column  of  ordinary  dimensions  is  loaded  eccentrically, 
that  is,  with  forces  acting  parallel  to  the  original  axis  of  the  column, 
the  maximum  stress  intensity  may  be  determined  by  the  methods 
in  Art.  (126). 

It  is  customary  to  limit  the  greatest  stress  intensity,  determined 
by  these  methods,  to  the  working  strength  for  a  centrally  loaded 
column  of  the  same  dimensions.    For  example,  if  the  straight-line 

formulas  -j  =  13,000  and  ^  =  19,000  -  100  -  (Art.  151)  are  used 

•A  A.  p 

to  determine  the  working  strengths  of  centrally  loaded  steel 
columns,  the  maximum  stress  hitensities,  when  the  columns  are 
eccentrically  loaded,  must  not  exceed  the  values  given  by  these 
formulas. 

163.  Strut  or  Tie  Subjected  to  Combined  Axial  and  Lateral 
Loading.  —  Case  L  StnU,  fixed  at  one  end,  subjected  to  combined 
axial  and  uniform  lateral  loads.  Let  OA  represent  the  elastic 
curve  formed  by  the  axis  of  a  horizontal  strut  of  uniform  section 


Fig.  217. 

and  'material  (Fig.  217)  which  is  fixed  in  direction  at  A  and  sub- 
jected to  a  horizontal  force  P,  acting  through  the  center  of  gravity 
of  the  end  section  at  0,  combined  with  a  uniformly  distributed 
vertical  load  w  per  unit  of  length  (for  example,  its  own  weight)  the 
stress  intensity  throughout  being  less  than  the  elastic  limit. 

Let  I  =  the  length,  A  »  the  area  and  I  the  moment  of  inertia  of  any  cross 
section,  about  a  horizontal  axis  which  is  assumed  to  be  a  principal  axis  through 
.  the  center  of  gravity.  Refer  OA  to  horizontal  and  vertical  axes,  with  the  origin 
at  O,  and  let  a  »"  the  vertical  deflection  of  0.    Let  Ma  —  the  bending  moment 
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at  A  and  M  »  the  bending  moment  at  a  ctobs  section  through  any  point 
(x,  y),  on  the  elastic  curve. 

An  approximate  solution  for  Ma  and  the  greatest  fiber  stress  can  evidently 
be  made,  after  the  method  suggested  in  Art.  (126)|  by  n^ecting  the  lateral 
deflection  due  to  the  load  P  and  calculating  a  from  the  equation  for  the  greatest 
deflection  of  a  uniformly  loaded  cantilever  beam  (Art.  08);  in  which  case,  if 
signs  are  taken  positive, 

«** 

^"SEI (1> 

and 

M.--2-  +  Pa--5.  +  g^, (2) 

and  the  greatest  fiber  stress 

For  a  more  accurate  solution,  following  the  usual  convention  of  signs  for 
X,  y  and  M, 

M.-^-Py       .     . (4) 

and  hence,  according  to  the  beam  theory, 

cPy     M  toa^  _  P]i 

aS"B7"      2EI     EI' 
or, 

d^^EI  2EI ^^' 

The  solution  of  this  equation  may  be  made  as  follows:  Let  y  ^u  +  v. 
Then 

and 

S+h;«- <" 

From  (6)  the  value  of  the  particular  integral, 

uo*  ,  wEI  ,o\ 

is  readily  obtained  and  from  (7)  the  complementary  function  may  be  obtained 
as  follows: 

Multiplying  (7)  hy  -rrdx  and  converting  it  to  the  form, 

EI  du,/du\   ,      ,       A 

and  integrating, 

El/duy     t^     ^ 
2P\dx/  "•"  2  "2' 

where  c  »  a  constant.    Solving  for  3- , 

ax 


|-:.Vf,V?^. 
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and  integrating  again, 


or, 

U  »  COOfi 


I  oofi:Bi/^oofid  —  sinx y  ^rsindj,     .    .    .    (10) 


where  d  «  a  constant. 
Letting  the  constants 

c  cos  d  »  C    and     —  e  sin  d  «  D 

we  obtain 

/  p  I  p 

u  =  Ccoexy -^  +Dsin«y  ^. 


(11) 


Therefcure  the  complete  solution  of  equation  (5)  is 

y--g  +  5^  +  Co«*V^+i)«nxV^.     .    .    (12) 
To  detennine  C  note  that  when  x  »  0,  y  »  0;  and  hence 

c ^. 

To  determine  D  note  that  when  x  «  Z,  ^r^  »  0.    Hence 

when  x  »  2,  and 

Henoe  equation  (12)  reduces  to 

-taniy^smxV/J] (13) 

When  X  »  2,  y  »  a,  and  hence 

--S+'f  ['-"'\^+'v/£'"'V^]-  •  (") 

and  the  greatest  bending  moment 
M,~-^-Pa--^J[l-secl^j+l^jU.l\/^l    .    (15) 
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The  greatest  intensity  of  stress  on  the  section  through  A  will  evidently  be 
equal  to 


If  we  let  a 


—  l\'sj  and  apply  the  expansion 


(16) 


] 


(17) 


l-Beca  +  «tan«-  2-+-8+i44+  6760   " 
to  equation  (15),  we  obtain 

„       v)ElrP(P\,  l*/P\*,7V  / P V  .  113P/P Y  . 
^»  -  ~P"  L2  \m)  +  8\El)  ■*■  lii\El)  "■"  6760  117/  ■+■  ■  ■ 

By  comparing  the  bending  moment  obtained  from  (17)  with  that  given  by 
(2)  for  any  specific  case  the  error  due  to  using  the  approximate  solution  given 
by  the  latter  equation  can  be  readily  estimated. 

Case  11.  Strut  with  hinged  ends  subjected  to  combined  axial  and 
uniform  lateral  loads.  Let  OAB  represent  the  elastic  curve  formed 
by  axis  of  a  horizontal  strut,  held  by  f  rictionless  hinges  at  0  and  B 
(Fig.  218),  and  subjected  to  a  horizontal  thrust  P,  through  the  center 
of  gravity  of  each  end  section,  combined  with  a  uniformly  dis- 
tributed load  w  per  unit  of  length,  the  greatest  stress  intensity  in 
the  strut  being  less  than  the  elastic  limit. 


FiQ.  218. 

Let  I  »  the  length  of  the  strut,  Ma  the  bending  moment  at  the  middle 
section  A  and  follow  the  notation  adopted  in  Case  I. 

An  approximate  solution  will  evidently  be,  when  signs  are  neglected, 

""AS^^-^*) (^8) 

tr         ^    ,    D  WP    1     5PU)I<  ,,-. 

M.  =  -3-+P«=-g-  +  3gjjj (19) 

and  the  greatest  fiber  stress 

'-M(f +Mf) <») 
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For  a  more  exact  solutioni  following  the  usual  convention  of  signs  for  x,  y 
and  Af 

M  =  -^x--^  -Py, (21^ 

and 

dj^^  EI  2EI^2EI ^^^ 

Proceeding  in  the  same  manner  as  in  Case  I,  the  solution  of  equation  (22)  is 

W3^  ,    wlx   ,    wEI    ,    ^  aFP     ....        i/P  ,««^ 


When  X  «  0,  y  «  0,  and  when  ^  "■  o'  ;jf    "^  ^»  ^^^  hence 


wEI      ^  wEI 


Hence  equation  (23)  reduces  to 


"  " -2P+2P+-pr  L^  - «**  Vm  -  *^2 VfiJ^ 


£l-  •    (24) 


When  J  =B  -,  y  =  a;  and  hence 


^«"^Vj&. 


°8P+-P  L^-'«*2Vl7j (26) 

The  greatest  bending  moment 

M..!f-Pa--lf  [l-««-5v/|].     ...    (26) 
and  the  greatest  fiber  stress 

If  we  let  a  =  2  V^  ^"^d  apply  the  expansion 

1-  _a'      5««       61  a»       1385 «« 

sec  at  =-       2        24        720        40,320  ' 

to  equation  (26),  we  obtain 
^«=^[8(£)+S(M)'+O«O132/.(£y+O.OOO134p(0+.  •  •] 

-f +  ^^[l+0102P(^)+0.0103J^(^y+...].  .    (28) 

By  comparing  the  bending  moment  obtained  from  (28)  with  that  given  by 
(19)  for  any  specific  case,  the  error  due  to  using  the  approximate  solution  can 
be  readily  obtained. 
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Case  III.  Tie  with  hinged  ends  subjected  to  combified  axial  and 
lateral  loads.  By  reversing  the  direction  of  the  horizontal  forces, 
Fig.  (218)  may  be  taken  to  represent  a  horizontal  tie,  subjected 
to  an  axial  pull  P  combined  with  a  uniformly  distributed  lateral 
load. 

Assuming  that  the  greatest  stress  intensity  is  below  the  elastic  limit  and 
following  the  notation  of  Case  II  an  approximate  solution  may  be  made  by 
the  use  of  equation  (20),  the  positive  signs  in  this  case  representing  tension 
instead  of  compression. 

A  more  exact  solution,  using  the  same  notation  as  before  and  the  usual  con- 
vention of  signs  for  x,  y  and  M,  is  the  following: 

M'^-^  +  Pv, (29) 


and  hence 

cbfi~EI  2EI^2EI' 

Tlie  solution  of  (30)  is  made  in  the  same  manner  as  that  of  (5)  and  (22]  and 

V-g-l^  +  ^+CcoehxV/S  +  DBbh.V'S-    •    (31) 
The  constants  may  be  determined  from  the  conditions  . 

y  =  0,  when  x  »■  0,  and  ^  =  0»  when  *  =  «»  *^^  *^®  values  are 
^  wEI      J.      wEI ,     .lifP 


Substituting  in  (31), 

W3^      wlx     wEI  I 
2P      2P^   P« 


y«^-^  +  ^[l-«»l^^V/l  +  taBh^V^sinhxV/^].    (32) 


When  *  =  Si  y  —  a,  and 


- -^  +  ^[l -ooeh^V^^  +  tanh^Vjsinhiy^] 


top   ,  wEI 
SP 


+^[i— ^va (33) 


The  greatest  bending  moment 

M,.f+Pa.lf[l-.echiv/|] (34) 

and  the  greatest  fiber  stress 

f-j+^b-'-^isfml (3«) 

the  positive  sign  in  this  case  indicating  tension. 

Solutions  for  other  cases  where  struts  are  subjected  to  transverse  loads  may 
be  obtained  in  a  wmilftr  manner.* 

*  See  Paper  by  Arthur  Morley  in  the  Philosophical  Magazine,  June,  1908. 
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164.  Long  Column  under  Eccentric  Load*  —  The  method 
of  determining  the  maximum  stress  intensity,  due  to  eccentric 
loading  on  a  column  of  ordinary  length,  has  been  discussed  in  Art. 
(152).  The  modifications  in  Euler's  formulas  for  long  columns, 
which  result  from  an  eccentricity  of  the  load,  are  of  some  value. 

Referring  to  Case  I  (Art.  146),  assume  that  the  load  P  at  the  end  section 
of  the  coliunn  (Fig.  213)  acts  at  a  distance  e  from  the  axis,  the  plane  containing 
the  load  and  the  axis  of  the  colimm  being  perpendicular  to  a  principal  axis  of 
any  cross  section.  The  bending  moment  at  a  section  through  any  point  {x^  y) 
on  the  axis  will  thai  be  equal  to 

M^P{a-\-e-x) (1) 

and  equation  (3)  (Art.  146)  becomes 

5^  +  17  =  £/("  +  *> •   <2) 

The  solutipn  of  this  equation  is  evidently 

«  =  (a  +  e)fl— cosy  y  ™t  J  (equation  6,  Art.  146) ...    (3) 
When  y  »  2,  X  «  a  and  equation  (3)  becomes 

-«(8ecZV^-l) (4) 


and  hence 

a 


from  which  a  value  for  a  can  be  obtained. 

The  bending  moment  at  the  fixed  end  is  equal  to 


Afo  =  P(a  +  e)  =Pe  (sec  Zy^j (5) 

and  the  greatest  intensity  of  the  compressive  stress 

80  long  as  the  value  of  /«  does  not  exceed  the  elastic  limit  of  the  material.    If 
tension  exists  on  the  section  through  0  its  greatest  intensity  will  evidently  be 

•^'  =  ^(7-'^£-i) (^ 

In  the  case  of  the  column  hinged  at  both  ends  (Case  II,  Art.  146),  the 
greatest  stress  intensity  in  tension  and  compression  when  the  eccentricity  of 

the  load  is  equal  to  6,  can  evidently  be  obtained  by  putting  -^  =  2  in  (6)  and  (7), 
which  will  give  

and  

A-p(fBeo|v/^-i) (9 
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166.  Problems:  Columns  and  Struts. — 
Problem  L 

Given:  A  steel  oolumn  with  flat  ends,  having  the  cross  section  shown  in 
Fig.  (219),  and  subjected  to  an  axial  load.  By  use  of  the  empirical  formula 
(1)  (Art.  149)  of  the  Gordon  type  find  the  ultimate  strength  of  the  colmnn: 

(a)  If  the  oolunm  is  25  ft.  long; 

(b)  If  the  oolunm  is  12  ft.  long. 

Find  the  working  loads  for  the  columns  of  the  two  given  lengths: 

(a)  By  using  a  factor  of  safety  of  4  with  the  above  named  formula; 

(b)  By  using  the  straight  line  formula  (5)  or  (6)  (Art.  151); 

(c)  By  using  the  straight  line  formula  (7)  or  (8)  (Art.  151). 


— — j  ^ 


^  ^S^ 


DETAIL  OP 
CHANNELS 


A»B.9tq.ln8^ 
I,=80  (IM.)* 
j^I^«8.0(iiw.)* 


219. 
Problem  2. 

Solve  Problem  (1),  substituting  the  cross  section  shown  m  Fig.  (220)  for 
that  shown  m  Fig.  (219). 


DETAIL  OP 
*-0Bo  ANGLES 

1         A  =4.78  8q.llll. 
I,s6.3  (iDS.)« 
I4-I7.4  (m».)« 
flPo"2.0  ins. 
yo«*l-0  ins. 


Fio.  220. 

Problem  8* 

Determine  the  ultimate  strength  of  the  columns  given  in  Problems  (1) 
and  (2),  assuming  that  the  ends  are  supported  on  pins,  the  axes  of  which  coin- 
cide in  the  principal  axis  (1-1),  and  using  formula  (2)  (Art.  149). 


Digitized  by 


Google 


PROBLEMS 


373 


Problem  4. 

Detennine  the  working  load  for  a  column  having  the  cross  section  shown 
in  Fig.  (221)  when  subjected  to  an  axial  load,  by  use  of  formula  (7)  or  (8) 
(ArtaSl): 

(a)  If  the  column  is  8  ft.  long; 

(b)  If  the  colunm  is  16  ft.  long. 

Problem  6. 

Solve  Problem  (4),  usmg  formula  (5)  or  (6)  (Art.  151). 

Problem  6« 

Determine  the  ultimate  strength  of  an  axially  loaded  column,  25  ft.  long,  of 
the  cross  section  shown  Fig.  (222),  by  use  of  Euler's  formulas  (Art.  146), 
using  E  =  28,000,000  lbs.  per  sq.  in. 

(a)  Assume  column  with  flat  ends; 

(b)  Assume  column  with  rounded  ends. 


Fig.  221. 


FiQ.  222. 


Problem  7. 

Determine  the  ultimate  strength  of  an  axially  loaded  column,  40  ft.  long, 
having  the  cross  section  shown  in  Fig.  (221),  by  use  of  Euler's  formula  (Art. 
146),  usmg  E  »  28,000,000  lbs.  per  sq.  in. 

(a)  Assume  column  with  flat  ends; 

(b)  Assume  column  with  rounded  ends. 

Problem  8. 

Determine  the  working  load  for  an  eccentrically  loaded  colimm,  25  ft. 
long,  having  the  cross  section  shown  in  Fig.  (210),  assuming  that  the  resultant 
load  intersects  the  principal  axis  (2-2)  at  a  distance  2"  from  the  center  of 
gravity.    Use  formula  (7)  (Art.  161)  to  obtain  the  working  strength. 

Problem  9. 

Solve  Problem  (7),  assuming  the  resultant  load  acts  through  the  principal 
axis  (1-1)  with  an  eccentricity  of  2". 

Problem  10. 

Solve  Problem  (8),  substituting  a  column  with  the  cross  section  shown  in 
Fig.  (220)  for  that  shown  in  Fig.  (219). 
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Problem  11. 

Determine  the  greatest  fiber  stress  in  a  column  30  ft.  long,  having  the 
cross  section  shown  in  Fig.  (222),  when  subjected  to  a  load  of  10,000  lbs. 
with  an  eccentricity  of  2".  Assume  that  the  column  is  supported  on  pins 
at  each  end  and  use  the  method  of  Art.  (154),  taking  E  »  28,000,000  lbs. 
per  sq.  in. 

Problem  12. 

Determine  the  greatest  fiber  stress  in  a  horizontal  strut  30  ft.  long,  having 
the  cross  section  shown  (Fig.  221),  when  subjected  to  a  centrally  applied 
force  of  10,000  lbs.  at  each  end.  Assume  that  the  ends  of  the  strut  are  hinged 
in  the  direction  of  the  axis  (1-1),  (web  vertical),  and  that  the  wei^t  of  the 
material  is  0.28  lb.  per  cu.  in.  Use  the  method  of  Art.  (153),  taking  E  — 
28,000,000  lbs.  per  sq.  in. 
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CHAPTER  X. 

SHAFTING  AND  SPRINGS. 

l66.  Stress  Due  to  Torsion  in  a  Circular  Shaft  —  If  a  straight 
bar,  or  shaft,  of  uniform  circular  section  and  homogeneous  ma- 
terial, is  held  in  equihbrium  under  the  action  of  two  equal  couples, 
of  opposite  sign,  in  planes  perpendicular  to  its  axis  at  the  ends, 
the  bar  will  undergo  a  distortion  in  shear  and  every  cross  section 
will  be  subjected  to  a  shearing  stress,  the  intensity  of  which  at 
any  poiat  may  be  determined  in  the  following  manner. 


Fig.  223. 

Let  AB  (Fig.  223)  represent  any  line  in  the  surface  which  is 
parallel  to  the  axis  of  the  bar  before  the  couples  M  and  —  ilf  are 
appUed  at  the  ends.  Let  the  end  A  be  held  stationary  and  the 
end  B  be  free  to  rotate.  The  couples  will  twist  the  shaft  about 
its  axis  so  that  any  plane  cross  section  will  undergo  a  slight  rota- 
tion, which  is  proportional  to  the  distance  of  the  section  from  the 
fixed  end  of  the  shaft,  and  hence  the  straight  line  AB  will  be  dis- 
torted into  a  helix  AC.  It  is  assumed  that  any  line  of  intersec- 
tion of  a  cross  section  and  a  radial  plane  remains  straight,  under- 
going an  angular  displacement  only,  during  the  distortion  of  the 
bar;  the  radial  line  OS,  for  example,  being  displaced  to  the  posi- 
tion OC. 
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Let  r  =  the  radius  and  x  =  the  length  of  the  bar,  and  let 
i  =  the  angle  BOC.  Since  the  material  is  homogeneous^  the 
shearing  strain  at  any  point  in  the  surface,  in  the  directions  of 
the  tangent  to  the  circumference  of  the  cross  section  and  the 
line  parallel  to  the  axis  of  the  bar  through  any  point,  will  be  uni- 
form for  the  entire  bar  and  the  measure  of  this  strain  will  be  the 
angle  between  the  helix  AC  and  any  line  in  the  surface  parallel 
to  the  axis  of  the  bar;  the  tangent  of  this  angle  evidently  being 
equal  to 

BC     n  ,,, 

The  shearing  strain,  in  directions  parallel  to  the  above,  at  any 
point  6,  within  the  bar  at  a  distance  p  from  the  center,  will  evi- 
dently be  equal  to 

-■-i (« 

If  G  =  the  modulus  of  rigidity  and  the  law  of  proportionality  of 
shearing  stress  to  strain  holds  for  the  material,  the  intensity  of 
the  shearing  stress  on  the  cross  section  UV,  at  the  point  e,  will 
be  equal  to 

«  =  (?y  =  ^(Art.7) (3) 

The  direction  of  the  shearing  stress  at  e  will  evidently  be  at 
right  angles  to  the  radius  through  the  point  and,  since  6  -  is  a 

X 

constant  for  all  points  in  the  cross  section,  the  stress  intensity  at 
other  points  in  the  section  will  vary  as  their  distances  from  the 
center  of  the  shaft. 

i 
If  we  let  the  constant  G-  =  a,  the  expression  for  the  shearing 

X 

stress  intensity  at  e  becomes  (J_^ 

8  =  ap, (4) 

the  stress  on  an  area  dA  at  the  point  e  will  be  equal  to 

sdA  =  ap  dAj 

and  the  moment  of  this  stress  about  the  center  of  the  cross  section 
will  be  equal  to 

p«di4  =  ap^dA. 

Therefore,  since  the  resultant  of  the  stress  on  UV  must  be  a 
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couple,  equal  in  magnitude  to  the  couple  M,  we  shall  obtain  by 
integration 

M^afp'dA^alp, (5) 

where  Ip  =  the  polar  moment  of  inertia  of  the  cross  section  about 

M 
its  center.    Hence  o  =  -y-,  and  substitutiilg  this  value  in  (4)  we 

obtain 

s=^Mf, .     (6) 

which  is  the  formula  for  the  stress  intensity  at  any  point  in  the 
cross  section. 

I    If  we  let  ft  —  the  greatest  intensity  of  the  shearing  stress  on 
the  cros&  section,  it  is  evident  that 

^       - -.  r       16  Af  .  ,«. 

f'=^Tr^^' ^^^ 

where  d  =  the  diameter  of  the  bar. 

Twisting  Moment^  or  Torque.  —  The  couple  M  is  called  the 
twisting  momenty  or  the  torque.  The  equal  and  opposite  couple 
formed  by  the  shearing  stress  on  the  section  is  called  the  moment 
of  resistance  in  torsion. 

It  is  evident  from  the  law  of  equality  of  shearing  stresses  on 
planes  at  right  angles  (Art.  24),  that  shearing  stresses  will  exist 
on  all'longitudinal  planes  containing  the  axis  of  the  shaft. 

The  direction  of  the  shearing  stress  at  any  point  in  such  a 
plane  will  be  parallel  to  the  axis,  its  intensity  will  be  proportional 
to  the  distance  of' the  point  from  the  axis  and  its  magnitude  will 
be  given  by  equation  (6). 

167.  Angle  of  Torsion. —;  The  angular  displacement  i  of  a 
radius  at  one  end  of  the  bar  (Fig.  223),  relatively  to  the  radius 
at  the  other  end  which  was  originally  in  the  same  plane,  is  called 
the  angle  of  torsion,  or  the  angle  of  twist  in  the  length  AB.  The 
value  of  i  for  any  portion  of  the  bar  of  length  equal  to  x  may 
be  readily  obtained  by  equating  (3)  and  (6)  (Art.  156)  and  reduc- 
ing to  the  expression 

.  _  Mx  _Z2Mx  .-. 

^^  OIp^  TcdH} ^  ^ 

By  eliminating  M  between  this  equation  and  (7)  (Art.  156)  we 
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obtain  an  expression  for  the  angle  of  torsion  in  terms  of  the 
greatest  intensity  of  the  shearing  stress, 

■  '-% e) 

4 

Torsional  Rigidity.  —  The  quantity  -,  or  the  angle  of  twist  per 

unit  length  of  the  bar,  may  be  called  the  tvnst;  and  the  ratio  of  the 
torque  M  to  the  twist,  expressed  by  the  formula 

^  =  GI^ (3) 

may  be  taken  as  the  measure  of  the  torsional  rigidity  of  the  bar. 

168.  Elastic  Limit  in  Torsion.  —  The  relation  between  the 
angle  of  tofsion  and  the  torque  for  a  bar  of  any  material  is  very 
similar  to  that  between  the  elongation  and  the  load  when  the  bar 
is  subjected  to  tension.     (Art.  8.) 

If  a  bar,  or  shaft,  of  ductile  steel  is  subjected  to  a  gradually 
increasing  twisting  moment,  the  angle  of  twist  will  be  found  to 
increase  very  nearly  in  proportion  to  the  torque  until  the  elastic 
limit  in  torsion  is  reached,  after  which  the  rate  of  increase  of  the 
angle  of  twist  will  be  much  greater  than  that  of  the  torque  until 
fractm-e  results. 

If  a  line  is  plotted  on  rectangular  coordinates,  having  values 
of  the  torque  M  for  ordinates  and  corresponding  values  of  the 
angle  of  torsion  i  for  abscissae,  it  will  be  similar  in  form  to  the 
diagrams  for  tension,  shown  in  Figs.  (6  and  7).  Such  a  diagram 
may  be  called  a  load-deformation  diojgram  for  torsion.  The  line 
will  be  very  nearly  straight  for  values  of  M  between  zero  and  a 
value  which  may  be  called  the  torque  at  the  elastic  limity  and  for 
values  of  M  above  this  limit  the  line  will  be  a  curve  with  a  con- 
tinually decreasing  angle  of  slope. 

The  maximum  shearing  stress  intensity  in  a  round  bar  at  this 
limit,  given  by  equation  (7)  (Art.  156),  is  called  the  elastic  limit 
in  torsion.  If  the  twisting  couple  is  removed  before  the  elastic 
limit  is  reached  the  twist  will  disappear,  but  if  the  couple  is  re- 
moved after  the  elastic  limit  is  reached  the  bar  will  retain  a  per- 
manent twist,  or  set  in  torsion. 

If  the  material  is  very  ductile  a  yield  point  in  torsion  will  appear 
at  a  torque  somewhat  higher  than  the  elastic  limit,  similar  to 
the  yield  point  in  tension. 
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Owing  to  the  fact,  however,  that  the  stress  intensity  at  points 
in  the  interior  of  the  bar  is  less  than  the  intensity  at  the  outer 
layer,  the  torque  at  neither  the  elastic  limit  nor  the  yield  point 
in  the  case  of  a  soUd  bar  is  so  definitely  marked  as  the  load  at 
the  elastic  limit,  or  the  yield  point,  for  a  tension  bar.  In  the 
case  of  a  hollow  tube  the  analogy  between  the  stress  strain  rela- 
tions in  torsion  and  tension  is  much  closer,  since  the  stress  in- 
tensity in-  all  parts  of  the  tube  is  very  nearly  uniform  for  either 
tension  or  torsion. 

For  other  materials  than  mild  steel  the  load-deformation  dia- 
grams in  torsion  and  tension  will  also  be  found  to  be  approxi- 
mately similar  in  form. 

169.  Stress  Beyond  the  Elastic  Limit  in  Torsion.  — It  will 
be  evident  from  the  assumptions  in  the  theory  of  torsion  (Art. 
156)  that  when  the  stress  intensity  in  a  round  bar  exceeds  the 
elastic  limit,  the  formula 

/  _  Ml 

will  cease  to  give  the  true  value  of  the  maximum  shearing  stress. 

The  value  of /,  obtained  by  substituting  for  Af ,  in  the  above 
formula,  the  twisting  moment  required  to  fracture  the  shaft 
may  be  called  the  modulus  of  rupture  in  torsion.  By  applying 
proper  factors  of  safety  this  quantity  may  be  used  in  determining 
values  of  the  working  strength  in  torsion,  similar  to  determining 
the  working  fiber  stress  for  bending  from  the  transverse  modulus 
of  rupture  (Art.  81). 

A  hardening  effect,  similar  to  that  produced  by  applying  a 
stress  beyond  the  elastic  limit  in  tension  (Art..  14),  will  be  pro- 
duced by  applying  stress  beyond  the  elastic  limit  in  torsion,  the 
modulus  of  rupture  and  the  elastic  limit  in  torsion  being  increased 
and  the  ductility  diminished  thereby. 

Ductility  in  torsion.  The  number  of  turns  peip  unit  of  length 
which  can  be  produced  in  a  bar  before  fracture  may  be  taken  as  a 
measure  of  the  ductility  of  the  material  in  torsion. 

160.  Transmission  of  Power  by  Shafting.  —  When  a  shaft  is 
used  to  transmit  power,  the  relation  between  the  torque  and  the 
power  transmitted  is  expressed  by  the  following  simple  equation, 
^  _  h.p.  X  33,000  X  12  .  . 

"  2icN  ' ^  ^ 

where  M  =  the  torque,  expressed  in  in.  lbs.,  h.p.  =  the  horse 
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power,  N  =  the  number  of  revolutions  of  the  shaft  per  minute. 

Substituting  this  value  of  Af  in  equation  (7)  (Art.  156)  we  obtain 

-  _  12  X  33,000  X  h.p.  X  r  .  . 

•'•  2^;m'^         •  •  •.  •  •  •   ^^> 

If  the  shaft  is  solid  and  d=its  diameter,  equation  (2)  reduces  to 
.  _  3,168,000  h.p.     .  .^. 

■'-v^'''iy-^# „) 


from  which 
where 


-,      .•/3,168,000     68.47  ,,. 

^^y^^, — -w. ^^ 

Equation  (4)  gives  in  simple  terms  the  diameter  of  a  shaft 
required  to  transmit  a  given  amount  of  power,  at  a  given  speed 
in  revolutions  per  minute,  when  the  value  of  the  constant  K  for 
the  material  in  the  shaft  has  been  determined. 

161.  Hollow  Circular  Shafts.  —  The  assumptions  made  in 
the  theory  and  the  formulas  deduced  thereby  for  determining 
the  intensity  of  the  .shearing  stress  and  the  angle  of  torsion  will 
apply  equally  as  well  to  a  hollow  shaft  as  to  the  solid  bar.  If 
n  =  the  inside  radius  and  r  =  the  outside  radius  of  a  hollow 
shaft,  the  polar  moment  of  inertia  will  be  given  by  the  formula 

/p  =  |(r«-rA 

and  by  substituting  its  value  in  equations  (7)  (Art.  156)  and 
(1)  (Art.  157)  the  values  of  the  maximum  shearing  stress  inten- 
sity and  the  angle  of  torsion  for  any  given  torque  are  obtained. 

For  any  maximum  shearing  stress  intensity  the  ratio  of  the 
moment  of  resistance  in  torsion  of  a  hoUow  shaft  to  that  of  a 
soUd  shaft  of  the  same  outside  diameter  will  be  equal  to  the 
ratio  of  the  two  polar  moments  of  inertia;  for,  if  M  and  M'  are 
the  moments  of  resistance  in  torsion  and  Ip  and  Ip  are  the  polar 
moments  of  inertia  of  the  hollow  and  soUd  shafts,  respectively, 

^  =  v'  =  I;  ('^ '»•>*) ^i> 


and 


M'=^=^r*, (2) 
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andbenoe 

M'"V  r^  \r) ^^ 

The  above  equation  will  also  represent  tbe  ratio  of  tbe  torsional 
rigidity  of  the  hollow  shaft  to  that  of  the  solid  one. 

The  weights  of  any  given  length  of  the  two  shafts  will  be  pro- 
portioned to  the  areas  of  the  two  cross  sections  and,  if  W  and  W 
are  the  weights  of  the  hollow  and  solid  shafts,  respectively, 
F;  _  rf  -  ri* 

162.  Torsion  in  Bars  of  Non-Circular  Section.  —  When  a 
straight  bar,  which  is  not  circular  in  section,  is  subjected  to  tor- 
sion by  the  application  of  couples  at  the  ends,  the  cross  sections 
do  not  remain  plane,  as  in  the  round  bar  (Art.  156),  but  are  di£h 
torted  into  curved  surfaces.  The  intensities  of  the  shearing  stress 
at  all  points  in  a  cross  section  are  not  proportional  to^  their  dis- 
tances from  the  axis  of  the  bar,  the  points  of  maximum  intensity 
being  the  points  in  the  perimeter  of  the  section  which  are  nearest 
the  axis  of  the  bar. 

Saint-Venant  was  the  first  to  deduce  correct  expressions  for 
the  intensity  of  the  shearing  stress  due  to  torsion  and  the  angle 
of  torsion  in  prismatic  bars  of  non-circular  cross  section.  The 
theory  is  difficult,  however,  and  the  resulting  formulas  only  wiQ 
be  quoted  here.  Previous  to  Saint-Venant's  work  it  had  been 
customary  to  use  the  formulas  for  the  round  bar  (Arts.  156-157) 
for  determining  the  maximum  stress  intensity  and  the  angle  of 
torsion  in  a  bar  of  any  other  shape;  substituting  for  /  the  polar 
moment  of  inertia  of  the  cross  section,. about  its  center  of  gravity, 
and  for  r,  the  distance  from  the  center  of  gravity  to  the  most 
distant  point  in  the  perimeter. 

The  magnitude  of  the  error  in  the  results  obtained  in  this 
way  may  be  readily  found  by  comparison  with  the  results  given 
by  the  use  of  the  following  equations. 

In  each  case  the  notation  previously  adopted  is  followed,  namely: 

X  »  the  length  of  the  bar; 

M  =  the  twisting  moment,  or  torque; 

/«  =  the  greatest  intensity  of  shearing  stress; 
i  -  the  angle  of  torsion  in  the  length  x; 

6  »  the  modulus  of  rigidity. 
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Elliptical  Cross  Section.  —  Let  2  o  =  the  major  axis  and  2  6  = 
the  minor  axis  of  the  eUipse. 

2M 

Tob"'   ' 

(g'  +  ¥)  Mx 


/.=: 


or. 


%  — 


%  — 


xa»6»      G  ' 

4ir^/p  Mx 
A'      G  '      ' 


(1) 
(2) 


(3) 


where  A  =  the  area  and  Ip  =  the  polar  moment  of  inertia  of 
the  ellipse  about  its  center. 

The  maximum  stress  intensity  given  by  equation  (1)  occurs  at 
the  ends  of  the  minor  axis  6;  and  it  may  be  noted  that  if  a  and 
b  are  "interchanged  and  made  to  represent  the  minor  afad  major 
axes,  respectively,  equation  (1)  will  give  the  stress  intensity  at 
the  ends  of  the  major  axis.  It  will  be  observed  that  the  value 
of  i  given  by  (2)  or  (3)  will  be  the  same  in  either  case. 

When  a  =  b  the  formulas  reduce  to  the  equations  for  the  bar 
of  circular  section  (Arts.  156-157). 


Fig.  224. 


Fig.  225. 


The  stress -intensities  at  points  on  any  radius  vector  of  the 
eUipse  are  directly  proportional  to  the  distance^  of  the  points 
from  the  center,  and  the  direction  of  the  stress  at  any  point  is 
parallel  to  the  tangent  to  the  eUipse  at  the  end  of  the  radius 
vector  (Fig.  224). 

Rectangular  Cross  Section.  —  Let  2  a  =  the  length  of  the  longer 
side  and  2  6  =  the  length  of  the  shorter  side  of  the  rectangle. 

The  theoretical  equations  for  determining  the  maximum  in- 
tensity of  stress  and  the  angle  of  torsion  are  very  complex:  but 
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Saint-Venant  suggested  the  use  of  the  following  empirical  equa- 
tions which  give  results  for  all  ratios  of  r  with  an  error  of  less 

than  four  per  cent,  in  comparison .  with  the  purely  theoretical 
values.* 

^  M(15a  +  9&)  , . V 

^'  40o*6*        ^^ 

._ 1 Mx  .-V 


[f— »^t-^a)'!]- 


Saint-Venant  also  found  that  the  equation  for  the  angle  of  tor- 
sion in  the  bar  of  elliptical  section  (equation  3)  might  be  used 
to  determine  approximately  the  angle  of  torsion  in  a  bar  of  rec- 
tangular cross  section.  If  we  substitute  40  as  being  nearly  equal 
to  4  IT*  equation  (3)  will  become 

40/pMx 
'^"A^-G"-.  •    •    • (6) 

To  determine  the  angle  of  torsion  substitute  for  A  the  area 
and  for  /p'the  polar  moment  of  inertia  of  the  rectangle  about 
its  center. 

The  error  in  the  results  obtained  from  (6)  is  small  when  a  >  2  6. 
When  a  <  *2  6  more  accurate  results  can  be  obtained  by  using  42 
instead  of  40  for  the  constant. 

The  maximum  intensity  of  the  shearing  stress  (equation  4) 
occurs  at  the  middle  point  of  the  side  2  a.  The  variation  of  the 
stress  intensity  along  the  principal  axes  and  the  diagonal  is  indi- 
cated in  Fig.  (225). 

Square  Cross  Section.  —  The  equations  for  the  bar  of  rectangu- 
lar section  will  apply  t6  a  bar  of  square  cross  section.  We  will  let 
2a  -  the  side  of  the  square.  Then  by  putting  b  »  a  in  equa- 
tions (4)  and  (5)  and  reducing  we  obtain 

(7) 

and 

0.4444  Mx  ,o\ 

~^~G ^^^ 

*  A  History  of  the  Theory  of  Elasticity  and  of  the  Strength  of  Materials  — 
Todhunter  and  Pearson. 


/. 

3M 
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i 
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The  value  of  i  may  be  obtained  with  a  comparatively  small 
error  by  using  equation  (6),  substituting  42  for  40. 

Torsional  Rigidity,  —  Formulas  for  the  torsional  rigidity  of 
each  of  the  foregoing  sections  can  be  readily  obtained  by  solving 
equations  (2)  or  (3),  (5)  or  (6),  and  (8)  or  (6)  ss  modified,  for 

the  value  of—r-  (Art.  167). 

It  will  be  observed  that  for  each  of  the  sections  considered 
the  formula  for  the  angle  of  twist  has  the  form 

<-§ <») 

where  C  —  a  constant  depending  on  the  shape  of  the  section, 

and  that  expression  for  the  torsional  rigidity  will  take  the  form 

Mx 

^  =GC (10) 

Equiations  (9)  and  (10)  are  in  the  same  form  as  the  equations 
in  Art.  (157),  the  constant  C  risplacing  the  constant  Ip  in  the 
expressions  for  the  angle  of  torsion  and  for  the  torsional  rigidity 
in  the  circular  shaft. 

Summary  of  Values  of  C.  — 

ira^V         A* 

^  ,  y  =  j-jT--    (Elliptical   section,   2  a  =  major  axis, 

2  6  =  minor  axis.) 
«2  =  A^T  •  (Circular  section,  d  =  diameter.) 

tangular  section,  2  a  =  long  dimension,  2  b  »  short 
dimension.) 

A^ 
2.25  a*  =  T^-r-     (nearly).     (Square  section,  2  a  =  side  of 

square.) 

In  each  case  A  =  area  of  cross  section,  Ip  =  polar  moment  of 
inertia  about  center  of  section. 

163.  Resilience  in  Torsion.  —  A  bar  imder  stress  in  torsion 
will  evidently  possess  a  certain  amount  of  strain  energy,  or  re- 
silience  in  torsion  (Art.  15).  If  the  material  is  elastic  and  follows 
the  law  of  proportionaUty  of  stress  intensity  to  strain  stated  in 
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Art.  (156),  the  resilience  of  a  round  bar  of  length  x,  following 
the  notation  previoudy  adopted,  will  evidently  be  equal  to 

^""2*"2(?/p"  2(5^ ^^' 

If  the  bar  is  solid,  equation  (1)  reduces  to  the  form 

where  V  =  the  volume  of  the  bar. 

Similarly,  the  torsional  resiUence  of  a  bar  of  elliptical  section 
(Art  162)  will  be  equal  to 

and,  approximately,  that  of  the  bar  of  rectangular  section  (Art. 
162)  will  be  equal  to 

M  .     407pM^  __  125(a«  +  y)/,»F  .-. 

^"2*"    A^    20  ~3{15a  +  9V)    0       •   '     ^ 

and  that  of  the  square  bar  (Art.  162)  will  be  equal  to 

^      M.      0.4444  Jf^      Aiecx/.'^  /«c^ 

164.  Combined  Torsion  and  Bending.  —  In  the  preceding 
Articles  the  stresses  and  strains  produced  in  straight  bars,  or 
shafts,  by  the  action  of  twisting  couples  only,  have  been  consid- 
ered. Usually  the  stress  in  a  shaft  is  affected  by  bending,  due 
to  its  own  weight,  the  weights  and  puUs  of  pulleys  and  belts,  the 
thrust  of  cranks,  etc.,  and  sometimes  by  an  end  thrust  in  the 
direction  of  the  axis. 

When  the  transverse  forces  are  known  the  bending  moment 
at  any  cross  section  can  be  found  by  the  method  in  Art.  (129) 
and,  when  the  shaft  is  circular,  the  neutral  axis  of  the  bending 
stress  will  be  perpendicular  to  the  plane  of  the  resultant  bending 
couple  acting  at  the  section. 

We  win  let  Mh  =  the  resultant  bending  moment  and  Mt  =  the 
twisting  moment  at  any  cross  section  of  a  circular  bar,  r  =  the 
radius,  I  =  the  moment  of  inertia  of  the  section  about  its  diameter 
and  7p  —  its  polar  moment  of  inertia  about  the  center. 
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The  stress  intensity  at  any  point  in  the  section  will  be  the  re- 
sultant of  a  normal  component  due  to  bending, 

/  =  ^(Art.69), (1) 

and  two  shearing  components,  namely:   the  component  due  to 
torsion, 

a  =  ^^  =  ^  (Art.  156) (2) 

in  the  direction  perpendicular  to  the  radius  through  the  point, 
and  the  component  due  to  bending, 

•      si  =  ^   (Art.89), (3) 

in  the  direction  perpendicular  to  the  neutral  axis.    At  points 
farthest  from  the  neutral  axis  equation  (1)  becomes 

/=±^. (4) 

while  at  these  points  equation  (3)  becomes 

si  =  0 (5) 

At  any  point  on  the  circumference  of  the  shaft  the  shearing 
stress  intensity,  due  to  torsion,  becomes 

Af,r      Afif  .  . 

^  =  X"^2T' («) 

acting  in  the  direction  of  the  tangent  to  the  circle  at  that  point. 

Hence,  if  we  let  0  (Fig.  226a)  represent  the  point  in  the  cross 
section  YOY  at  which  the  tensile  stress  intensity  due  to  bending 
is  a  maximum,  the  stress  intensity  on  the  X  plane  through  this 
point  will  be  the  resultant  of  a  normal  component  /  (equation  4) 
and  a  shearing  component  s  (equation  6).  The  axis  FiOiFi  (Fig. 
226b)  will  be  the  neutral  axis  of  the  bending  stress.  On  the  Y 
plane  through  0  there  will  be  a  shearing  stress  only,  of  intensity 
8  (Art.  24),  parallel  to  the  axis  of  the  shaft. 

At  the  point  0,  therefore,  we  have  a  state  of  plane  stress  (Art. 
23)  and  the  resultant  stresses  at  0  on  all  planes  will  be  parallel  to 
the  Z  plane.  Let  01  and  02  represent  the  normals  to  the  prin- 
cipal planes  of  stress  through  0  (Art.  28)  and  a  =  the  angle 
XOl.    We  shall  then  have 

tan2a  =  y  (Art.  27)     ....'...     (7) 
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and,  substituting  the  values  of  /  and  8  from  equations  (4)  and  (6) 
and  reducing, 


tan2a  =  g?. 
Mb 


(8) 


Fig.  226. 

It  is  evident  from  (8)  that  a  will  have  values  from  0®  to  ±45® 
for  all  possible  values  of  Mt  and  Mbi  the  X  and  Y  planes  being 
the  principal  planes  of  stress  when  Mt  =  0;  and  the  principal 
planes  of  stress  making  angles  of  ±45''  with  the  X  and  Y  planes 
when  Mb  =  0. 

If  we  let  ni  and  rit  represent  the  principal  stress  intensities  we 
shall  have 


ni^^  +  lVp  +  I^ 


and 


n,  =  ^-iyFfT?(Art.32). 


(9) 


(10) 


It  is  evident  that  the  foregoing  analysis  will  apply  equally  as 
well  to  the  point  on  the  circumference,  diametrically  opposite 
the  point  0,  at  which  the  compressive  stress  intensity  due  to 
bending  is  a  maximum;  and,  by  introducing  plus  and  minus  signs 
to  indicate  tension  and  compression,  respectively,  equations  (9) 
and  (10)  will  represent  the  principal  stresses  at  either  point. 

The  ellipse  of  stress  for  the  point  0  is  indicated  (Fig.  226a) 
and  it  should  be  observed  that  for  all  values  of  /  and  8  the  sign 
of  712  will  be  opposite  to  that  of  ni. 
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Substituting  in  (9)  the  values  of  /  and  s  from  (4)  and  (6),  we 
obtain  


^*=  2/    -2 


ym^iw 


16 


^^[M^+y/Mj?  +  M^\^^[Mr,  +  \/Mt?  +  Mt^l.  (11) 

where  d  =  the  diameter  of  the  shaft. 
Similarly, 

rh=:^[M,  -  y/Mr?  +  M^]  =^[^5- VM^^H- M,«].  .    (12) 

It  becomes  evident  that  the  greatest  stress  intensity  in  the 
entire  shaft  will  occur  at  a  point  in  the  cross  section  at  which  the 

quantity  

\[M\+VMi?  +  M^] 
is  the  greatest.  This  quantity  is  sometimes  called  the  equivalent 
bending  moment,  since  it  is  equal  to  the  bending  moment  which 
would  produce  a  maximum  stress  intensity  equal  to  ni  on  a  cross 
section  perpendicular  to  the  axis  of  the  shaft.  It  should  be 
remembered,  however,  that  n\  is  actually  the  stress  intensity  on 
an  oblique  section  through  the  shaft. 

The  greatest  intensity  of  shearing  stress  in  the  shaft  will  occur 
on  planes  at  .45°  with  the  principal  planes  at  0  (Art.  31)  and  will 
be  equal  to 

So  =  ^^^^  ^  ^j^/Mr?  -\-  Mt^  ^^y/Mj?  +  M^  .     (13) 

Hollow  Shaft.  —  The  principal  stress  intensities  and  the  maxi- 
mum shearing  stress  intensity  in  a  hollow  shaft,  subject  to 
combined  twisting  and  bending,  can  be  readily  obtained  by  substi- 
tuting for  /  in  the  general  formulas  (11),  (12)  and  (13),  its  value 
in  terms  of  r,'the  outside  radius  and  n,  the  inside  radius  of  the 
shaft,  namely, 

/=^(r*-ri*) (14) 

Principal  Strains.  —  Having  the  principal  stresses,  the  priilcipal 
strains  at  0  are  given  by  the  equations 

.       ''^E'^^ (^^^ 

Tlj  fli  ,,„. 

^•"-^-Sf^^^S) (17) 
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By  transposing  E  and  substituting  for  ni  and  rtt  the  values  ex- 
pressed by  (11)  and  (12),  equation  (15)  becomes 

Equation  (18)  represents  the  product  of  the  greatest  extension  at 
0  and  the  modulus  of  elasticity.  For  an  iron  or  steel  shaft  it  is 
usually  quoted  in  the  simplified  form,  obtained  by  substituting 
for  m  an  approximate  value  4/  in  which  case 

Eei  =  -^[3Mp  +  5VM^TW\ (19) 

It  should  be  observed  that  the  product  Eei  is  not  equal  to  a 
stress  intensity,  as  would  be  the  case  if  the  stress  at  0  were  a 
simple  tension  or  compression,  its  value  in  the  case  of  shafting 
being  always  greater  than  ni.  The  formula  is  frequently  used  in 
place  of  the  formula  for  greatest  stress  intensity  (equation  11) 
in  the  design  of  shafting. 

In  a  similar  manner  the  value  of  the  product 

Ee,  =  g~[3M6  -  5  VMi?  +  Mf\    ....     (20) 

is  readily  obtained. 

Lateral  Deflection.  —  The  lateral  deflection  in  a  line  of  shafting 
when  the  bending  is  in  one  plane  only  can  be  easily  estimated 
by  use  of  the  deflection  formulas  in  the  conmion  beam  theory. 
'  When  the  bending  is  not  in  one  plane,  plots  of  the  lateral  deflec- 
tions, due  to  the  component  bending  moments  in  two  planes  at 
right  angles,  can  be  made  and  from  these  the  maximum  resultant 
deflection  in  the  shaft  can  be  estimated.  In  a  rotating  shaft 
the  TnAyiTniim  lateral  deflection  should  not  exceed  a  certain  limit, 
even  when  the  greatest  stress  intensity  is  within  the  working 
strength  of  the  material. 

A  rule,  frequently  quoted,  is  that  the  greatest  lateral  deflection 
of  a  shaft  due  to  the  transverse  loads  upon  it  shall  not  exceed 
rhjf  inch  per  foot  of  span. 

166.  Combined  Torsion  and  End  Pressurei  or  Tension. — 
A  shaft  may  be  subjected  to  torsion  combined  with  a  thrust,  or  a 

*  A  more  nearly  correct  value  in  the  case  of  steel  is  m  »  3.6. 
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pull,  such  as  the  thrust  of  a  propeller,  or  the  pressure,  or  tension, 
due  to  a  weight  on  a  vertical  shaft.  In  such  a  case  the  stress 
on  any  cross  section  will  be  the  resultant  of  a  uniform  normal 
stress  and  the  shearing  stress  due  to  torsion. 

If  the  shaft  is  circular  in  section  and  we  let  P  =  the  axial 
thrust,  or  pull,  A  =  the  area  of  the  cross  section,  and  follow 
otherwise  the  previous  notation,  the  principal  stress  intensities 
at  any  point  in  the  circumference  of  a  given  cross  section  can  be 
found  by  substituting 

f  =  2 ••    (1) 

and 

"-  21  -  Ar      ^^^ 

in  equations  (9)  and  (10)  (Art.  164),  which  will  give 

and  

--U'-^/^H"^)'] <« 

The  angle  a  between  the  normals  01  and  OX  can  be  found  from 
the  equation 

tan2a  =  -y  =-^ (5) 

The  principal  strains  can  be  found  by  substituting  the  above 
values  of  n\  and  n^  in  equations  (15)  and  (16)  (Art.  164). 

If  we  let  m  =  4,  the  greater  of  the  products  of  the  principal 
strains  and  the  modulus  of  elasticity  will  be  equal  to 


^-5^[-+=vR^l- 


(6) 


If  both  the  torque  and  the  thrust  are  uniform  throughout  the 
length  of  the  shaft,  the  principal  stresses  and  strains  for  every 
point  in  the  surface  will  evidently  be  the  same. 

To  determine  magnitudes  only,  P  may  evidently  be  taken 
positive  for  either  tension  or  compression*.  To  determine  the 
direction  of  the  principal  planes  at  any  point  the  proper  signs 
for  tension,  or  compression,  should  be  used. 
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166.  Combined  Torsion,  Bending  and  End  Pressure,  or  Ten- 
sion. —  When  the  cross  section  of  the  bar  is  circular,  if  we  • 
follow  the  notation  previously  adopted,  the  principal  stress  in- 
tensities at  any  point  in  the  surface  of  the  bar,  which  lies  in  the 
plane  of  bending,  can  be  found  by  substituting  the  values  of  the 
maximum  normal  and  shearing  stress  intensities  on  the  cross 
section  through  the  point,  which  will  evidently  be  equal  to 

/-3  +  ^ (« 

and 

-ff.  ■■■■■■. (2) 

in  equations  (9)  and  (10)  (Art.  164). 

The  directions  of  the  principal  planes  can  be  found  by  substi- 
tuting the  values  of  /  and  s  in  equation  (7)  and  the  principal 
strains  can  be  found  by  substituting  the  values  of  the  principal 
stresses  in  equations  (15)  and  (16)  (Art.  164). 

The  solution  will  be  simplified  by  solving  (1)  and  (2),  calling 
a  tensile  stress  plus  and  a  compressive  stress  minus,  and  substi- 
tuting the  numerical  values  in  the  above-mentioned  equations 
for  principal  stresses  and  strains. 

.  NoTirdrcular  Sections.  —  If  a  bar  of  elliptical,  or  rectangular, 
cross  section  is  subjected  to  torsion  combined  with  bending,  or 
an  end  thrust,  or  with  both  together,  the  principal  stress  inten- 
sities may  be  estimated  by  the  method  indicated  above  for  the 
roimd  bar. 

The  intensity  of  the  normal  stress  /  at  the  end  of  either 
principal  axis  of  the  section,  due  to  the  bending  and  end  thrust, 
can  be  found  by  the  method  of  Art.  (129).  The  intensity  of  the 
shearing  stress  s  at  either  of  these  points,  due  to  twisting,  can 
be  found  by  use  of  the  equations  in  Art.  (162).  By  substitut- 
ing the  values  of  /  and  s,  determined  in  this  manner,  in  equa- 
tions (9)  and  (10)  (Art.  164)  the  principal  stress  intensities  at 
the  points  on  the  surface  of  the  bar,  which  are  located  at  the 
ends  of  either  principal  axis  of  a  cross  section,  can  be  obtained. 

Unless  the  bending  is  in  a  plane  of  symmetry,  however,  the 
value  of  the  maximum  principal  stress  intensity,  obtained  by  the 
above  method,  is  not  necessarily  the  greatest  stress  intensity  in 
the  bar;  since  the  greatest  intensity  of  the  normal  stress  /,  whei? 
the  bending  is  not  in  a  plane  of  S3rmmetry,  is  located  at  a  point 
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which  is  not  on  a  principal  axis  of  the  cross  section  (Art.  129). 
It  is  possible,  therefore,  that  in  such  a  case  the  greatest  principal 
stress  intensity  may  be  located  at  some  other  point  than  that  at 
which  the  shearing  stress  intensity  due  to  torsion  is  a  maximum. 
167.  Helical  Spring  Subjected  to  an  Axial  Load.  —  A  helical, 
or  coiled,  spring  is  formed  by  wrapping  a  rod  of  uniform  section 
around  a  cylinder,  maintaining  a  fixed  distance  between  the  coils 

.  so  that  the  central  line,  or  axis, 
of  the  rod  forms  a  helix.  For 
convenience,  we  shall  call  the 
rod,  or  wire,  forming  the  spring, 
the  wire  sioiply  and  will  consider 
at  first  the  spring  made  up  of  a 
solid  round  wire  only. 

The  axis  of  the  coil  is  the  axis- 
of  the  cyhnder  on  which  the 
helix,  formed  by  the  central  line 
or  axis  of  the  wire,  lies  and  the 
diameter  of  this  cylinder  is  called 
the  diameter  of  the  coU. 

We  shall  let  Fig.  (227)  rep- 
resent  such  a  spring,  which  is 
formed  at  the  ends  in  such  a 
manner  that  one  end  of  the  axis 
of  the  coil  can  be  fixed  in  posi- 
tion and  a  load  acting  along  the 
axis  can  be  applied  at  the  free 
end.  In  the  following  analysis, 
the  helical  portion  only  will  be 
considered,  the  ends  of  the 
spring  beyond  the  sections  H 
and  K  in  the  sketch  being 
assumed  to  be  rigid. 
Let  D  =  the  diameter  of  the  coil,  d  =  the  diameter  of  the 
wire,  Ip  =  the  plolar  moment  of  inertia  of  the  cross  section  of 
the  wire  about  its  center,  n  =  the  number  of  turns  in  the  helix, 
I  =  the  total  length  of  the  helix,  6  =  the  angle  of  inclination  of 
the  helix  with  any  plane  at  right  angles  to  the  axis  of  the  coil, 
and  P  =  the  resultant  axial  load,  which  is  represented  as  causing 
an  extension  ot  the  coil,  although  it  will  be  evident  that  the 
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following  analysis  would  apply  equally  well  if  the  load  acted  in 
the  opposite  direction,  compressing  the  spring. 

Under  the  action  of  the  load  P;  the  stress  on  every  cross 
section  of  the  wire  in  the  coil  will  evidently  be  the  same  and 
the  axis  of  the  wire  will  form  a  helix,  which  will  have  a  diflFerent 
slope  and  will  be  found  to  lie  on  a  cylinder  having  a  sUghtly 
different  diameter  from  that  of  the  original  helix. 

The  stress  on  any  cross  section  of  the  wire,  taken  normal  to 
the  helix,  such  as  the  section  at  A  for  example,  will  be  the  resultant 
of  a  stress  due  to  a  couple,  which  is  equal  to 

itf=f (1) 

and  a  stress  due  to  a  force  acting  through  the  center  of  the  sec- 
tion, which  is  equal  and  parallel  to  the  axial  load  P. 
The  couple  M  can  be  resolved  into  a  couple 

M,  =  Afcos^, (2) 

causing  a  twist  in  the  wire  about  an  axis  OXi,  tangent  to  the  helix, 
and  a  couple 

Af6  =  Msind, (3) 

causing  a  bending  of  the  wire  about  an  axis  OYi,  perpendicular 
to  OXi. 

Since  the  stress  on  every  cross  section  of  the  wire  is  the  same, 
the  moment  axes  of  the  resultant  couple  M  and  its  components 
Mt  and  Mb  are  shown,  for  the  sake  of  clearness,  at  ^the  cross 
section  through  0.  It  will  be  observed  that  these  moment  axes 
lie  in  the  vertical  plane,  which  is  tangent  to  the  cylinder  on  which 
the  helix,  formed  by  the  axis  of  the  wire,  is  located. 

The  component  force  P,  acting  through  the  center  of  the 
cross  section,  can  be  resolved  into  a  normal  component, 

N^Pmie,      (4) 

and  a  shearing  component, 

S  =  Pcos^ (5) 

For  the  sake  of  clearness  the  resolution  is  indicated  at  the 
cross  section  through  B.  > 

Close  Coiled  Spring, — When  the  distance  between  the  coils  of  the  spring  is 
small,  the  angle  9  is  so  smaU  that  Mh  is  negligible  and  Mt  =  M  (very  nearly). 
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Likewise  N  is  negligible  and  S  =  P  (very  nearly).  For  a  coiled  spring 
of  ordinary  proportions,  the  stress  and  the  distortion  due  to  the  component  8 
is  comparatively  small  and  it  is  customary  to  neglect  this  component  in 
deducing  the  formulas  for  the  stress  intensity  and  for  the  distortion  in  the 
coil. 

Hence  for  this  case  the  maximum  stress  intensity  in  the  wire  is  very  nearly 
the  same  as  that  in  a  straight  rod  of  the  same  cross  section,  subjected  to  a 
torque  Mt  (Art.  156),  and  will  be  expressed  by  the  equation 

.       Af,r      PD    16        8PD  r  1,.. 

and  the  angle  of  torsion  for  the  entire  length  of  the  wire  in  the  coil  will  be 
very  nearly  equal  to  that  for  a  straight  rod  of  the  same  dimensions,  subjected 
to  a  torque  Mt  (Art.  157),  and  will  be  represented  by  the  equation 

*     GI,      dG ^^' 

The  total  vertical  displacement  of  the  free  end  of  the  spring,  or  the  exten- 
sion of  the  coil,  will  be  equal  to 

«-§■»,      (8) 

evidently  being  the  same  as  the  displacement  of  the  end  of  an  arm  of  length 

•^ ,  attached  to  the  end  of  a  straight  rod  of  the  same  length  and  diameter  and 

subjected  to  the  same  uniform  twisting  moment  as  the  wire  in  the  coil. 
Combining  (8)  and  (7),  substituting  the  value  of  Ip  and  reducing,  we  obtain 

^  spm  _  m 

where  I  =  nvD  (very  nearly). 

It  is  evident  from  (9)  and  (6)  that  both  the  extension  of  the  coil  and  maxi- 
mum stress  intensity  are  directly  proportional  to  the  axial  load. 

Hence  the  resilience  of  the  coil  will  be  represented  by  the  expression 

or,  by  substituting  the  value  of  P  obtained  from  (6)  and  the  value  of  5  from  (9), 
r._fsTd*fsDl  _f.hr cPl  _  U  Tr  nn 

^      16D    dO   ""    16G   "4G*^'      ■ ^^^^ 

where  V  =  the  volimie  of  the  wire  in  the  coil.  The  above  formula  is  the  same 
as  equation  (2)  (Art.  163).  Evidently  the  value  of  b  (equation  9)  could  have 
been  obtained  by  solving  the  following  equation  between  the  work  done  by 
the  load  during  the  displacement  of  the  end  of  the  coil  and  the  resilience  of 
the  wire  in  the  coil,  as  given  in  the  above-mentioned  article; 

?»=ft^ (12) 

Open  Coiled  Spring, — In  this  case,  the  value  of  5  is  so  large  that  the  bend- 
ing moment  Mb  will  have  an  appreciable  effect  on  stress  and  the  distortion  in 
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the  coil.  The  stress  and  the  distortion  due  the  forces  N  and  S  will  be  com-' 
paratively  small  and,  as  in  the  previous  case,  it  is  customary  to  neglect  the 
efifect  of  these  components. 

On  any  cross  section  of  the  wire  there  will  be  a  shearing  stress  due  to 
torsion,  the  maximimi  intensity  of  which  is 

.       Jlf«r      SPDcoee  ..„. 

•^'  =  77  ^  ""^55       '  •    '   ' ^^^^ 

PD 
where  Mt  =  -^  cos  9 /equation  2),  and  a  stress  due  to  bending,  the  mairimum 

intensity  of  which  is 

.      Mhr      16  PD  sin  ^  ,^.. 

^ — r — id?—' (^^^ 

where  Mb  =  -^  sin  6  (equation  3)  and  ^  -  ~o  '^  'rI' 

The  moment  axis  Mb  (Fig.  227),  of  the  couple  producing  the  bending  stress, 
coincides  with  the  line  of  intersection  of  the  cross  section  and  the  vertical 
plane  through  its  center.  Hence,  the  points  of  maximum  stress  intensity  are 
at  the  ends  of.  the  horizontal  diameter,  and  the  stress  is  tension  at  the  inside 
and  compression  at  the  outside  of  the  coil. 

Substituting  in  equation  (9)  (Art.  164)  and  reducing,  we  obtain  for  the 
greatest  principal  stress  intensity, 

rii^^^lMb+y/Mb'  +  M^] 

=  ^^ [sin^  +  Vsin*^  +  cos^d]  «  ^^  (sind  +  1),    .   .   .     (15) 

which  reduces  to  the  form  of  equation  (6)  when  ^  =  0. 
Similarly,  from  (10)  (Art.  164)  we  obtain 

n,  =  ^(8in^-l) (16) 


The  greatest  shearing  stress  intensity  will  be  equal  to 
til  -  nj      8  PD 


xd» 


(Art.  31),     .    .    /  .    .     .    .     (17) 


which  is  the  same  as  the  intensity  on  the  cross  section  normal  to  the  axis  of 
the  wire  in  the  closely  coiled  spring. 

The  bending  moment  Mb  will  produce  a  change  in  the  curvature  of  the 
wire  in  the  coil  and,  if  we  assume  that  the  relation  between  the  change  in 
curvature  and  the. bending  moment  is  the  same  as  for  a  straight  bar  of  the 
same  cross  section,  we  shall  have 

\-7rm  (^•«^> (i«> 

where  n  =»  the  initial  radius  of  curvature  and  r  =  the  radius  of  curvature  after 
bending.  This  equation  is  nearly  correct  when  fi  is  several  times  as  large 
as  the  radius  of  the  wire. 
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If  we  let  dii  represent  the  change,  due  to  the  bending,  in  the  slope  of  the 
tangent  at  one  end,  relatively  to  that  at  the  other,  for  a  very  short  length  of 
the  wire  dl  ^  nda  (Fig.  228),  we  shall  have 

i-^    and     \^iSL±^.' 


dl 


dl 


and  hence  equation  (18)  will  take  the  same  form  as  that  for  the  straight  beam, 
namely, 

r    Ti^  dl'  sr 


(19) 


where  Mh  is  called  positive  when  the  bending  tends  to  increase  the  curvature. 
A  positive  bending  moment,  therefore,  will  decrease  the  diameter  of  the 
coil  and  increase  the  nimiber  of  turns  which,  when  the  coil  is  right-handed  as 
shown  in  Fig.  (227),  will  result  in  a  right^ianded  rotation  of  the  free  end 
about  its  axis,  as  seen  from  the  fixed  end  of  the  coil.  The  reverse  will  evi- 
dently be  true  when  the  bending  moment  is  negative.  Owing  to  the  slope  of 
the  helix,  the  bending  couple  will  also  produce  a  change  in  the  length  of  the 
coil. 


Fig.  228 


The  twisting  ,couple  Mt  will  produce  a  twist  in  the  wire,  which  will  result 
in  a  rotation  of  the  free  end  of  the  coil  about  the  axis,  in  addition  to  an 
elongation  of  the  coil.    M  di  —  the  angle  of  torsion  in  thef  length  of  wire  ctt, 


^^==^;    (Art.  157). 


(20) 


The  total  rotation  and  the  total  axial  displacement  at  the  free  end  of  the 
coil,  due  to  the  bending  and  twisting  couples  combined,  can  be  determined  in 
the  following  manner.  For  the  sake  of  clearness  the  axes  OX,  OY  and  OXi, 
OYi  (Fig.  227)  are  reproduced  in  Fig.  (229).  The  rotations  di  and  di\  about 
the  axes  OXi  and  0Y\  can  be  resolved  into  components  about  the  axes  OX 
and  OY  and  by  adding  these  components  the  resultant  rotations  about  OX 
and  OK  in  a  length  ctt  of  the  wire  can  be  found. 

Let  d^  "  the  resultant  rotation  in  the  length  dl  about  the  axis  of  OF  and 
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dw  -  the  resultant  rotation  in  this  length  about  the  axis  OX.  Taking  the 
positive  directions  as  indicated  (Fig*  229), 

d^  ^^  Bine  di  —  COB  edit (21) 

and 

d(a  ^  COB  $  di  -^  sine  dk (22) 

Substituting  the  values  of  di  and  dii  from  (19)  and  (20), 

^.M^^_ih^^ (23J 

and 

^^M^^^M^^ (24) 

Since  these  component  rotations  are  uniform  for  the  entire  length  of  the 
spring,  the  rotation  of  the  free  end  about  the  axis  of  the  coil|  if  we  substitute 
the  values  of  Mt  and  Mb  from  (2)  and  (3)  and  reduce,  will  be  equal  to 
/Jfising      MhCOBe\ 

^  Ml^e  cose  (^^-±) 

SPDlsm2e/l       2\      SPDlan2e 

Td* 

if  we  substitute  E  =  iG  (Art.  7). 

Hence,  for  the  above  relation  between  E  and  G,  the  rotation  at  the  free 
end  of  the  spring  is  right-handed  as  seen  from  the  fixed  end  and,  for  any  given 
load  P  and  length  of  wire  2,  the  rotation  is  a  maximimi  when  9  =  iS""  and 
approaches  zero  as  e  approaches  zero. 

In  a  similar  manner,  the  component  rotation  w  for  the  entire  coil  becomes 
,  fMtcoBe      Mh^e\  f^g.. 

""-^^-^GTr^^Ei-)^ ^^^ 

and  hence,  for  the  axial  displacement  of  the  free  end,  we  obtain 


i2fl/l       2\      8PD/Bin29  ,„.. 

— V5-i;=    6^m   •  •  •  •  •  <^^ 


,      D        Dl/MtcoBB  ,  Mban0\     8PD»l/co8»9  ,  28in«ff\ 

^(l-isin'd), .•    •   •   • (27) 


Td'G 

when  E  =  iG,    The  value  of  Z  in  the  preceding  formulas  will  evidently  be 
equal  to 

I  ^nwDaece (28) 

It  becomes  evident  from  (27)  that  when  j&  =  |  G^  the  extension  of  the  spring 
for  any  given  length  of  wire  I  and  load  P  decreases  as  e  increases  and  that  the 
extension  approaches  the  value  given  by  equation  (9)  as  e  approaches  zero. 

Equation  (27)  might  have  been  obtained  by  equating  the  work  done  by 
the  load  P  during  the  displacement  to  the  resilience  due  to  the  torsion  pro- 
duced by  the  couple  Mt  (equation  10),  plus  the  resilience  due  to  bending 
under  the  uniform  bending  moment  Mb  (Art.  109,  equation  8)  and  solving 
for  5;  the  strain  energy  equation  being 

^2       2GIj,^2EI ^^^ 
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It  will  be  observed  that  as  a  spring  elongates,  whether  it  is  open  or  close 
coiled,  the  angle  of  inclination  B  changes*  and  that  in  order  to  obtain  correct 
results  from  the  foregoing  equations  the  final  rather  than  the  initial  value  of 
B  should  be  used.  For  a  spring  of  ordinary  dimensions,  however,  the  change 
in  ^  is  so  small  that  sufficiently  accurate  results  are  obtained  by  using  its 
initial  value.  For  a  very  flexible  spring  the  accuracy  of  the  results  can  be 
increased  by  making  trial  solutions  with  estimated  final  values  of  B  until  the 
calculated  values  agree  closely  enough  with  the  estimated  values. 

As  previously  stated,  the  foregoing  equations  apply  equally  well  to  a  spring 
subjected  to  an  axial  load  in  compression,  the  axial  twist  and  the  change  in. 
length  being  opposite  in  direction  simply  to  the  twist  and  extension  of  the 
tension  spring. 

While  it  is  customary  to  neglect  the  effect  of  the  normal  and  shearing  com- 
ponents N  and  S  (equations  4  and  5)  on  the  stress  and  deformation  in  a  spring, 
an  estimate  of  the  stress  intensity  and  the  total  elongation  due  to  shear  in  the 
wire  in  the  coil  can  easily  be  made  on  the  basis  of  the  assiunption  that  the 
stress  on  any  cross  section,  due  to  A^  or  <S,  is  uniformly  distributed.  On  this 
basis  the  stress  intensity  due  to  the  component  iS>  on  a  cross  section  of  a  close 
coiled  spring,  having  the  dimension  D  =  5  d  and  subjected  to  an  axial  load  P, 
would  be  about  10  per  cent  of  the  value  of  /« due  to  the  twist  in  the  wire. 
The  effect  on  the  deformation  is  much  less;  the  elongation  in  a  coil,  having 
D  =  5  d,  due  to  a  distortion  in  shear  figured  on  the  above  assumption,  being 
about  2  per  cent  of  the  elongation  due  to  the  twist  in  the  wire.  The  stress 
intensity  and  the  elongation  of  the  coil  due  to  the  component  S  become 

relatively  less  as  the  ratio  -^  increases. 

168.  Helical  Spring  Subjected  to  an  Axial  Twist.  — If  a  heli- 
cal spring  is  held  at  one  end  and  subjected  to  a  twisting  couple 

only,  in  a  plane  perpendicular 
to  the  axis  of  the  coil  at  the 
other,  the  wire  in  the  coil  will 
be  subjected  to  uniform  bend- 
ing, which  wiD  result  in  a  change 
in  the  diameter  and  also  in  the 
length  of  the  coil. 

We  will  follow  the  notation 
of  Art.  (167)  in  representing  the 
dimensions  of  the  spring  and 
will  let  M  =  the  moment  of  the 
couple  and  OY  and  OX  (Fig. 
230)  represent  the  pair  of  co- 
ordinate axes  through  the  center  of  gravity  of  any  cross  section  of 
the  wire,  such  as  0  (Fig.  227),  which  are  respectively  parallel  to  the 
axis  of  the  coil  and  tangent  to  the  cylinder  on  which  the  helix 
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lies;  also  let  OXi  and  OYi  represent  the  axes  in  the  plane  XOY 
which  are  respectively  tangent  and  normal  to  the  helix  at  0. 
The  resultant  of  the  stress  on  the  cross  section  of  the  wire  at  0 
must  evidently  be  equal  to  the  couple  M  and,  if  the  bending  is 
positive,  causing  an  increase  in  the  curvature  of  the  wire,  the 
moment  axis  of  the  couple  will  be  represented  by  the  vector 
OM  (Fig.  230). 
^    The  couple  M  can  be  resolved  into  a  couple 

Af6  =  Mcosd,      (1) 

causing  bending  in  the  wire  about  OFi  as  an  axis,  and  a  couple 

Mi  =  Msin^,      (2) 

causing  a  twist  in  the  wire  about  its  axis. 

Close  Coiled  Spring.  —  If  the  coil  is  closely  wound,  Mt  will  be  so  small  as 
to  be  negligible  and  Mb  =  Af ,  very  nearly. 

The  greatest  stress  intensity  in  the  wire  due  to  the  bending  will  be  equal  to 

Mr_S2M 

^'-~r-i^ ^^^ 

If  we  assume,  as  in  Art.  (167),  that  the  change  in  curvature  is  equal  to  -^ 

and  let  4>  =  the  angular  displacement  of  the  free  end  of  the  coil,  we  shall 
have 

d±_M_^  64Jlf 

dllEI"  Td^E  ' ^^' 

and  hence,  since  the  curvature  is  imif orm  throughout  the  l^ogth  of  the  coil, 

"^"El-Vd^ (^) 

This  result  might  have  been  obtained  by  equating  the  work  done  by  the 
twisting  couple  to  the  resilience  due  uniform  bending  in  a  wire  of  length  I 
(Art.  109), 

T^-'Jei^     •. (^^ 

and  solving  for  the  value  of  ^. 

The  value  of  I  in  the  above  equations  will  be  equal  tol  —  utD  (very  nearly). 

Open  Coiled  Spring.  —  In  this  case,  the  twist  of  the  wire  about  its  axis 
must  be  taken  into  account  and  the  greatest  principal  stress  intensity  can  be 
found  by  substituting  the  values  of  Mb  and  Mt  in  equation  (11)  (Art.  164) 
giving 

ni  =  ^  [Mb  +  VM6»  +  Af  «»J  =  ^[3f  cos^  +  V(M  cob  $)^  +  (Mem  $)*] 

='-^;^(cos^  +  l), (7) 

which  approaches  the  value  given  by  (3),  for  the  close  coiled  spring,  as  S 
approaches  zero. 
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Following  the  notation  of  Art.  (167)  the  rotation  about  the  axis  OY  (Fig, 
280),  in  a  l^ogth  dl,  will  be  equal  to 

d4f  ^anedi  +  coBedii      (8) 

and,  similarly  the  rotation  about  OX  will  be  equal  to 

(2(1)  «  COS  9  di  —  sin  9  dii (9) 

Substituting  the  values  of  dii  and  di  from  equations  (19)  and  (20)  (Art. 
167)  and  reducing,  under  the  condition  that  the  component  rotations  are 
constant  throughout  the  length  of  the  coil,  we  obtain 

'^^\-'Gir~^~^Er)^^\'GT;'^'Er) 

Z2Ml^Bm^e  .  2coe«g\      16 Aff,,   .    .  ,,,  ,,^. 

when(7  =  f^. 
Similarly, 

,/MtcoB$      AfftsinA  ,-^. 

"-^{-m; m-) <"> 

and  hence  the  total  change  in  the  length  of  coil  will  be  equal  to 

D     ^  Dl/MjCOBB      Mbsme\  _  SMDlan20/l  _  2 \ 
*       2  "       2  V    G/p              EI    )"          'wd*        \G      e) 
4  MDZ  sin  2d 
^^d^E—> (12) 

when  (7  B  {  J?.    The  value  of  {  m  this  case  will  be  equal  to 

I'^nrDaece (13) 

It  is  evident  that  when  the  twist  is  in  the  opposite  direction  to  that  as- 
sumed (Fig.  230),  the  magnitude  of  the  angle  of  twist  and  the  axial  displace- 
ment at  the  free  end  can  be  determined  directly  from  the  foregoing  equations, 
since  the  signs  for  both  of  the  component  couples  and  both  of  the  component 
rotations  ¥all  be  reversed. 

169.  Helical  Spring  Subjected  to  a  Combined  Axial  Load  and 
Twist  —  If  a  helical  spring  is  subjected  to  an  axial  load,  com- 
bined with  a  twisting  couple  in  a  plane  perpendicular  to  the 
axis  of  the  coil,  the  stress  intensity  and  the  component  displace- 
ments can  be  found  by  resolving  both  the  couple  due  to  the 
axial  load  and  the  twisting  couple  into  components  Mt  and  Mh, 
as  shown  in  Articles  (167)  and  (168),  and  combining  to  obtain  a 
resultant  couple  2  Af « producing  a  twist  in  the  wire  about  its  axis, 
and  a  resultant  bending  couple  2  Mb. 

The  maximum  stress  intensity  and  the  angle  of  twist  and  the 
axial  displacement,  at  the  free  end  of  the  coil,  can  then  be  found 
by  substituting  the  values  of  2Mi  and  2M6  for  Mt  and  Mb  in 
the  general  formulas  (15),  (25)  and  (27),  (Art.  167),  for  the  open 
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coiled  spring,  taking  proper  account  of  signs.  If  the  spring  is 
close  coiled  the  solution  can  be  simplified  by  putting  ^  =  0  in 
the  above-mentioned  equations. 

170.  Spring  of  Hollow  Circular  Section. —  If  the  helical 
spring,  in  any  of  the  preceding  cases  (Arts.  167-169),  were  made 
of  a  hollow  circular  tube^  the  maximum  stress  intensity,  the 
angle  of  twist  and  the  axial  displacement  at  the  free  end  could 
evidently  be  found  by  substituting  the  values  of  Ip  and  /,  for  the 
hollow  section,  in  the  general  equations  and  reducing,  in  the  same 
manner  as  for  the  solid  circular  section. 

171.  Spring  of  Non-Circular  Section.  —  If  a  helical  spring  in 
any  of  the  cases  given  (Arts.  167-169)  is  made  up  of  wire  having 
a  square,  rectangular  or  eUiptical  section,  the  twisting  and  bend- 
ing couples  acting  at  any  cross  section  of  the  coil  can  be  found  in 
the  same  manner  as  in  the  case  of  a  spring  of  circular  section. 

The  maximum  stress  intensity  can  be  estimated  by  calculating 
the  greatest  normal  stress  intensity  by  the  theory  of  simple 
bending  (Art.  66)  and  the  greatest  shearing  stress  intensity  from 
one  of  the  equations  in  Art.  (162)  and  substituting  these  values 
in  equation  (9)  (Art.  164);  determining  the  maximum  principal 
stress  intensity  in  the  same  manner  as  in  the  case  of  the  non- 
circular  bar  subjected  to  torsion  and  bending  (Art.  166). 

The  angle  of  twist  and  the  axial  displacement  at  the  free  end 
of  the  coO,  due  to  any  combination  of  axial  loadff  and  twisting 
couples,  can  be  estimated  by  substituting  in  the  general  equations 
for  a  spring  of  circular  section,  subjected  to  the  same  combina- 
tion of  loads  (Arts.  167-169),  the  value  of  C  (Art.  162),  for  I,; 
and  by  substituting  for  I  the  value  of  the  moment  of  inertia  of 
the  cross  section  about  the  principal  axis  which  is  parallel  to 
the  axis  of  the  coil. 

172.  Time  of  Oscillation  of  a  Spring. —  If  a  weight  W  is 
attached  to  the  free  end  of  a  helical  spring  and  the  spring  is  set 
in  vibration  under  this  load  by  extending  the  coil  in  the  direction 
of  the  axis  and  then  releasing  it,  the  spring  will  oscillate  for  a 
time  before  coming  to  rest. 

Since  the  extension  of  the  coil  is  proportional  to  the  force 
applied,  the  motion  of  the  weight  W  will  be  harmonic  and  the 
time  of  a  complete  oscillation  can  be  determiaed  in  the  following 
manner. 

We  will  restrict  the  analysis  to  the  close  coiled  spring  and  let 
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Pi  =  the  unbalanced  force  exerted  by  the  spring  on  the  weight 
when  it  is  displaced  a  distance  5i  from  its  mean  position. 
The  time  of  a  complete  oscillation  will  then  be  equal  to 


!-'\/^ 


r«2iry^*=2iry-^   (Art  159,  Vd.  I),     .    .     (1) 

,  F      Pi 

where         o  =  — =^57^. 

p 
The  value  of  the  ratio  -^  for  a  spring  of  any  given  dimen- 

Oi 

sions  can  easily  be  determined  from  equation  (9)  (Art.  167). 

When  the  axis  of  the  coil  is  vertical  and  the  weight  W  is  sus- 
pended from  the  free  end,  equation  (1)  can  be  simplified  as 
follows: 

Let  5  =  the  vertical  displacement  of.  the  free  end  under  a 
static  load  TF,  which  will  evidently  be  the  mean  displacement  of 
the  weight  W  when  the  spring  is  vibrating. 

Then 

W  +  Pi  ^W^Pi 
d  +  6i         d        5i' 
and  hence 

*-^ (2) 


Substituting  this  value  in  (1), 

In  the  above  analysis,  the  weight  of  the  spring  has  been  neg- 
lected, it  being  assumed  to  be  small  compared  with  the  weight  TT. 

Similarly,  tf  the  close  coiled  helical  spring,  with  a  weight  W 
attached  to  the  free  end,  is  set  to  oscillating  about  its  axis  in 
torsion,  the  angular  displacement  of  the  free  end  will  be  propor- 
tional to  the  twisting  couple  and,  by  analogy,  the  time  of  a  com- 
plete oscillation  will  be  equal  to 


r  =  2xV^ (4) 

where  a  =  -y^g,  Afi  =  the  torque  exerted  by  the  spring  when  ^i  = 

the  angular  displacement  of  the  weight  and  /„.=  the  moment 
of  inertia  of  the  weight  about  the  axis  of  the  coil,  which  in  this 
case  must  be  a  principal  axis  of  the  weight. 
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Hence  

(5) 


■-^'s/'m' 


where  the  ratio  —i  can  be  readily  obtained  from  equation  (5) 

(Art.  168).    As  before,  the  weight  of  the  spring  is  assumed  to 
be  negligible  compared  to  the  weight  W. 
173.  Problems  —  Shafting  and  Springs. 

Problem  1. 

Find  the  twisting  moment,  or  torque,  which  will  produce  a  maximum 
shearing  stress  of  9000  lbs.  per  sq.  in.  in  a  solid  shaft  4"  diameter.  What  is 
the  angle  of  torsion  in  a  length  of  10  ft.,  if  (7  »=  12,000,000  lbs.  per  sq.  in.? 

Solution.  —  Transposing  equation  (7)  (Art.  156)  and  substituting  the 
numerical  values,  we  obtain 

^  ^fJp^  9000t8  ^  ^^^        ^  lb8.=  9426  ft.  lbs. 
r  2 

Substituting  in  equation  (1)  (Art.  157),  we  obtain 

■  -   ^^  113,100  X  120  X  2     _  n  rtAR  ^^     _  O  RQO 

""OTp"  12,000,000  XxX  16  "  ""^  "^-  "  ^'^  ' 
or  by  substituting  in  (2)  (Art.  157), 

fa        9000X120         ^^.-      ,       „-oo 
*  =  ^  -  12,000,000X2  -  ^'^^  "^-  -  2-^  • 

Problem  2. 

A  pulley  is  keyed  to  a  solid  shaft  4"  diameter.  If  the  moment  of  inertia 
of  the  pulley  and  shaft  about  the  axis  of  the  shaft  is  30,000  lbs.  (ft.)*,  find 
what  twisting  moment  applied  to  the  shaft  is  necessary  to  impart  to  the  pulley 
a  speed  of  300  revolutions  per  minute  in  10  seconds.  Find  the  greatest 
intensity  of  the  shearing  stress  in  the  shaft  due  to  this  twisting  moment. 

Problem  3. 

Find  the  diameter  of  a  solid  shaft  required  to  fulfil  the  conditions  that  the 
maximum  shearing  Btress  due  to  torsion  »  8000  lbs.  per  sq.  in.  and  the  angle 
of  torsion  in  a  length  of  10  ft.  is  2.5''.    Assume  O  =  12,000,000  lbs.  per  sq.  in. 

Problem  4. 

In  a  test  made  on  a  piece  of  solid  Tobin  Bronze  shafting  1}"  diameter  the 
increase  in  the  angle  of  torsion  in  a  length  of  25",  between  a  torque  of  1920 
in.  lbs.  and  a  torque  of  4450  in.  lbs.,  was  4.17^.    Find  the  modulus  of  rigidity. 

Problem  6. 

Solve  Problem  4  for  a  shaft  1}"  diameter  and  an  angle  of  torsion,  between 
a  torque  of  2250  in.  lbs.  and  a  torque  of  13,500  in.  lbs.,  of  2.22^. 
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Problem  6. 

The  following  data  were  obtained  from  a  torsion  test  of  a  piece  of  hot 
rolled  steel  shafting: 

Length  of  specimen  between  jaws  of  testing  machine.  48  ins. 

Diameter  of  cross  section 1 .63  ins. 

Length  in  which  the  angle  of  torsion  was  measured .  .  30  ins. 

Twisting  moment  at  elastic  limit 20,400  in.  lbs. 

Maximmn  twisting  moment  before  fracture 67,320  in.  lbs. 

Angle  of  torsion,  between  twisting  moments  of  1800 

in.  lbs.  and  19,800  in.  lbs 3.95** 

Number  of  twists  of  specimen,  between  the  jaws  of 

testing  machine,  at  fracture 13.3 

Find: 

(a)  The  elastic  limit  in  torsion, 

(b)  The  modulus  of  rupture  in  torsion, 

(c)  The  modulus  of  rigidity, 

(d)  The  number  of  turns  per  foot  of  length  at  fracture. 

Problem  7. 

Find  the  greatest  allowable  torque  that  may  be  applied  to  a  hollow  shaft 
16"  outside  diameter  and  10"  inside  diameter,  provided  the  greatest  intensity 
of  shearing  stress  is  8000  lbs.  per  sq.  in.  Find  the  angle  of  torsion  in  a  length 
of  10  ft.,  assuming  G  =  12,000,000  lbs.  per  sq.  in. 

Problem  8. 

Determine  the  percentage  increase  in  the  torque  and  also  in  the  weight 
per  unit  length  of  a  soUd  shaft  having  the  same  outside  diameter  as  that 
of  the  hollow  shaft  in  Problem  (7).  Compare  the  torsional  rigidity  of  the 
solid  shaft  with  that  of  the  hollow  shaft. 

Problem  9. 

Determine  the  allowable  torque  for  a  solid  shaft  of  the  same  material  and 
having  the  same  weight  per  imit  length  as  the  hollow  shaft  in  Problem  (7). 
Compare  the  torsional  rigidities  of  the  two  shafts. 

Problem  10. 

Determine  the  resilience  in  torsion  of  the  hollow  shaft  in  Problem  (7) 
when  the  greatest  shearing  stress  intensity  is  8000  lbs.  per  sq.  in.  Compare 
this  result  with  the  resilience  of  the  solid  shaft,  having  the  same  outside 
diameter,  under  the  same  maximum  stress  intensity. 

Problem  11. 

Find  the  horse-power  that  a  solid  shaft  3''  diameter  will  transmit,  at  a 
speed  of  150  revolutions  per  minute,  provided  the  greatest  allowable  shearing 
stress  intensity  is  9000  lbs.  per  sq.  in.  Find  the  angle  of  torsion  in  a  length 
of  20  feet.    O  «  12,000,000  lbs.  per  sq.  in. 
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Problem  12. 

Find  the  horse-power  that  a  hollow  shaft  12"  outside  diameter  and  8" 
inside  diameter  will  transmit  at  a  speed  of  100  revolutions  per  minute,  pro- 
vided the  maximum  allowable  shearing  stress  intensity  is  8000  lbs.  per  sq.  in. 
Find  the  angle  of  torsion  in  a  length  of  50  ft.  G  =  12,000,000  lbs.  per  sq.  in. 


Problem  13. 

Assuming  the  maximum  allowable  intensity  of  shearing  stress  is  8000 
lbs.  per  sq.  in.,  deduce  the  value  of  X  in  the  formula 

where  d  =  the  diameter  of  the  solid  shaft  required  to  transmit  a  given  horse- 
power. By  use  of  the  above  formula  determine  the  diameter  of  a  shaft 
required  to  transmit  60  horse-power  at  300  revolutions  per  minute. 


Problem  14. 

A  length  of  shaft,  3''  diameter,  supported  in  hangers  6  ft.  from  center  to 
center  (Fig.  231),  transmits  40  horse-power  from  the  belt  on  pulley  No.  1  to 
that  on  pulley  No.  2,  at  a  speed  of  300  revolutions  per  minute.  The  tight 
and  loose  sides  of  the  belt  on  each  pulley  are  parallel  and  the  belt  on  No.  1 
is  horizontal  and  that  on  No.  2  runs  at  45°  with  the  horizontal,  as  indicated. 

Pulley  No.  1  is  42"  diameter  and  weighs  100  lbs.  and  puUey  No.  2  is  48" 
diameter  and  weighs  150  lbs. 


hlg^^'h 


-iftfi- 


-42^ 


Fig.  231. 


Determine  the  greatest  stress  intensity  in  the  shaft,  neglecting  the  weight 
of  the  shaft,  the  effect  of  centrifugal  force  in  the  belt  (Art.  191,  Vol.  I)  and 
assuming  that  the  simi  of  the  tensions  on  the  tight  and  loose  sides  is  2.5  times 
the  effective  pull,  or  Ti  -{- Tt  =  2.5  (Ti  -  Tt).  Determine  the  greatest  value 
of  the  product  Eeif  of  the  strain  and  modulus  of  elasticity. 

Solution.  —  The  torque 


Mt=- 


40  X  33,000 
2x300 


=  700  ft.  lbs.  =  8400  in.  lbs. 
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Hence 


Ti-r, 


ri'  -  r,' 


8400 

''    21 
8400 
''   24 


=  400  lbs.  and  ^i  +  T,  =  2.5  X400  «=  1000  lbs., 
350  lbs.  and  Ti'  +  r,'  =  2.5  X  350  «  875  lbs. 


Resolving  the  forces  acting  on  the  shaft  into  H  and  V  components  and 
calculating  the  reactions  at  the  end  bearings,  we  obtain  the  system  of  vertical 
components,  shown  in  Fig.  (232  a),  and  the  system  of  horizontal  components, 
shown  in  Fig.  (232  &).  The  bending  moments  at  the  pulleys,  due  to  the 
vertical  forces  will  be 

JIfi  »  12  X  211.6  «  2638  in.  lbs., 
Af,  =  12  X  667.5  =  7890  in.  lbs.; 

and  the  bending  moments  due  to  the  horizontal  forces  wiU  be 

Ml'  =  12  X  730  =  8760  in.  lbs., 
Mt'  =  12  X  349  »  4188  in.  lbs., 

the  bending  moment  diagrams  being  indicated  in  the  sketches. 


MiB^TSW  in.lbf. 

Vertical  Components 


InJbt. 


Hbciiontal  Componenti 


Fig.  232. 

The  resultant  bending  moment  at  pulley  No.  1  wiU  be  equal  to 
V(Af,)»  +  (Af i')*  =  9120  in.  lbs., 
and  the  resultant  bending  moment  at  pulley  No.  2  will  be  equal  to 

v^(Af«)»  +  (AfiO*  =  8930  m.  lbs. 
Hence  the  greatest  bending  moment  in  the  shaft  is  at  pulley  No.  2  and 

M »  »  9120  in.  lbs. 

Substituting  in  equation  (12)  (Art.  164)  we  obtain,  for  the  greatest  normal 
stress  intensity, 

n,  =.^,  [9120  -h  V(9120)«  +  (8400)«J 

=  —^  (9120  +  12,400)  =  4060  lbs.  per  sq.  in.; 
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and,  by  substituting  in  equation  (19)  (Art.  164),  we  obtain,  for  the  greatest 
▼alue  of  Eei, 

Eti  =  A  (3  X  9120  -h  5  X  12,400)  =  4210  lbs.  per  sq.  in. 

TO 

The  angle  between  the  normal  to  the  principal  plane  and  the  normal  to  the 
cross  section  can  be  found  by  substituting  in  equation  (8)  (Art.  164),  which 
will  give 

^2«  =  S-0.921, 

2a -42.6^    and    a  »  21.3^ 

Problem  15. 

Determine  the  diameter  of  the  shaft  required  in  Problem  (14)  to  satisfy 
the  condition  that  the  greatest  principal  stress  intensity  shall  not  exceed 
7000  lbs.  per  sq.  in.  Determine  the  diameter  required  to  satisfy  the  condi- 
tion that  the  maximum  value  of  Ee\  shall  not  exceed  7000  lbs.  per  sq.  in. 

Problem  16. 

A  length  of  shafting,  \"  diameter,  supported  at  the  ends  by  hangers  8  ft. 
apart  from  center  to  center,  transmits  60  h.p.  from  a  puUey  5  ft.  diameter, 
weighing  150  lbs.,  placed  with  its  center  2  ft.  from  the  center  of  one  hanger,  to 
a  puU^y  4  ft.  diameter,  weighing  100  lbs.,  placed  with  its  center  2  ft.  from  the 
center  of  the  other  hanger.  The  belt  on  the  first  pulley  is  horizontal  and  on 
the  other  vertical.  If  the  speed  of  the  shaft  is  360  revolutions  per  minute  and 
it  is  assumed  that  sum  of  the  tensions  of  the  tight  and  loose  sides  of  the  belt 
on  each  pulley  is  equal  to  2.5  times  the  difference  of  the  tensions,  find  the 
greatest  principal  stress  intensity  in  the  shaft,  neglecting  the  weight  of  the 
shaft.  Find  the  angles  which  the  principal  planes  of  stress  at  the  point  of 
maximum  stress  intensity  make  with  the  axis  of  the  shaft. 

Psroblem  17. 

Find  the  product  Eti  of  the  modulus  of  elasticity  and  the  greatest  prin- 
cipal strain  in  the  shaft  in  Problem  (16),  assuming  m  =  4. 

Problem  18. 

A  solid  shaft,' 6"  diameter,  is  subjected  to  a  maximum  bending  moment  of 
200,000  in.  lbs.  If  the  shaft  turns  at  a  speed  of  100  revolutions  per  minute 
what  horse-power  can  be  transmitted,  provided  the  greatest  intensity  of  stress 
in  the  material  does  not  exceed  8000  lbs.  per  sq.  in. 

Problem  19. 

A  solid  propeller  shaft,  6'^  diameter,  transmits  400  horse-power  at  a  speed 
of  100  revolutions  per  minute.  If  the  thrust  of  the  screw  is  6000  lbs.,  find 
the  maximum  intensity  of  compressive  stress  in  the  shaft  when  the  bending 
stresses  are  negligible. 


Problem  20. 

Solve  Problem  (19)  when  there  is  a  bending  moment  of  20,000  in.  lbs.  in 
addition  to  the  thrust  and  the  twisting  moment. 
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Problem  21. 

The  horizontal  bar  AB,  4"  diameter,  is  fixed  at  the  end  A  and  is  subjected 
to  a  vertical  load  supported  on  the  end  of  the  horizontal  arm  BC,  which  is 
perpendicular  to  the  axis  of  th<e  bar  (Fig.  233) .  Find  the  magnitude  of  P,  on  the 
asBimiption  that  the  greatest  principal  stress  intensity  m  -  8000  lbs.  per  sq.  in. 

Problem  22. 

Find  the  magnitude  of  the  load 
P  in  Problem  (21)  on  the  assump- 
tion that  the  product  Eei  «  8000 
lbs.  per  sq.  in. 

Problem  28. 

If  the  bar  in  Fig.  (233)  is  hollow 
and  d  —  the  outside  diameter  and 
di  —  the  inside  diameter,  determine 
the  diameter  of  the  bar  required  to  FiQ.  233. 

support  a  load  of  3000  lbs.  at  C 
under  the  conditions  of  Problem  (21),  assuming  di  =  f  d. 

Problem  24. 

If  the  force  P,  acting  on  the  bar  in  Problem  (21),  were  replaced  by  a  force 
of  2000  lbs.,  acting  in  the  vertical  plane  through  C,  which  is  parallel  to  the 
axis  of  the  bar,  and  making  an  angle  of  30°  with  the  horizontal  plane  through 
AB  and  BC,  determine  the  greatest  stress  intensity  in  the  bar. 

Problem  26. 

Calculate  the  moment  of  resistance  in  torsion  of  a  straight  bar  of  elliptical 
cross  section  4"  X  2",  assuming  /«  =  8000  lbs.  per  sq.  in.  Determine  the 
angle  of  torsion  in  a  length  of  50''  under  a  torque  equal  to  the  above  moment 
of  resistance,  assuming  G  »  12,000,000  lbs.  per  sq.  in. 

Problem  26. 

Solve  Problem  (25)  for  a  bar  having  a  rectangular  cross  section  4"  X  2''. 

Problem  27. 

Solve  Problem  (25)  for  a  bar  having  a  cross  section  2"  square. 

Problem  28. 

Solve  Problem  (21),  replacing  the  round  bar  with  a  bar  4"  square. 

Problem  29. 

A  close  coiled  helical  spring,  having  the  dimensions  0  =  2'',  d  *»  \"t 
n  s  12  (Art.  167),  is  subjected  to  an  axial  load  P  in  tension.  Find  the  allow- 
able load  on  the  spring  and  the  elongation  of  the  coil,  assuming  /«  »  30,000 
lbs.  per  sq.  in.,  O  -  12,000,000  lbs.  per  sq.  in. 

Note,  —  Solve  by  using  equations  (6)  and  (9)  (Art.  167). 


Digitized  by 


Google 


PROBLEMS  409 

Problem  30. 

An  open  coiled  spring,  having  the  dimensions  D  =  2",  d  =  i",  d  =  30®, 
the  number  of  turns  being  the  same  as  for  the  spring  in  Problem  (29),  is  sub- 
jected to  an  axial  load  P  in  tension.  Find  the  allowable  load  on  the  spring 
and  the  elongation  of  the  coil,  assuming  ni  »  30,000  lbs.  per  sq.  in.,  Q  a 
12,000,000  lbs.  per  sq.  in. 

Find  the  angje  of  twist  at  the  free  end  of  the  ooiL 

NoU,  —  Solve  by  use  of  equations  (15),  (28),  (27)  and  (25)  (Art.  167)  and 
compare  results  with  those  obtained  in  Problem  (29). 

Problem  31. 

Find  the  suitable  dimensions  for  a  helical  spring  of  round  wire  to  support 
an  axial  load  of  2000  lbs.  in  compression,  with  aa  axial  displacement  of  2", 
assuming /«  =  50,000  lbs.  per  sq.  in.,  G  =  12,000,000  lbs.  per  sq.  in. 

Noie,  —  Use  the  formulas  for  the  close  coiled  spring  and  determine  first 

the  value  of  the  ratio  -^ .     Having  this  ratio,  decide  on  the  values  of  d  and 

D  which  will  give  a  spring  of  correct  proportions.  Then  determine  the  length 
of  wire,  number  of  coils  and  initial  height  of  spring  necessary  to  give  the 
required  displacement. 

Problem  82. 

A  close  coiled  helical  spring,  having  the  dimensions  D  =  3",  d  =  J" 
n  —  10,  is  fixed  at  one  end  and  subjected  to  a  twisting  couple  of  400  in.  lbs. 
at  the  other,  in  a  plane  perpendicular  to  the  axis  of  the  coil.  Determine  the 
greatest  stress  intensity  and  the  angle  of  twist  at  the  free  end  of  the  coil. 

Note.  —  Use  equations  (3)  and  (5)  (Art.  168). 

Problem  33. 

An  open  coiled  helical  spring,  having  the  dimensions  £>  »  3,  d  »  }'', 
e  =  30**,  and  the  same  length  of  wire  in  the  coil  as  the  spring  in  Problem  (32), 
is  fixed  at  one  end  and  subjected  to  a  torque  of  400  in.  lbs.  about  the  axis  of 
the  coil  at  the  other.  Determine  the  greatest  stress  intensity,  the  angle  of 
twist  and  the  axial  displacement  at  the  free  end. 

iVote.  — Use  equations  (7),  (13),  (12)  and  (10),  (Art.  168)  and  compare 
results  with  those  obtained  in  Problem  (32). 

Problem  84. 

Solve  Problem  (29),  substituting  a  wire  \"  square  for  the  round  wire. 
(See  Art.  171.) 

Problem  85. 

Solve  Problem  (32)  substituting  a  wire  \"  square  for  the  round  wire.  (See 
Art.  171.) 

Problem  36. 

Solve  Problem  (31)  substituting  a  square  wire  for  the  roimd  wire. 
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CHAPTER  XI. 
CURVED  BARS. 

174.  Definition  and  Limitations.  —  A  curved  beam  may  be 
defined  as  a  bar  subjected  to  bending  by  the  action  of  external 
forces,  the  central  axis  of  which  in  the  unstrained  state  is  a  plane 
curve.  The  stresses  and  strains  due  to  external  forces  acting  upon 
a  straight  beam,  under  certain  limitations,  have  been  determined 
in  Chapters  IV  and  V.  Similar  limitations  will  be  imposed  in 
developing  the  theory  for  curved  beams,  namely:  (a)  the  ma- 
terial is  homogeneous,  (b)  the  central  axis  passing  through  the 
center  of  gravity  of  every  cross  section  is  a  plane  curve,  (c)  every 
cross  section  is  symmetrical  with  respect  to  its  line  of  intersection 
with  the  plane  of  the  central  axis,  the  term  cross  section  being  used 
to  indicate  a  section  normal  to  the  central  axis,  (d)  the  external 
forces  are  in  equilibrium  and  act  in  the  plane  of  the  central  curve. 
Under  these  conditions  the  elastic  curve  (Art.  95)  formed  by  the 
central  axis  of  the  beam  after  bending  will  be  a  plane  curve 
located  in  the  plane  of  the  original  central  curve. 

175.  Curved  Bar  Subjected  to  Uniform  Bending.  —  If  a 
curved  bar  is  subjected  to  bending,  under  the  limitations  in 
Art.  (174),  by  equal  and  opposite  couples  acting  at  the  ends,  the 
resultant  of  the  stress  on  any  cross  section  of  the  bar  will  evidently 
be  a  couple,  equal  in  magnitude  to  the  terminal  couples  and  the 
bending  moment  will  be  uniform  throughout  the  bar. 

If  the  three  assumptions,  which  were  made  in  the  theory  of 
bending  of  straight  bars  (Art.  66)  are  held  to  be  true,  however, 
the  stress  on  a  cross  section  will  not  be  uniformly  varying  and 
the  line  of  zero  intensity,  or  the  neutral  axis  of  the  stress,  will 
not  pass  through  the  center  of  gravity  of  the  section.  Hence  the 
formulas  for  the  stress  intensity  and  deflection  in  a  straight  bar 
will  not  give  correct  values  for  a  bar  having  an  initial  curvature. 

Let  Fig.  (234  a)  represent  a  curved  bar  in  the  unstrained  state 
and  AB  and  GH  two  radial  cross  sections  intersecting  the  central 
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axis  of  the  bar  at  N  and  T,  the  portion  of  the  axis  NT  being  so 
small  that  it  may  be  considered  to  be  the  arc  of  a  circle.  Let 
n  =  the  initial  radius  of  curvature  of  the  arc  NT  and  {  =  its 
length;  let  h  =  the  length  RS,  intercepted  by  the  cross  sections 
AB  and  GH  on  a  layer  at  any  distance  y  from  the  central  axis, 
and  let  ^  =  the  angle  between  AB  and  GH.    Under  the  action 


Fig.  234. 

of  two  equal  and  opposite  terminal  couples  M  (Fig.  234  6),  the 
bar  will  undergo  a  change  in  curvature  and  layers,  or  fibers, 
parallel  to  the  central  axis  and  lying  on  the  side  of  an  unstrained 
neutral  layer  opposite  to  the  center  of  curvature,  will  be  elon- 
gated, while  those  on  the  same  side  as  the  center  of  curvature  are 
shortened.  The  planes  of  the  cross  sections  AB  and  GH  will 
intersect  in  a  straight  line  passing  through  the  center  of  curva- 
ture of  NT,  the  angle  between  them  being  changed  a  small  amount 
d(tfj  where  6  represents  the  ratio  of  the  increment  in  ^  to  its  original 
value,  analogous  to  the  longitudinal  strain  e  (Art.  4).  The 
bending  moment  M  will  be  called  plus  when  it  tends  to  increase 
the  curvature  and  minv^  when  it  tends  to  decrease  the  curvature. 
We  will  let  r  =  the  final  radius  of  curvature  of  the  arc  NT, 
Co  —  the  strain,  or  extension,  in  the  central  axis  and  e  =  the 
extension  in  the  layer  at  the  distance  y  from  the  central  axis, 
the  change  in  y,  due  to  the  deformation,  being  neglected.  The 
sign  of  y  will  be  plus  when  it  is  measured  away  from  the  center 
of  curvature  and  minus  when  it  is  measured  toward  the  center, 
and  tensile  stresses  and  strains  will  be  called  plurS  and  compressive 
stresses  and  strains,  minus.  The  length  of  the  portion  of  the 
central  axis  NT,  between  the  cross  sections  AB  and  GH,  after 
bending,  will  then  be  equal  to  Z  +  eoi  and  the  length  of  the  layer 
RS  win  be  equal  toh  +  di. 
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It  will  follow  from  the  assumption  that  plane  cross  sections 
remain  plane  after  bending  that 

i  =  ri«, (1) 

Z  +  eoi  =  r(^  +  «*), (2) 

ii-(n  +  y)* (3) 

and 

Ii  +  di=(r  +  y)(^  +  «*) (4) 

Dividing  (4)  by  (3)  and  transposing, 

e  =  ^4^*+M-l (5) 


and  dividing  (2)  by  (1), 
Hence, 


i  +  ^  =  !:(^ (6) 


and  substituting  in  (5), 

e  =  !lil±»)iL±±!)_i 
r(ri  +  y) 

(l+^)(l  +  eo)      (l+^)(H-eo) 
ri  n 

Since  the  resultant  of  the  stress  on  the  cross  section  ilB  is  a 
couple,  if  we  let  /  =  the  intensity  of  the  normal  stress  at  any 
point  at  a  distance  y  from  the  central  layer  and  observe  that 
under  the  assumptions  of  the  theory 

we  shall  have 

+  Ee^JdA  =  0; 


and  hence 


rx(H-co)(i-^Jei  +  ei4=0, (8) 
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where  A  ^  the  area  of  the  cross  section  and 


«'-/^ 


+  y 

which  may  be  called  a  modified  moment  of  the  cross  section 
about  the  axis  through  its  center  of  gravity.  It  is  evident  that 
the  value  of  Qi  approaches  zero  as  n  increases. 

The  moment  of  the  couple  formed  by  the  stress  on  AB  wiU  be 
equal  to 

+  EeoJ'ydA (9) 

But  f  ydA  =0,  and  hence 

E         ^       ^'\r     nj  J  ri  +  y 

=  n(l  +  eo)(J-i)Q„ (10) 

where  Qj  =  /  — t—  ^  naay  be  called  a  modified  moment  of 

J  ri  +  y 

inertia  of  the  cross  section.    It  is  evident  that  as  ri  increases 

/ 
Q2  approaches  the  value  -- ,  the  moment  of  inertia  of  the  cross 

section,  about  the  axis  through  its  center  of  gravity,  divided  by 
the  radius  of  curvature. 
From  the  simultaneous  solution  of  (8)  and  (10)  we  obtain 

""^"EAQ, (^^^ 

and,  by  substituting  this  value  in  (10)  and  transposing, 
1      1  M 


*•      '^     EnQ,{l-^^\ 


EAQi) 
n{EAQ^-MQ,) ^^^^ 


Substituting  the  values  of  e^  and  ( j  in  (7),  we  obtain 

^  JW.  /  MA  \  I   _  MQA      MQ, 

ri  +  y\riiEAQi-MQi))y     EAqJ    EAQt 
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Hence 

^-^-ife-j) (") 

The  values  of  Qi  and  Q%  can  be  conveniently  determined  by 
writing 

where     B-nf-^, (16) 

=  0  -  rwl  +  riB  =  -  n  (il  -  B) (17) 

Substituting  the  values  of  Qi  and  Qt  in  (14) 

M       (    y         A-B\ 
^     ri(B-A)Vri  +  y         A    ) 

-        M        /B n_\  .jg. 

ri(B-A)U      r,  +  y/' ^^^^ 

If  we  let  t/o  =  the  distance  from  the  center  of  gravity  to  the 
neutral  axis  of  the  stress,  we  shall  obtain,  by  substituting  j/o  for 
y  and  putting  (18)  equal  to  zero, 

B         ri 

A      ri  +  Vo' 

and  hence 

An             A  —  B  ,^-. 

I/O  =  -g  -  n  =  — ^ —  n (19) 

Since  B  will  be  greater  than  A,  i/o  will  be  negative;  which  indi- 
cates that  the  neutral  axis  lies  on  the  same  side  of  the  center 
gravity  as  the  center  of  curvature,  or  inside  of  the  central  layer 
of  the  beam. 

An  inspection  of  (18)  will  show  that  the  greatest  stress  inten- 
sity wiU  occur  either  in  the  inside  or  the  outside  layer  of  the  bar 
and  that  the  distribution  of  the  stress  over  any  cross  section  will 
depend  on  the  value  of  B  for  the  section. 

If  the  curvature  of  the  bar  is  constant,  that  is,  if  the  central 
axis  is  a  circle,  the  value  of  B  will  be  constant  and  the  maximum 
stress  intensity  and  the  distribution  of  the  stress  on  every  cross 
section  will  be  the  same;  but,  if  the  curvature  varies,  B  will  vary 
and  hence  the  maximum  stress  intensity  will  vary  from  section  to 
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section,  although  both  the  bending  moment  and  cross  section  are 
uniform  throughout  the  bar. 

It  should  be  observed  that,  as  n  increases,  equation  (14)  ap- 
proaches the  form  of  the  equation  for  the  normal  stress  intensity 
in  the  straight  beam, 


(20) 


and  it  wiU  be  found  that,  in  cases  where  the  radius  of  curvature 
is  large  compared  with  the  dimensions  of  the  cross  section,  suffi- 
ciently accurate  results  can  be  obtained  by  using  (20 )  for  calcu- 
lating the  stress  intensity  in  place  of  the  more  complex  formulas 
(14)  or  (18). 

176.  Curved  Bar  Subjected  to  Ordinary  Bending.  —  When  a 
curved  bar  is  subjected  to  ordinary  bending  by  any  balanced 


Fig.  235. 

system  of  forces,  acting  in  the  plane  of  curvature  as  indicated 
in  Fig.  (235),  the  forces  acting  on  the  part  of  the  bar  on  either 
side  of  a  cross  section  AB  can  be  resolved  into  a  set  of  normal 
components,  acting  along  the  axis  OX,  through  0  the  center  of 
gravity  of  the  section,  a  set  of  shearing  components,  acting  along 
OY,  and  a  system  of  couples.  By  combining  these  components 
the  system  can  be  reduced  to  a  single  normal  force 

P  =  SX (1) 

acting  through  0,  a  shearing  force 

S  =  Sr, (2) 

acting  along  AB,  and  couple 

JIf  =  2Fo, (8) 
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where  F  represents  any  force  acting  on  the  beam  and  a  represents 
the  distance  from  0  to  its  line  of  action.  The  normal  component 
P  will  produce  a  uniform  stress  over  the  cross  section,  the  in- 
tensity of  which  will  be  equal  to 

^-5' w 

and  the  couple  M  will  produce  a  varying  stress,  the  intensity  of 
which  at  any  point  in  the  cross  section  will  be  represented  by 
the  equation 

Hence  the  resultant  intensity  of  the  normal  stress  at  any  point 
in  the  cross  section  wiU  be  equal  to 

/  =  /i+/. (6) 

The  neutral  axis  of  the  stress  due  to  the  bending  couple  will 
be  located  at  a  distance 

Vo  =  ^^r,  (Art.  175) (7) 

from  the  center  of  gravity,  and  the  distance  between  the  center 
of  gravity  and  the  neutrid  axes  of  the  combined  stress  can  be 
found  by  placing  (6)  equal  to  zero  and  solving  for  y. 

As  in  the  case  of  the  bar  subjected  to  uniform  bending  (Art. 
175),  when  the  radius  of  curvature  n  is  large  compared  with  the 
dimensions  of  the  cross  section,  sufficiently  accurate  results  can 
be  obtained  by  the  use  of  the  equations  for  the  straight  bar  (Art. 
126)  in  place  of  the  more  complex  equations. 

No  special  formula  for  the  intensity  s  of  the  shearing  stress 
on  a  cross  section,  or  longitudinal  layer,  will  be  deduced,  the 
ordinary  formula 

«  =  ^    (Art.  88) (8) 

being  sufficiently  accurate  when  the  radius  of  curvature  is  large; 
and,  when  the  radius  of  curvature  is  small  compared  with  the 
dimensions  of  the  cross  section,  an  accurate  determination  of  the 
shearing  stress  intensity  is  of  little  value.  If  desired  it  may  be 
approximately  estimated  by  the  use  of  equation  (8). 

It  shoidd  be  observed  that  in  a  bar  of  large  curvature  the  'proportion 
between  the  length  and  ihe  dimensions  of  the  cross  section  is  liable 
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to  be  such  thatj  unless  the  distrSmlion  of  the  stress  over  the  ends  of 
the  bar  is  similar  to  that  called  for  by  the  theory  ^  the  actual  distribur 
tion  of  the  stress  on  any  cross  section  vrill  deviate  from  the  theoretical 
(Art.  53).  Hence  for  such  cases  the  foregoing  formulas  must  be  re-* 
garded  as  empirical  and  the  values  of  the  working  stress  intensities  for 
t^6  in  the  formulas  in  any  particular  case  must  be  determined  from 
the  results  of  experiments  made  on  bars  of  the  same  maierial  and  of 
similar  dimensions  loaded  under  similar  conditions. 

177.  Graphical  Representation  of  Normal  Stress.  —  In  order 
to  determine  the  normal  stress  intensity  /  at  any  point  in  a  given 
cross  section^  it  is  necessary  to  have  the  values  of  B  and  A  for 
the  section.  The  deduction  of  the  equations  for  B  and  plots 
showing  the  variation  in  /  for  a  few  typical  cross  sections  follow. 


Fig.  236. 


Fio.  237. 


Rectangular  Section.  —  Let  h  and  h  represent  the  dimensions  of  the  section 

(Fig.  236)  and  let  XiXi  represent  the  axis  through  the  center  of  cmVature  Oi 

of  the  bar.    Let  n  =  the  distance  from  XiXi  to  the  center  of  gravity  0  of 

the  cross  section  and  take  for  dA  a  strip,  of  width  dy,  at  a  distance  y  from  0. 

Then 

h  _h 

dA  ,  r2      dy 


J  ri-\-y  J 


hri+y 
'5 


=  ri61og.(ri  + 


"L 


'fi61og. 


and 


2Ti+h 

2ri^h 


bh. 


(1) 

(2) 

The  distance  yot  from  the  center  of  gravity  to  the  neutral  axis  of  the  stress 
due  to  bending,  can  then  be  found  from  equation  (19)  (Art.  175)  and  the 
stress  intensity  /  at  any  point,  due  to  any  bending  couple  M,  can  be  found 
from  equation  (18)  (Art.  175).    The  variation  in  the  stress  intensity  across 
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the  section  is  indicated  by  the  curve  a'&',  the  intensity  BV  at  the  inside  of  the 
section,  nearest  the  center  of  curvature,  being  much  greater  than  the  intensity 
Aa'  at  the  outside. 

The  form  of  the  curve  a'h'  and  the  distance  yo  will  change  as  n  changes, 
the  neutral  axis  approaching  the  center  of  gravity  and  the  stress  intensity 
curve  a'V  approaching  the  straight  line  a"h"  as  n  increases. 

Cireular  Section.  —  Let  r  »  the  radius  of  the  circle  (Fig.  237)  and  2  b  » the 
length  of  a  strip  at  a  distance  y  from  the  center  of  gravity.  Then,  if  we  follow 
the  previous  notation, 

*2bdy 


r2bd\ 
But  bafoos^,    y  -  rghi6,    dy  ^  rdBcoee    and,  therefore, 


J    wTi-j-rBme  J ^9    fi-hrsm^ 

"a  2 

J    wL     r         ^  r»     r* (n  +  r sm.^)J 
"a 

w 

-2im(ri-Vn«-f«) (3) 

and    A   «=  rr» (4) 

The  distance  yo  and  the  stress  intensity  /  at  any  point  can  be  determined 
by  equations  (19)  and  (18),  (Art.  175)  as  before,  the  variation  in  stress  in- 
tensity being  indicated  by  the  plot  (Fig.  237). 

Any  Croas  Section. — The  value  of  B  for  any  cross  section  can  be  determined 
with  sufficient  accuracy  by  dividing  the  area  into  narrow  strips,  of  width  Ay  and 
area  AA,  parallel  to  the  principal  axis  through  the  center  of  gravity,  calculating 

the  value  of  — J —  A  A  for  each  strip  and  adding  together,  y  being  the  distance 
Ti-ry 

from  the  center  of  gravity  to  the  center  of  the  strip  in  each  case.    The  result 

obtained  by  this  process  is  represented  by  the  expression 

B  =  2-^AA (6) 

ri  -hy 

Having  B  and  A  the  values  of  yo  and  the  stress  intensity  /  can  be  calcu- 
lated in  the  same  manner  as  for  the  other  sections.  The  variation  of  the 
stress  intensity,  obtained  in  the  above  manner,  is  indicated  for  the  sections 
shown  in  Figs.  (238)  and  (239).  So  long  as  the  width  of  the  strips  used  in 
making  the  calculation  is  less  than  ^  the  total  depth  of  the  section,  the  ac- 
curacy of  the  results  will  be  sufficient  for  ordinary  purposes. 
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Variation  in  Maximum  Stress  Intensity  with  Radius  of  Cvrvaivre. — It  will  be 
observed  that,  when  y  »  —  Ci,  the  distance  from  the  center  of  gravity  to  the 
side  of  the  cross  section  nearest  the  center  of  curvature,  the  formula  for  the 
nuLTimiiTn  normal  stress  intensity  due  to  bending  may  be  written  in  the  form 


/  =  Af 


where  the  quantity 


S" 


(6) 


/. 


corresponds  to  the  reciprocal  of  the  section  modulus  /S'  »  -  in  the  formula 


S^M 


(8) 


for  the  straight  beam. 
Y  d» 


Fig.  238. 


Fig.  &9. 


A  comparison  of  the  results  given  by  equations  (6)  and  (8)  for  a  beam  of 
any  given  curvature  can  be  made  by  calculating  the  values  of  the  coefficients 

The  plot  (Fig.  240)  represents  the  variation  in  the  value  of  -^  with  the 

radius  of  curvature  in  the  case  of  a  curved  bar  of  circular  cross  section  of  unit 

radius,  the  ordinates  representing  values  of  -m  and  the  abs'cissie,  values  of 

n  B  the  radius  of  curvature  of  the  central  axis.    For  the  sake  of  comparison, 

the  value  of  -^  is  shown  by  the  straight  line.    It  will  be  seen,  for  example,  that 

when  n  s  2  the  value  of  /  given  by  (8)  is  about  38  per  cent  smaller  than  the 
value  given  by  (6)  and  that  when  ri  =  5  the  error  is  about  15  per  cent,  the 
value  given  by  (6)  gradually  approaching  the  value  given  by  (8)  as  n  increases. 
Similarly,  when  y  »  c^,  the  distance  from  the  center  of  gravity  to  the  side 
of  the  cross  section  farthest  from  the  center  of  curvature,  the  formula  for  the 
normal  stress  intensity  may  be  written 
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The  variation  of  -^  with  the  value  of  n  for  the  circular  cross  section  of 

unit  radius  is  also  indicated  in  the  plot  (Fig.  240),  the  value  of  /  given  by 
(8)  when  n  =  2  being  in  this  case  about  42  per  cent  larger  than  the  value 
given  by  (9)  and  about  15i  per  cent  larger  when  n  =  5. 

Similar  results  would  be  obtained  for  bars  with  other  cross  sections. 
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Fig.  240. 


178.  Flexure  of  Curved  Bars.  —  In  the  derivation  of  the 
formulas  for  the  stress  intensity  in  the  curved  bar  subjected  to 
bending  it  has  been  shown  that  the  central  axis  undergoes  a 
change  both  in  curvature  and  length  and  hence  the  displacement, 
due  to  bending,  of  any  point  on  the  axis  will,  in  general,  be  the 
resultant  of  two  component  displacements  in  the  directions  of 
any  pair  of  coordinate  axes  which  may  be  chosen. 

Let  ODC  (Fig.  241)  represent  the  central  axis  of  a  curved  bar 
before  bending.  The  components  of  the  displacement  of  any 
point  0  relative  to  the  point  C  can  be  determined  in  the  follow- 
ing manner.  Let  (xi,  yi)  be  the  coordinates  of  C  with  respect  to 
any  pair  of  coordinate  axes  with  the  origin  at  0.  Let  dx  =  the 
displacement  of  0,  relative  to  C,  in  the  direction  OX,  dy  =  its 
displacement  in  the  direction  OY  and  da  «  the  change  in  the 
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angle  between  the  tangents  at  0  and  C,  due  to  bending  the  bar. 
Let  D  be  the  center  of  gravity  of  any  cross  section  of  the  bar, 
whose  coordinates  are  (x,  y)f  a  =  the  angle  between  the  tangent 
at  D  and  OX,  M  =  the  bending  moment,  Vi  =  the  initial  radius 
of  curvature  and  r  =  the  final  radius  of  curvature  of  the  central 
axis  at  the  point  D.  Following  the  notation  in  the  preceding 
articles  and  combining  equation  (12)  (Art.  175)  with  equation 
(19)  (Art.  167),  we  obtain  the  following  expression  for  the  change 
in  curvature  at  A, 

^  -  ^  -  1  =  MA 

ds^r      n     ri(EAQt-MQi)' ^^^ 

where  di  =  the  change  in  .da,  the  difference  of  the  slopes  of  the 
tangents  at  the  ends  of  the  length  ds  of  the  central  curve  at  Z>. 

We  will  let  OF  represent  the  resultant  displacement  and  OE 
and  EFf  the  component  displacements  in  the  directions  OX  and 
OYj  of  the  point  0,  due  to  the  change  in  curvature  in  the  length 
ds  only,  while  the  curvature  of  the  remainder  of  the  central  axis 
is  considered  as  remaining  unchanged. 

•Then,  if  we  let  OD  =  the  length  of  the  chord  from  0  to  the 
point  (x,  y)  we  shall  have,  neglecting  signs, 

OE  =  d  (8x)  =  OF  •  coqEOF  =  OD  •  di  •  co&EOF 

=  OD^co&ODK'di^ydi; (2) 

and 

^F  =  d  («!/)=  OF .  sin  EOF  =  OD  •  di  •  sin  EOF 

=  OD'SmODK'di  =  xdi (3) 

Substituting  the  value  of  di  from  (1)  in  equations. (2)  and  (3) 
and  integrating,  we  obtain 


^  ^f"^'  =£7n iEAQ^t  MQO''^'  •"  •    •     (') 

ay  =  -fxdi  =  -£7-(^^^l  MQ^fds.     .     (6) 

For  the  change  5a,  in  the  angle  (oo  —  ai)  between  the  tangents 
at  0  and  C,  we  have 

da  =  fd{6a)  =  fdi  =  r'''—-—MA—_^ds.    .      (6) 

It  will  be  observed  that  when  the  central  axis  is  concave  toward 
OX  and  M  is  positive,  as  indicated  (Fig.  241),  5x  and  da  are  posi- 
tive and  dy  is  negative. 
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When  the  bending  moment  is  negative,  or  when  the  curvature 
of  the  central  axis  relative  to  OX  is  reversed,  the  signs  of  the  dis- 
placements can  be  easily  determined.  When  the  curvature  is 
comparatively  small,  that  is,  the  radius  of  curvature  of  the  cen- 


A 


Ay/  I 


:^4t8i. 


If- 


«i- 


FiG.  241. 


tral  axis  is  several  times  the  dimensions  of  the  cross  section  of 
the  bar, 

Qi  =  0  (nearly)  and  Q2  =  -  (nearly)  (Art.  175) 
and  equations  (1),  (4),  (5)  and  (6)  reduce.to 

ds      r      fi      Er 


i-O 
Jx-O 


EI 


xds, 


-x,M 
EI 


(7) 

(8) 

(9) 

(10) 


The  above  equations  evidently  reduce  to  the  equations  for  the 
straight  beam  (Arts.  95-96)  when  -  =  0  and  the  axis  OX  is  taken 
to  coincide  with  the  central  axis  gf  the  beam. 
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In  the  deduction  of  the  foregoing  equations  the  effect  of  the 
component  displacements  due  to  the  change  in  length  of  the  axis 
of  the  bar  has  been  neglected,  as  these  are  small  compared  with 
the  displacements  due  to  the  bending  and  in  many  cases  will 
have  no  appreciable  effect  on  the  results. 

The  expressions  for  the  component  displacements  ^  and  5^', 
due  to  the  change  in  length  of  the  axis,  may  be  determined  as 
follows:  Let  P  =  the  resultant  normal  force  acting  on  the  sec- 
tion at  D  (Fig.  241)  which  is  assumed  to  be  positive,  if  tension, 
and  negative,  if  compression.  The  strain  in  the  central  axis  will 
then  be  the  resultant  of  the  strain  due  to  the  normal  force  P 
and  that  due  to  the  bending  moment  M  (equation  11,  Art.  175)  or, 

^     AE     EAQt     AE^EAri ^^^^ 

If  the  expansion,  or  contraction,  due  to  temperature  change 
is  to  be  allowed  for,  we  should  add  to  the  value  of  e©  given  by 
(11)  the  quantity  eT,  where  e  =  the  coeflScient  of  linear  expan- 
sion of  the  material  in  the  bar  and  T  =  the  temperature  change, 
in  which  case 

^=A+^.+'=^' (^2) 

the  value  of  T  being  plus  when  the  temperature  increases. 

The  change  in  the  length  ds,  due  to  the  strain  ^,  will  he  e^da 
and  the  component  displacements  at  0  in  the  directions  OX 
and  OY,  due  to  the  change  in  the  length  ds  alone,  will  be  re- 
spectively equal  to 

—6b  cos  a  (fa  =  —  «b  j^ds  =  —  6bd» 

and 

—  eosina^fa  =  —  «b-^<fa=  —  ^dy, 

the  negative  signs  indicating  that  for  the  bar  shown  the  displace- 
ments along  OX  and  OY  are  negative  when  e^  is  positive. 

Hence  the  total  displacements  in  the  directions  OX  and  OY 
due  to  the  total  change  in  length  of  the  portion  OC  of  the  central 
axis  will  be  respectively  equal  to 

Sxf 


'        eodx. (13) 

»!/'=-  [""eody; (14) 
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and  hence  the  resultant  displacements^  due  the  combined  bend- 
ing, axial  thrust  and  temperature  changes,  will  be  equal  to 

/»x-«*i  MA 


and 


The  change  in  (oo  —  ai),  due  to  the  strain  e^  in  the  length  ds  alone, 
ill  be  — —  and  the  total  incre: 
change  in  length  of  OC,  will  be 


will  be  — —  and  the  total  increment  in  (oq  —  ai),  due  to  the  total 


5a' =  r^^^^ds (17) 

Jx»0     Ti 

Hence  the  total  change  in  (oo  —  ai),  due  to  combined  bending, 
thrust  and  temperature  changes,  will  be 

,-0   riiEAQi-MQiY 


t/x- 


In  ordinary  cases  the  above  equations  are  too  complex  to  be  of 
practical  value  and,  except  in  cases  in  which  the  curvature  is 
large  compared  with  the  cross  section  of  the  bar,  the  following 
approximate  forms  are  sufficiently  accurate: 

^--jC?^-'^-jr7(:&+*r)d,,.  (20) 

When  the  normal  thrust  P  and  the  temperature  change  T  are 

p 
small  compared  with  the  bending  moment  M,  the  terms  -t-«  and 
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tT  in  equations  (19),  (20)  and  (21),  can  be  omitted  without 
causing  a  serious  error  and  the  equations  reduce  to  the  forms  in 
equations  (8),  (9)  and  (10).  When  the  bar  is  of  uniform  cross 
section  all  of  the  foregoing  equations  are  simplified  by  making 
E,  A  and  /,  or  Qi  and  Q2,  constant  and,  when  the  bending  is 
uniform,  the  equations  are  simplified  by  making  M  constant. 

179.  The  Hook.  —  An  approximate  method  of  determining 
the  stresses  in  a  hook,  or  an  open  link,  by  use  of  the  straight 
beam  formula  has  been  discussed  in  Art.  (133).  Owing  to  the 
curvature,  the  results  obtained  by  this  method  are  evidently 
incorrect  and  a  solution  by  the  method  of  Art.  (176)  will  give 
much  more  accurate  results. 


Fig.  242. 

Let  the  hook  (Fig.  242)  be  subjected  to  a  pull  W  along  the  line  CD.  Let 
a  »  the  distance  from  the  line  of  action  of  TT  to  the  center  of  gravity  0,  of 
the  cross  section  AB  which  is  perpendicular  to  CD.  Let  n  »  the  radius  of 
curvature  of  the  central  axis  of  the  hook  at  0.  Then  from  Art.  (176)  we 
obtain  for  the  stress  intensity  at  any  point  in  ABy 


f^f^+f*  =  A'^r,{B^A)  (A^n+y)- 


(1) 


It  should  be  observed  that  in  this  case  P  =  if ,  M  =  -Wa  and  the  great- 
est stress  intensity  will  occur  at  the  point  A  for  which  y  ■■  — Ci. 
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180.  The  Circular  Ring.  —  If  a  circular  ring  of  uniform  cross 
section  and  material  is  subjected  to  a  pull  by  two  equal  and  oppo- 
site forces,  acting  along  a  dkm- 
eter,  the  greatest  stress  intensity 
and  the  deformation  in  the  ring 
can  be  determined  in  the  follow- 
ing manner: 

First  Sdutian,  —  Let  n  =  the  ra- 
dius of  the  central  axis  of  the  ring 
(Fig.  243)  before  the  load  is  applied 
and  let  PT  »  the  load,  acting  along 
the  diameter  CC\  Let  Me  =  the 
bending  moment  at  the  cross  section 
at  Cf  Mo  ~  the  bending  moment  at 
the  cross  section  at  0  on  the  diam- 
eter OXf  perpendicular  to  CC,  M  ^ 
the  bending  moment  at  any  cross 

section  D  and  a  « the  angle  between  the  tangent  to  the  central  axis  at  D 

and  OX. 

The  stress  on  the  cross  section  at  0  will  be  the  resultant  of  a  uniform 

W 
normal  stress  P©  =  -5-  and  a  varying  stress,  whose  resultant  is  the  couple  Mo. 

The  stress  on  the  cross  section  D  will  be  the  resultant  of  a  uniform  normal 
stress, 


a  shearing  stress, 


W 

•'  Po  sin  a  =  -X-  sin  a, 


W 
Pocosa  »  -^cosa, 


(1) 


(2) 


(3) 


and  a  varying  stress,  whose  resultant  is  the  couple 

Wr 

Af  =  Afo  +  Po  (n  —  n  sin  a)  =  M 0  +  -5-^  (1  —  sin  a).  . 

The  stress  on  the  cross  section  at  C  to  the  left  of  W,  will  be  the  resultant 
of  a  shearing  stress, 


and  a  varying  stress,  whose  resultant  is  the  couple 

Mc 


'  Afo  4-  -2  n. 


(4) 


(6) 


An  approximate  solution  for  the  value  of  ATo  can  be  made  as  follows:  It 
will  be  observed  that  under  the  load  W  the  diameter  CC  will  increase  and  the 
diameter  00*  will  diminish  and  that  the  change  in  the  angle  between  the 
tangents  to  the  central  axis  at  the  points  0  and  C,  due  to  the  distortion,  will 
be  equal  to  zero. 
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Henoe,  by  subetituting  the  above  value  of  M  in  equation  (10)  (Art.  178), 
the  codrdinates  of  the  point  C  being  (xi,  yO,  we  obtain 

But  d9  »  — fi  da  and  hence 

««=  -^X°[i»fo+^*(l-8ina)]rida 
2 


«  -  gj  TAffyTia  +  -^  (a  +  C0Ba)j^ 

2 


and  solving  for  ATo, 

"-^('-i)-MH) <» 

Substituting  the  value  of  Mo  in  (3),  we  obtain 

M-^(l-58in«)-Fn(i-i8ina);    .....(») 

and  from  (5)  we  obtain 

i»f.  =  ^ (10) 

which  is  the  greatest  bending  moment  in  the  ring.  It  will  be  observed  that 
the  bending  moment  Mc  is  positive  and  that  Mq  is  negative.  There  wiH  be  a 
point  N,  between  0  arid  C,  at  which  the  bending  is  equal  to  zero,  which  may 
be  located  by  putting  (9)  equal  to- zero  and  solving  fpr  a',  the  angle  between 
the  tangent  at  N  and  OX,  which  will  give, 

a'-sin-^? '.   .   (11) 

The  greatest  normal  stress  intensity  on  any  cross  section  D  (Fig.  243)  will 
be  located  at  the  inside  of  the  section  and  will  be  represented  by  equation  (6) 
(Art.  176)  or,  if  we  substitute  the  values  of /i  and  ft  in  terms  of  the  normal 
stress  (equation  1)  and  the  bending  moment  (equation  0), 

/-^«no,+      \g_^^    /(■■-■_—),    ...     (12) 

where  ci  —  the  distance  of  the  inside  of  the  cross  section  from  the  central 
axis  0(7. 

At  the  cross  section  0  equation  (12)  reduces  to 


W   ^(i     2)  /B         n    \ 


(13) 


which  is  the  maximum  tensile  stress  intensity  in  the  ring;  and  at  the  cross 
section  C  equation  (12)  reduces  to 
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which  is  a  compressive  stress  and  is  the  maximum  intensity  of  stress  in  the 
ring. 

The  norpal  stress  intensity  at  the  outside  of  the  ring  can  be  readily  ob- 
tained by  substituting  cs,  the  distance  from  the  center  of  gravity  to  the 
outside  of  the  cross  section,  for  — Ci  in  equations  (12),  <13)  and  (14). 

The  change  in  the  length  of  the  diameters  00'  and  CC  can  be  approxi- 
mately determined  by  substituting  the  values  of  cte  a  —  fj  da,  i^  =  n  cos  a, 
X  »>  n  (1  —  sina)  and  the  value  of  M  from*  equation  (9)  in  equations  (8) 
and  (9)  (Art.  178)  and  obtaining  the  displacements  of  0,  relative  to  C,  in  the 
directions  OX  and  OF,  as  follows: 

fix  =  "'EiJ    ^^i( ^^majr^coBada 

2 
TTri*  ri  .  1  .  ,   no 

-^e-a ' <>« 

^  "  m  J^^^\^~'2^^*^l^^^^  -8ina)da 
2 

-'^[f+(i+9«-+!-i-»-]: 

-^B-i] •."...  a.. 

Since  hx  is  positive  the  diameter  00'  will  be  shortened  and  the  total  de- 
crease will  be  equal  to 

"""^-^(l-i)-. «" 

and,  since  dy  is  negative,  the  diameter  CC  will  be  lengthened  and  the  total 
increase  will  be  equal  to 

,(CC')=?^(i-i) (18). 

Second  Solution,  —  In  the  preceding  solution,  by  use  of  the  approximate 
equations  (7-9)  (Art.  178),  the  stress  due  to  the  normal  force  P  and  the  effect 
of  the  curvature  on  the  distribution  of  the  stress  due  to  bending  have  been 
neglected.  A  more  accurate  solution  can  be  made  by  use  of  the  more  exact 
forms  of  the  equations  for  the  displacements  as  follows: 

By  substituting  the  values  Q,  =  (A  -  B)  and  0«  =  -  fi  (A  -  B)  (Art. 
176)  in  equation  (18)  (Art.  178),  we  obtain 

M  M 

and,  assuming  no^  temperature  change  and  that  ^-r — j^^  =  g-r-   (very 

nearly)  for  any  allowable  bending  moment,  equation  (19)  will  reduce  to 

'--/.r-i>#3(E;)+a*^  ■■■•<»> 
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Substituting  the  values  of  M  and  P,  from  equations  (3)  and  (1),  in  equation 
(20)  and  observing  that  the  change  in  the  angle  between  the  tangents  at 
0  and  C,  due  to  the  distortion  of  the  ring  (Fig.  243),  is  sero,  we  have 

2 

Reducing  (21),  we  obtain 

j]^[B(?^°  +  Pr)-APr8in«]da-0; (22) 

3 

and  integrating, 

.bQ^  +  w)1  +  AW~0; 

and  solving  for  Af o,  we  have 

«-e-?j-'')?-'?(M)-^"a-i)  ■  ™ 

Substituting  the  value  of  Mo  in  (3),  we  have 

^~(5-i-«)=^^'(A-i-->  •    •  <^> 

and,  by  substituting  in  (5),  we  obtain 

M.-^ (25) 

The  point  N^  at  which  the  bending  moment  is  zero,  may  be  located  by 
placing  (24)  equal  to  zero  and  solving  for  a',  the  angle  between  the  tangent 
at  N  and  OX,  which  will  give 

o'-sin-ll (26) 

For  the  greatest  normal  stress  intensity  at  any  cross  section  D,  we  have 


and  for  the  cross  section  at  0  the  greatest  intensity  will  be 

^      2A^      (B-A)       \A      n-cj ^"^^ 

and  for  the  cross  section  at  C, 

/  ^^         /^  rt    \  ^^. 

•^"irB(B-A)U""Jrr^/ ^^ 

which  is  the  greatest  normal  stress  intensity  in  the  ring.  The  equations 
for  the  stress  intensity  at  the  outside  of  the  ring  at  the  cross  sections  D,  O 
and  C  can  be  obtained  by  substituting  cs  for  —  ci  in  equations  (27),  (28) 
and  (29). 
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Tlie  variation  in  the  bending  moment  and  the  stress  intensities  at  the  in- 
side, or  irUradoSf  and  at  the  outside,  or  extrados,  of  the  ring  is  represented  by 
the  diagram  (Fig.  244). 

The  variation  in  Af  for  a  ring  of  circular  cross  section,  of  radius  r  »  1 
and  having  the  proportions  fi  »  3  r,  is  shown  by  the  curve  on  the  left  of  the 
central  axis  CC,  which  is  constructed  by  plotting  the  values  of  M  at  the 
different  cross  sections  radially  from  the  central  axis  of  the  ring  as  a  base 
line,  positive  values  of  M  being  measured  outward  and  negative  values  in- 
ward from  the  base  line. 


Fig.  244. 

The  variation  in  the  stress  intensity  at  the  intrados  of  tlie  ring  is  shown 
by  the  curve  in  the  upper  right-hand  quadrant,  tensile  stress  intensities  being 
plotted  radially  outward  and  compressive  stress  intensities  radially  inward 
from  the  central  axis  as  a  base  line.  Similarly,  the  diagram  in  the  lower  right- 
hand  quadrant  represents  the  variation  in  the  stress  intensity  at  the  extrados 
of  the  ring,  tensile  stresses  bein^  measured  outward  and  compressive  stress 
intensities  inward  from  the  central  axis. 

It  will  be  observed  that  the  greatest  tensile  stress  intensity  is  located  at 
the  intrados,  at  the  sections  0  and  O',  and  that  the  greatest  compressive 
stress  intensity  is  located  at  the  intrados,  at  the  sections  C  and  C\  and  that 
the  latter  is  the  maximum  stress  intensity  for  the  entire  ring. 

To  determine  the  change  in  the  diameters  00*  and  CC  we  have,  by  substi- 
tuting the  values  of  Qi  and  Qt  in  (1)  (Art.  178), 

MA MA M  .  , 

ri  (AEQt  -  MQi)  "  {B  ^  A)  n  {EAn  +  M)"  {B-A)  En^  ^^®^  nearly;; 
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and,  aflwimmg  thAt  there  is  no  change  in  temperature,  equation  (15)  (Art.  178), 
for  the  displacement  of  0  relative  to  C  in  the  direction  OX,  will  reduce  to 

and  equation  (16)  (Art.  178),  for  the  displacement  of  0  relative  to  C  in  the 
direction  OY,  will  become 

Substituting  the  values  x  »  n  (1  —  sin  a),  i^  «  n  cos  a,  ds  »  — n  da,dx  = 
— fi  cos  a  da,  dy  =  — ri  sinada,  P  =  -^edna  and  M  «  if fi  f  yj ^  sin  a  j 

in  the  above  equations  and  observing  that  when  x  »  0,  a  ->  x  and  when  x  «  Xi, 
a  a  0,  we  obtain 

2 
3 

^       TFn       (A      1\     TFn, 
and 

2 
2 

Wn       r^i      IT  ■  l/B-AXT      TTn  .^,. 

(B-A)J^LBt     8'^2\    B     yj     irB^-       •   *     ^**^ 

Since  axi  is  positive,  the  diameter  0(y  will  be  shortened  and  the  total 
decrease  will  be  equal  to 

xfnry\         2^n      /A       1\     2Wri 

and,  as  <yi  is  negative,  the  diameter  CC  will  be  lengthened  and  the  formula 
for  the  total  increase  may  be  written 

The  following  approximate  expressions  for  the  change  in  diameters,  as 
accurate  as  the  conditions  of  loading  in  ordinary  cases  will  warrant  the  use  of. 
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can  be  obtained  by  oombining  the  approximate  values  for  the  change  due  to 
bending  only,  given  by  (17)  and  (18),  with  the  change  due  to  the  normal  com- 
ponent P,  represented  by  the  last  term  in  (34)  or  (35): 


•««-)-^(i-|)-IS^ 


(36) 
(37) 


181.  Chain  Links. 


The  simplest  form  of  a  chain  link  is 
made  up  of  semicircular  ends 
and  straight  sides  as  indicated  in 
Fig.  (245),  the  pull  being  applied 
along  the  central  axis  CC.  If 
the  theories  for  determining  the 
stresses  in  curved  bars  and  in 
straight  bars  were  rigidly  adhered 
to,  there  would  be  a  sharp  change 
in  the  distribution  of  the  stress 
at  the  cross  sections  0,  0',  etc., 
where  the  curved  and  straight 
parts  join.  Assuming  that  this 
change  takes  place  id  a  very  short 
distance  in  the  neighborhood  of 
these  cross  sections,  an  approxi- 
mate solution  for  the  stresses 
may  be  obtained  as  follows: 

Letting  W  -  the  load  and  Mo,  Me  and  M  represent  the  bending  moments 
at  0,  C  and  D,  as  before,  (Art.  180),  we  have 


Af  =  i»fo  +  ^*(l-sina). 


(1) 


The  change  in  the  angle  between  the  tangents  at  Q  and  C  due  to  the  load 
W  will  be  zero  and,  if  there  is  no  temperature  change  and  we  assume  that  the 
change  in  the  angles  between  the  tangents  at  0  and  G,  for  the  straight  por- 
tion OG,  is  equal  to 

o-gj  (eqiiation  10,  Art.  97), 

and  that  the  change  in  the  angle  between  the  tangents  at  0  and  C,  for  the 
curved  portion  OC,  is  equal  to 

i/("¥"^^^^i"^^'0  (equation  7,  Art.  180), 
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we  have 


A[«'.i-'¥(-i)+^]-° 


....     (2) 
and  solving  for  Mo, 


Substituting  in  (1)  and  reducing  we  obtain 

-mHi^-^'>  ■■■■ <« 

end  at  Cf  where  a  »  0, 

".-'^^e^) <»> 

Substituting  in  the  equation  for  the  greatest  normal  stress  intensity  at  any 
cross  section  D,  we  have 

.      TTsina  .  W        /a  +  2ri        .     A /^  n     \. 

for  a  cross  section  just  to  the  left  of  C,  the  greatest  normal  stress  intensity 
will  be  equal  to 

W        /a  +  2r,\/B t^\ 

'      2{B-A)\a+rrJ\A     n-ej ^'' 

for  a  cross  section  at  O,  assuming  the  distribution  of  stress  to  be  that  in  the 
curved  bar,  the  greatest  normal  stress  intensity  will  be  equal  to 

•''■2A^2(B-A)Va  +  »ri       ^  J\A     n-cxj'''     ^^^ 

and  for  any  cross  section  between  0  and  G,  assuming  the  distribution  of  stress 
to  be  that  in  the  straight  bar,  the  greatest  normal  stress  intensity  will  be 
equal  to 

f^W^_  Wrici/a±2n  _  ,  \      X,      ^nVi/2~x\ 

^      2A        2/   \fl  +  *ri         J      2A         2/    \a+7rrj'    '     ^^' 

The  preceding  equations  give  the  stress  intensities  at  the  inside  of  the 
link,  where  y  —  —  Ci.  The  expressions  for  the  stress  intensities  at  the  outside 
of  the  link,  at  the  cross  sections  D,  C,  0  and  (7,  can  be  obtained  by  substitute 
ing  Ci  for  — Ci  in  equations  (6),  (7),  (8)  and  (9). 

A  comparison  of  results  will  show  that  in  a  link  of  circular  cross  section 
the  greatest  intensity  of  the  tension  on  the  cross  section  at  C  will  exceed  that 
on  the  cross  section  at  G,  calculated  from  equation  (9);  and  that  the  greatest 
intensity  of  the  normal  stress  in  the  link  will  be  the  compressive  stress  at  the 
inside  of  the  cross  section  at  C. 

182.  The  Spiral  Spring.  —  The  flat  spiral  spring  of  the  type 
used  for  driving  clocks  and  other  mechanisms  is  usually  made  up 
of  a  strip  of  metal  of  rectangular  cross  section,  fastened  to  a  pin 
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at  the  center  0  and  held  by  a  hinge  connection  at  the  end  A 
(Fig.  246).  Usually  the.  hinge  A  is  stationary  and  the  spring  is 
wound  up  by  turning  the  pin  0,  but  obviously  the  stress  and  the 
distortion  in  the  spring  would  be  the  same  if  the  pin  0  were  fixed 
and  the  winding  were  done  by  pulling  the  end  A  around  the 
central  axis. 


If  P  »  the  force  applied  at  A,  in  the  direction  of  the  tangent  to  the  spiral, 
the  stress  at  any  section  D  will  be  the  resultant  of  a  force  equal  and  parallel 
to  P,  acting  through  the  center  of  gravity  of  the  section,  and  a  couple  M  » 
Py.  For  different  sections  of  the  spiral,  the  couple  M  will  have  values  vary- 
ing from  0  to  Pyi  and  the  average  value  will  be  nearly  equal  to 

M^Pa (1) 

The  force  P,  acting  at  the  center  of  gravity  of  any  section,  may  be  resolved 
into  a  normal  and  shearing  component  and  the  values  of  each  of  these  com* 
ponents  will  vary,  through  the  length  of  the  spiral,  from  a  minimum  sero  to 

a  rnRirirniiTTi  P. 

Except  possibly  in  the  portion  close  to  the  center,  the  radius  of  curvature 
will  be  so  large,  compared  with  the  depth  of  the  cross  section,  that  the  formulas 
for  the  straight  beam  will  give  accurate  values  for  the  stress  intensity. 

The  greatest  bending  moment  occurs  at  B  and  is  equal  to 

3fo  =  Pyi  =  2 Pa  (nearly); (2) 

and  hence  the  greatest  stress  intensity  due  to  bending  will  be  equal  to 


/  = 


Afoc 


(3) 


the  section  modulus  of  the  spring,  this  stress  intensity  being 


where  -  • 
c 

greater  than  that  near  the  center,  where  the  curvature  is  greater  but  the 

p 
bending  moment  is  only  half  as  large.    The  stress  intensity  -j ,  due  to  the 

normal  component  P  at  the  section  B,  will  evidently  be  compression  but 
will  be  BO  smaU  as  to  be  negligible. 
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The  angular  displaoement  a,  of  the  point  A  relative  to  0,  may  be  esti- 
mated by  substituting  the  average  value  of  M  (equation  1)  in  equation  (10) 
(Art.  178)  and  integrating  over  the  entire  length  of  the  spiral;  this  angular 
displacement  evidently  being  equal  to  the  change  in  the  angle  between  the 
tangents  to  the  curve  at  A  and  O.    Hence 

Mr-'  Ml      Pal  ,.. 

""mj.^o^^Ti'Ei ^*> 

The  resilience  of  the  spring  in  terms  of  the  above  value  of  a  will  be  equal  to 

^-  2^-  2^/"2J?c«'^' ^^^ 

where  /  »  the  greatest  intensity  of  stress,  p  «  the  radius  of  gyration  of  the 
cross  section  and  V  ^  the  volume  of  the  spring. 
If  the  section  is  rectangular 

«--A^' («) 

183.  The  Carriage  Spring.  —  The  ordinary  type  of  carriage 
spring  is  made  up  of  curved  bars,  or  leaves,  clamped  together  at 
the  center  in  the  manner  indicated  in  Fig.  (247). 


^^^^^B 


Fig.  247. 

The  flexibility  of  the  spring  is  increased,  without  diminishing 
the  strength,  by  shortening  the  successive  leaves  as  shown  in  the 
sketch.  The  curvature  of  the  leaves  in  the  initial  state,  before 
clamping  together,  varies;  the  curvature  of  the  shortest  leaf  being 
the  greatest  and  that  of  the  others  being  diminished  as  the  length 
is  increased. 

The  object  of  this  is  to  attain  the  condition  that  the  pressure 
between  any  two  successive  leaves  of  the  built-up  spring  shall 
be  concentrated,  as  nearly  as  possible,  at  the  ends  of  the  shorter 
of  the  two  leaves. 
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Assuming  that  this  condition  is  realized,  the  pressure  at  B  between  the 

first  and  second  leaves  of  the  spring,  due  to  a  load  W  at  the  center  C,  will  be 

W 
equal  to  -^  and  the  bending  moment  in  the  portion  OB  of  the  first  leaf  will 

be  uniform  and  equal  to 

M=fa, (1) 

where  a  =  the  horizontal  distance  between  A  and  B. 

Therefore,  if  the  portion  of  the  leaf  BO  is  of  uniform  section  and  the  end 
BA  is  tapered,  by  varying  the  breadth  alone  as  indicated,  or  in  any  other 
way,  so  as  to  form  as  nearly  as  possible  a  beam  of  uniform  strength  (Art. 
85)  the  greatest  fiber  stress  throu^out  the  leaf  will  be  constant;  and  hence, 
since  the  radius  of  curvature  is  large  compared  with  the  depth  of  a  cross  sec- 
tion, the  greatest  intensity  of  stress  will  be  given  by  the  formula    • 

f-f'^l (2) 

w 

Similarly,  the  pressure  between  the  second  and  third  leaves  wiU  be  -r- 

and,  if  the  horizontal  distance  between  B  and  C  is  equal  to  a,  the  bending 
moment  in  the  portion  00  of  the  second  leaf  will  be  uniform  and  equal  to 
that  in  (1).  Hence,  if  the  cross  section  of  the  portion  OC  is  the  same  as  that 
in  the  first  leaf  and  the  end  CB  is  tapered  in  the  same  manner  as  the  end  BA, 
the  maximum  stress  intensity  throughout  the  second  leaf  will  be  the  same  as 
in  the  first  leaf. 

It  wiU  follow,  if  the  successive  leaves  are  designed  with  the  same  tapered 
ends  and  the  central  portions  with  the  same  cross  section,  that  the  maximum 
stress  intensity  throughout  the  spring  will  be  the  same. 

The  deflection  of  the  spring  may  be  estimated  as  follows :    Since  the  straight 
portions  of  all  the  leaves  are  assumed  to  be  subjected  to  the  same  uniform 
bending  moment  the  change  in  curvature  of  all  will  be  the  same  and,  since  * 
the  initial  curvature  is  small,  will  be  equal  in  magnitude  to 

If  the  ends  are  tapered,  as  shown  in  the  sketch,  the  change  in  curvature 
of  the  end  BA  will  also  be  equal  to  the  value  represented  by  (3)  (see 
eqiiation  2,  Case  a.  Art.  103). 

Hence,  for  the  magnitude  of  the  deflection  of  0  relative  to  the  supports 
A  and  D,  we  have 

MP       WdP  ,^  .   .   ^-.  ,-v 

'^^Tei^WeT^^'^''^^'^^^ ^^^ 

The  actiial  deflection  in  the  spring  will  differ  from  this,  owing  to  the  effect 
the  friction  between  the  leaves  and  the  fact  that  the  ideal  conditions  im- 
posed in  the  theory  are  not  realized  in  the  actual  spring. 
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184.  Problems  —  Curved  Bars. 

Problem  1. 

Find  the  moment  of  resistance  of  each  of  the  cross  sections  shown  in  Fig. 
(248)  assmning  the  central  axis  of  the  member  in  each  case  to  be  a  curve 
lying  in  the  plane  of  symmetry  AB  and  that  the  radius  of  curvature  of  the 
central  axis  is  20''  and  the  greatest  normal  stress  intensity  is  5000  lbs.  per 
sq.  in 


Problem  2. 

Solve  Problem  (35)  (Art.  134),  using  the  formula  for  the  curved  bar. 

Problem  3. 

Find  the  load  that  may  be  carried  by  a  hook,  having  the  cross  section  shown 
in  Fig.  (249),  the  center  of  curvature  of  the  central  axis  being  in  the  line  AB 
produced  and  3"  to  the  right  of  B.  Assume  /  =  8000  lbs.  per  sq.  in.  and  that 
the  line  of  action  of  the  resultant  load  passes  through  the  center  of  curvature. 


3 


Fig.  249. 


I 

1 

1 
1 
1 

Jc. 

^^nf^ 

^9m^ 

Fia.  250. 

FiQ.  251. 


Problem  4. 

Find  the  greatest  intensity  of  the  tensile  and  compressive  stress  in  a  hook, 
having  the  cross  section  shown  in  Fig.  (250),  the  center  of  curvature  of  the 
central  axis  being  in  the  axis  of  symmetry  AB  and  3"  to  the  right  of  B,  The 
load  is  20,000  lbs.  and  its  line  of  action  passes  through  the  center  of  curvature. 

Problem  6. 

Find  the  pressure  that  may  be  exerted  by  a  curved  rocker  arm,  having  the 
cross  section  shown  in  Fig.  (251),  the  center  of  curvature  of  the  centml  axis 
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being  in  the  axis  of  symmetry  AB  and  25''  to  the  right  of  B,  The  line  of 
action  of  the  resultant  pressure,  exerted  by  the  arm  is  30"  to  the  right  of  B. 
The  greatest  allowable  intensity  of  the  nornval  stress  is  6000  lbs.  per  sq.  in. 

Problem  6. 

Find  the  stress  intensities  at  the  intrados  and  the  extrados  at  the  cross 
sections  0  and  C  of  the  circular  ring  (Fig.  243),  due  to  a  pull  of  6000  lbs.  through 
the  center  of  the  ring,  asauming  the  cross  section  to  be  \V'  diameter  and  the 
radius  of  the  central  axis  to  be  equal  to  3": 

(a)  By  the  first  method  (Art.  180); 

(b)  By  the  second  method  (Art.  180). 

Problem  7. 

Find  the  decrease  in  the  diameter  00'  and  the  increase  in  the  diameter 
CC  of  the  ring  given  in  Problem  (6) : 

(a)  By  the  first  method  (Art.  180); 

(b)  By  the  second  method  (Art.  180). 

Problem  8. 

Find  the  allowable  load  W  for  a  chain  link  (Fig.  245)  having  a  cross  section 
\"  diameter,  the  radius  of  the  central  axis  at  the  ends  being  \Y*  and  the 
length  of  the  straight  portion  1}".  The  greatest  allowable  intensity  of  nor- 
mal stress  IB  8000  lbs.  per  sq.  in.  Find  the  greatest  intensity  of  the  tensile 
stress  in  the  straight  portions  of  the  link. 
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CHAPTER  XII, 
ARCHES  AND  CATENARIES. 

185.  The  Arch.  —  An  axch  may  be  defined  as  a  member,  or 
structure,  whose  central  axis  is  a  plane  curve  which  is  attached 
through  hinges,  or  otherwise,  to  fixed  or  unyielding  supports  and 
is  usually  designed  in  stich  a  manner  that  the  bending  moments 
due  to  transverse  loading  are  offset,  as  largely  as  possible,  by  the 
moments  of  the  reactions  at  the  supports.  In  very  special  cases 
bending  may  be  eUminated  entirely,  the  resultant  of  the  stress 
at  every  cross  section  coinciding  with  the  central  axis.  The  arch 
may  be  solid,  having  a  cross  section  similar  to  that  of  a  beam  or 
built-up  girder,  or,  it  may  be  a  braced  arch,  made  up  of  tension 
and  compression  members  Uke  a  simple  truss.  We  shall  consider 
the  methods  of  determining  the  stress  in  the  solid  type  only. 

The  solid  arch  may  be  treated  as  a  curved  bar,  subjected  to  the 
action  of  external  forces  acting  in  the  plane  of  curvature,  and,  when 
the  external  forces  are  known,  the  bending  moment  and  the  normal 
force,  or  thrust,  acting  through  the  center  of  gravity,  at  any  cross 
section  can  be. found  by  the  method  in  Art.  (176).  In  ordinary 
cases,  the  radius  of  curvature  is  so  large,  compared  with  the 
dimensions  of  the  cross  section,  that  the  stress  intensity  at  any 
point  can  be  calculated  with  sufficient  accuracy  by  use  of  the 
formula  for  the  straight  bar, 

/  =  3±^(Art.l25),.   ......     (1) 

rather  than  the  more  complex. formulas  in  Art.  (176). 

Similarly,  the  displacements  at  any  point  can  be  accurately 
determined  by  use  of  the  approximate  formulas  (19-21)  (Art.  178) 
and  in  many  cases  the  more  approximate  equations  (8-10),  of 
the  same  article,  are  sufficiently  accurate. 

Three  cases  will  be  considered,  involving  three  different  ways  of 
supporting  the  arch.  The  determination  of  the  stresses  and  dis- 
placements in  two  of  these  cases  is  somewhat  difficult,  owing  to  the 
fact  that  the  reactions  at  the  points  of  support  cannot  be  deter- 
mined from  the  statical  conditions  of  equiUbrium  alone. 
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Case  I.  Three  Hinged  Arch.  —  In  this  case,  the  arch  is  made  up  of  two 
parts,  or  ribs,  supported  on  hinges  at  0  and  E  and  connected  with  a  third 
hinge  at  C  (Fig.  252).  When  the  external  loads  W\,  W%,  etc.,  are  known,  the 
horizontal  and  vertical  components  ffo)  Vo,  etc.,  of  the  reactions  at  the  hinges 
can  be  easily  computed  by  appl3ring  the  statical  conditions  of  equilibrium. 
The  equation  for  the  bending  moment  at  any  point  Z>,  whose  coordinates 
with  respect  to  horizontal  and  vertical  axes  through  0  are  (x,  y),  may  then  be 
written 

Jlf  =  ^oy  +  SlTa  -  FoiT, (2) 

where  STFa  =  the  sum  of  the  moments  about  D  of  the  forces  acting  between 
D  and  0,  moments  tending  to  increase  the  curvature  being  taken  as  positive. 
Resolving  the  loads  TTi,  Wj,  etc.,  into  H  and  V  components,  Hi,  Vi,  /Tj,  Fi, 
etc.,  the  equation  for  the  thrust  at  the  center  of  gravity  of  the  cross  section 
at  D  may  be  written 

P  =  SiJ(co8<x) +SF(sin<x), (3) 

where  SiJ  =  iJ©  +  i^Ti  +  etc.,  SF  =  F©  —  Fi  —  etc.,  the  sununation  being 
taken  between  0  and  Z>,  and  a  »  the  angle  between  the  tangent  at  D  and  the 
horizontal  axis  OX. 

Similarly,  the  magnitude  of  the  shearing  force  at  D  will  be  equal  to 

5  =  2^(8ina) -SF(cosa) (4) 

Having  the  values  of  M  and  P,  the  stress  intensity  at  any  point  in  the  cross 
section  D  may  be  calculated  by  use  of  equation  (1). 

The  foregoing  solution  would  evidently  apply  equally  as  well  if  the  hinges 
0  and  E  were  not  on  the  ^ame  horizontal  level  as  shown  (Fig.  252),  the  H 


Fig.  252. 

and  F  components  in  such  a  case  being  taken  to  represent  the  components 
respectively  parallel  and  perpendicular  to  the  axis  OX,  through  the  hinges 
0  and  E. 

If  the  arch  were  subjected  to  a  distribiUed  toad^  a  solution  could  evidently 
be  made  by  dividing  the  load  into  small  parts  AW,  resolving  each  increment 
into  H  and  F  components  and  making  the  summations  indicated  in  (2)  and 
(3)  as  before. 
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Case  II.  Two  Hinged  Arch,  First  SoltUion.  —  In  this  case  the  arch  con-  * 
gists  of  a  single  rib  held  by  lunges  at  the  supports  0  and  C  (Fig.  253).  When 
the  loads  Wi,  W^,  etc.,  are  known,  the  components  Vo  and  Vc  at  the  hinges 
0  and  C,  can  be  calculated  by  use  of  the  statical  conditions  of  equilibrium; 
but  these  conditions  will  fail  to  give  a  solution  for  the  values  of  ^o  and  Ho. 
The  component  Ho  can  be  determined,  however,  on  the  assumption  that  the 
supports  are  rigidly  fixed  and  hence  the  displacement  of  the  hinge  0,  relative 
to  C,  is  equal  to  aero.    Equation  (2)  may  be  written  in  the  form 

M»Hoy  +  K, (6) 

where 

"^'  .........     (6) 


which  is  the  part  of  M  which  can  be  detenuined  from  the  statical  conditions 
of  equilibrium  alone. 


— -^ -t \ 1 •^'^-*v. 


Fig.  253. 


Substituting  this  value  of  M  in  equation  (8),  (Art.  178),  we  have,  on  the 
basis  of  the  above  assmnption, 

By  solving  (7)  the  value  of  H^  can  be  obtained.  Except  in  comparatively 
simple  cases,  however,  the  solution  is  complicated  and  hence  the  following 
illustrations  are  restricted  to  the  arch  of  uniform  cross  section  and  material, 
in  which  the  central  axis  is  the  arc  of  a  circle,  the  end  hinges  are  on  the  same 
level  and  the  loads  are  vertical  (Fig.  253).    In  such  a  case 


£ro=  -• 


/ 


(8) 


2/*  da 
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Having  the  values  of  ff o  and  7o)  the  bending  moment|  the  thrust,  and  the 
maTrimum  normal  stress  intensity,  at  any  cross  section,  can  be  found  from 
equations  (2),  (3)  and  (1)  in  the  same  manner  as  in  the  three  hinged  arch. 

CimcemJlsraied  Loads.  —  We  will  let  I  »  the  span  OC,  n  «:  the  radius  of  cur- 
vature of  the  central  axis,  oo  «  the  angle  between  OX  and  the  tangent  to 
the  central  axis  at  0,  a  =  the  angle  between  OX  and  the  tangent  to  the 
central  axis  at  any  point  D,  whose  oodrdinates  are  (x,  y),  and  9i,  ^,  etc., 
equal  the  angles  between  OX  and  the  tangents  to  the  central  axis  at  the 
points  of  intersection  with  the  loads  Wu  Wt,  etc.,  which  are  located  at  dis- 
tances di,  dty  etc.,  from  the  axis  OY.    Then  2  »  2risinao,  x  =  n  (sina» 

—  sin  a),  jf  =  fi  (cos  a  —  cos  ao),  di  =  n  (sin  ob  —  sin  ${),  {x  —  4)  =  n  (sin  $i 

—  sin  a),  etc.,  (Z  -:  di)  =  fi  (sin  oo  +  sin  ^i),  da  =  —  n  da,  da?  =  —  fi  cos  a  cia 
ana  dy  ^  —  n  sin  a  da. 

If  the  load  Wi  were  the  only  load  on  the  arch,  equation  (6),  for  values  of  a; 
from  0  to  dif  would  take  the  form 

X'  =  —  Vo'x  =  —  Fo'fi  (sincEo  —  sina),     .-. (9) 

and  for  values  of  x  from  di  to  I, 

K'  =  TFi  (x  -  di)  -  Vo'x  =  WiTi  (sin^i  -  sina)  -  Fo'fi  (sinoo  -  sma),  (10) 
the  value  of  Vo'  being 

y,  ^  W.  (l  -  di)  ^  Wi  (sinoo  4- sin gi)  .^^. 

*  I  2sinao  ^    ^ 

Substituting  the  values  of  K'  in  (7),  observing  that  when  x  «  Z,  a  =  —  oo, 
when  X  »  0',  a  =  Ob,  and  when  x  »  di,  a  »  $i,  and  reducing  and  integrating 
we  have 

pr'J        (OOB  a  —  cos  oo)*  da 


ox  =  —  ■ 


EI  Je, 


(sin 01  —  sina)  (cosa  —  oosoo)  da 
+  -Wf-J        (sill  ao  —  sin  a)  (cos  a  —  cos  09)  da 

»  ^  [Ho'  (aft  -H  2  od  cos*  ao  —  3  sin  ao  COB  oo) 

—  TFi  [  (01  +  ao)  sin  01  cos  ao  +  (cos  0i  —  cos  ao)  cos  oo 

—  sin  01  sin  ao  —  J  (8in*0i  -|-  sin*ao)  { 

—  2  7o'(sin*ao  —  aosinaocosao)]  =  0 (12) 

Substituting'  the  value  of  Vo  (equation  11)  and  solving  for  H^^  the  hori- 
Eontal  component  of  the  reaction  at  O  due  to  the  load  TTi,  we  obtain 

jj  I  _  ^iK^i  sin 01  — aosin  aoH-00601  —cos  op)  cosao-f  i(sin*  ao— sin»0i)]  . 

^  "  oo+2GoC08*ao— Ssinaocosoto  '-    \    ) 

The  expression  for  the  value  of  Eo'y  the  horisontal  oomponent  at  0,  due 
to  the  load  Wt  acting  alone,  would  evidently  be  an  equation  of  the  same  form 
as  (13),  with  the  angle  02  replacing  0i. 

Hence  the  value  of  Ho  »  H^  +  Hq'  +  etc.,  -  the  horizontal  oomponent 
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at  O  due  to  the  eatire  system  of  vertical  loads,  will  be  represented  by  the 
expressioii 

W  [(6  em$'~ao  eon  o^i+O0B$~r  COB  oo)  coBao+i(em*  ao^an^  S)] 

H      ^  0  ^1A^ 

'  ao+2aoCOE?ao—S^aoOXao  ' 

where  W  represents  any  vertical  load  and  $  »  the  angle  between  OX  and  the 
tangent  to  the  central  axis  at  its  point  of  application  and  the  summation 
includes  all  the  loads  on  the  arch.  Since  the  loads  are  vertical,  Ho  will  evi- 
dently represent  the  horizontal  component  of  the  thrust  at  any  cross  section. 
^^  Uniform  Load,  —  If  the  arch  were  subjected  to  a  uniform  load  w  per  unit 
length  of  the  span,  the  value  of  Ho  could  be  determined  by  substituting 
117  (ix  for  IT  in  equation  (14)  and  integrating,  or,  it  may  be  determined  directly 
by  substituting  the  value  of  K  for  this  case  in  equation  (7)  and  integrating, 
as  follows:    The  expression  for  K  (equation  6)  will  take  the  form 

and  substituting  in  (7)  and  integrating 

to  " WfJ     ""  (cos  a  —  cos  oo)*  da 

—  ojpJJ         (™^*  «  ■"  ™*  <*«>)  (^5^  a  —  cos  fl^  da 


• 


"  S?  ^^"  ^'^  "^-^  ^  ^^^  oto  —  3  sm  ao  cos  oo) 

—  WTi  {sin* Ob  (}  sin  oo  —  oo  cos  oo) 

+  icoeab(ao— sinoftcosao)}]  «  0, (16) 

the  first  term  in  the  integral  being  the  same  as  in  (12). 
Solving  (16),  we  obtain 

„  ^  Wi  [sin*  Qn>  (}  sin  aeo  —  aoCOSQeo)  +  icoBaojao  —  sinoocoeao)]         .^. 
^  CEO  +  2  Oft  cos*  Ob  —  3  sin  OBD  cos  Ob  *'     \    ) 

Two  Hinged  Arch.  Second  Solution,  —  A  more  accurate  solution  for  the 
value  of  ^0  can  be  made  by  allowing  for  the  normal  thrust  P,  as  indicated  in 
equation  (19)  (Art.  178),  when  applying  the  condition  that  the  displacement 
Bxi  of  0,  relative  to  C,  is  equal  to  zero.  The  effect  of  a  temperature  change 
on  the  reactions  at  the  hinges  may  also  be  included  in  the  solution. 

Caneentrated  Loads.  —  When  the  arch  is  subjected  to  vertical  concentrated 
loads  the  expression  for  the  thrust  at  any  section  D  (equation  3)  may  be 
written 

P  =  ffocoea  +  (7o-- T  T^sina      ....'..     (18) 
and  the  expression  for  K  at  the  section  D  (equation  6)  may  be  written 

K-'^'w(x^d)^V^, (19) 

where 

^WQ-d)      T  ir(sinato  +  sin^) 
^'-       °     I  '^^^-2^ (») 
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Substituting  the  values  of  P  and  Af  =  ^Toy  +  K  in  (19)  (Art.  178),  putting 
hxi  »  0,  and  observing  that  the  strain]due  to  the  thrust  P  will  be  oompressioni 
we  have 

5x.=g/,^d.+J^/2;V(x-d)vi.-g/xy(fe 

the  integration  being  taken  over  the  entire  span. 

The  values  of  the  integrals  may  be  expressed  as  follows,  the  values  of  the 
first  three  being  in  the  same  form  as  in  equation  (12), 

■gyj  _   2^<i«  =  ^Ho(ao  +  2aeoCos*ao-3sinaoCoeao),     .     (22) 

-H  (cos ^  —  COS oo)  COS ao  —  sin5 sin oo  —  }  (sin*^  -|-  sin* ao) }  I ,     (23) 

where  W  ■>  any  load  and  B  =  the  angle  between  OX  and  the  tangent  to  the 
central  axis  at  the  point  of  application  of  W, 

—  Errl        xyd8=«— ■srr2  7o  (sin*  oeo  —  oo  sm  a©  cos  oo) 
=  —^121  ^(shi'oo— oosinotocosao+sinaeosin^— oosin^cosoo)  1,  (24) 
AsS^I  ^^^^ '^  ^"^  fa  *^<^*"'^ '^^^^"("o  +  ^^ocosao),  (25) 
-^/;;;sinadx--^/J^sin«cosad«==0,      ..     (26) 

-€Tj'*j'(ir=  -eTl (28) 

Substituting  these  values  in  (21)  and  solving  for  Fo,  we  obtain 
_^z 
2_»  PF  [(^  sin  ^  —  oo  sin  aeo  -H  cos  ^  —  cos  oo)  cos  oto 

7  EI 

'      +  i  (sin*ao  -  sin*  5)  -  5-7--,  (sin»ao  -  sin*^)]  +~  cTJ 

Ho ^^ 7 ^ (29) 

{oto  +  2ao  cos*  aeo  —  3  sin  ao  COS  ao)  +  -j— 5  (oo  +  sin  on)  COS  oq) 

It  will  be  observed  that  the  first  terms  in  the  numerator  and  denominator 
of  (29)  are  the  same  as  in  equation  (14). 

Uniform  Load,  —  In  the  case  of  the  arch  subjected  to  a  uniform  load  w  per 
unit  of  span,  if  we  allow  for  the  effect  of  the  thrust  and  change  of  tempera- 
ture, equation  (17)  will  be  modified  in  a  similar  manner. 
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The  expression  for  the  thrust  at  any  cross  section  will  be 

P  =  HoooBa  +  (Vo'-iJDx)ana,    ....!....     (30) 

which  differs  in  the  last  term  only  from  equation  (IS),  and  the  expression  for 
K  will  be  the  same  as  (15). 

Substituting  in  equation  (19)  (Art.  178)i  and  reducing,  observing  that  the 
strain  due  to  the  thrust  P  will  be  compression,  we  have 

««i  =  - -^ J        (cosa-cosao)*da- 2^  J         (sm'a-sm'oo) 

(cosa— ooeao)da  — -jj^  J         cos*ada  — -j^  r~***sinacosada 

-H  ^  r~**(sinao  — 8ina)sinacosacia-er  Pdaj -0.  .     (31) 

The  values  of  all  the  integrals  are  given  in  equations  (16),  (25),  (26)  and 
(28),  with  the  exception  of 

-T^  J"**  (sin  0^1 —  sin  Of)  sin  a  008  a  da  == -T^  5  sin*  ao,     .    .     (32) 

and  substituting  these  values  in  (31)  and  solving  for  Ho,  we  obt^ 

,      toTi  [sin*  ao  (}  sin  oo  -^  ao  cos  oo) 

I    2  ET 

+  icosan)(ao  —  sinooCOSao)]  — t— r  r  sin* o^)  H r  cTI 

H, ^ ^ .  .     (33) 

(do  -\- 2  do  COS*  ao  —  3  sin  oo  cos  ao)  -\-  -j — y  (ao  +  sin  oep  cos  oo) 

Braced  Arch.  —  In  the  braced  arch,  or,  the  solid* arch  of  varying  cross 
section,  subjected  to  vertical  loads,  the  value  of  Ho  may  be  estimated  approxi- 
mately by  substituting  the  average  values  of  /  and  A  in  the  foregoing  equa- 
tions. • 

Case  III.  Arch  with  Fixed  Ends,  —  In  this  case  the  ends  of  the  arch 
are  fixed  in  direction,  similar  to  the  beam  with  fixed  ends  (Art.  101),  and  a 
bending  moment  exists  at  each  support.  If  we  let  Mo  and  Me  equal  the 
bending  moments  at  the  supports  0  and  C,  respectively  (Fig.  253),  the  equa- 
tion for  the  bending  moment  at  any  section  D  will  take  the  form, 

M --Mo  +  Hoy  +  ^'wa-VoX, (34) 

and  the  value  of  the  thrust  P  will  be  represented  by  (3)  as  in  the  two  preced- 
ing cajses. 

When  the  loads  are  vertical  and  the  supports  are  on  the  same  level  (34) 
may  be  written  in  the  form 

M--Mo  +  Hoy  +  K, (36) 

the  value  of  K  being  represented  by  (19).  The  value  of  P  will  be  given 
by  equation  (18).  Since  the  ends  of  the  arch  are  fixed  in  direction,  the  change 
in  the  angle  between  the  tangents  at  0  and  C,  represented  by  equation  (10), 
or  (18)  (Art.  178),  wiU  be  eqiial  to  zero  and  this  condition,  in  combination 
with  the  conditions  that  the  horizontal  and  vertical  displacements  of  the  sup- 
ports are  equal  to  zero,  will  furnish  a  solution  for  the  unknown  quantities  Afo, 
Vo  and  Ho,  the  details  being  worked  out  in  the  same  manner  as  in  Case  II. 
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186.  Inverted  Arch.  —  If  the  arch  in  any  of  the  preceding 
cases  were  inverted  and  subjected  to  loads  acting  vertically  up- 
wards, the  equations  for  Hq  would  evidently  take  exactly  the 
same  form  as  those  of  Art.  (185). 

If  the  inverted  arch  in  any  case  were  subjected  to  loads  acting 
vertically  downwards,  the  signs  of  both  the  bending  moment  and 
the  normal  force  at  any  cross  section  would  be  reversed  and 
hence,  by  reversing  the  sign  of  the  temperature  term  only,  the 
equations  for  the  corresponding  case  in  Art.  (185)  would  give  the 
magnitude  of  H^  for  such  a  case. 

187.  Flexible  Cords.  —  The  determination  of  the  forms  taken 
by  a  flexible  cord,  or  chain,  fastened  at  the.  ends,  when  subjected 
to  certain  types  of  loading  is  of  considerable  importance.  Evi- 
dently in  such  a  cord  there  can  be  no  bending,  the  resultant  stress 
at  every  cross  section  being  uniform  tension. 


Concentrated  Loads.  —  If  the  loads  are  concentrated  and  the 
weight  of  the  cord  is  neghgible,  the  form  taken  will  be  a  broken 
line,  or  part  of  a  polygon  .(Fig-  254  a),  the  shape  of  which  must  be 
such  that  the  stresses  in  the  sections,  or  strings,  on  either  side  of 
any  load  will  balance  that  load. 

If  trianglei?  are  constructed,  representing  the  forces  acting  at 
the  point  of  appUcation  of  each  load,  and  the  triangles  for  two 
consecutive  points,  such  as  1  and  2,  are  placed  so  that  the  sides 
which  represent  the  force  in  the  section  of  the  cord  between 
them  coincide,  the  force  triangles  for  the  entire  load  system  wiQ 
form  a  diagram  (Fig.  254  b),  in  which  the  loads  are  represented 
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by  the  vectors  AB,  BC,  etc.,  and  the  stresses  in  the  sections  a,  6, 
etc.,  of  the  cord,  are  represented  by  the  vectors  Oil,  OBy  etc., 
diverging  from  the  point  0. 

The  dia^^am  (Fig.  254  b)  is  called  the  stress  diagram  and,  if 
the  loads  are  vertical,  the  vectors  Wi,  Wj,  etc.,  will  form  a  straight 
line  and  the  horizontal  component  of  the  stress  in  every  section 
of  the  cord  will  be  equal  to  Oh. 

The  broken  line  formed  by  the  cord  (Fig.  254  a)  may  be  called 
the  equilibrium  polygon. 

^  Distributed  Loads.  —  If  a  flexible  cord  is  subjected  to  adistrib- 
uted  load  it  will  take  the  form  of  a  curve  which  may  be  called  a 
calenary.  When  the  distributed  load  is  vertical  the  diflferential 
equation  of  the  curve  may  be  obtained  as  follows:  Let  0  be  the 
lowest  point  in  the  cord  (Fig.  255  a)  which  is  suspended  from  the 
points  A  and  C,  the  equiUbrium  polygon  in  this  case  being  the 
curve  AOC. 


utdeo 


Let  w  =  the  load  per  unit  of  horizontal  distance,  T  =  the  tension 
at  the  point  D,  whose  coordinates  with  respect  to  the  horizontal 
and  vertical  axes  through  0  are  (x,  y),  and  let  H  =  the  tension  at  0, 
which  is  evidently  equal  to  the  horizontal  component  of  T.  The 
total  load  on  the  cord  between  the  points  0  and  D  will  be  equal  to 

/    wdx  and,  if  a  =  the  angle  between  OX  and  the  tangent  at  D, 


dx 


f 

•Jo 


wdx 
^-fj-    (Fig.  255b) (1) 


Hence  if  D'  is  a  point  on  the  curve,  whose  coordinates  are 
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(x  +  dx,  y  +  dy),  the  increment  in  tan  a  between  D  and  jy 

will  be  equal  to 

.fdy\_wdx 

^[dx)"   H  ' 
or, 

d?  -  tf  ' ^^^ 

which  is  the  equation  of  any  vertically  loaded  flexible  cord,  re- 
ferred to  horizontal  and  vertical  axes  through  its  lowest  point. 

Uniform  Load.  —  When  the  cord  is  subjected  to  a  uniformly  distributed 
load  w  per  unit  of  distance  horizontally,  we  obtain  by  integrating  (2) 

di^H""^      ^^^ 

the  constant  of  integration  being  sero,  since 
dy 


and  by  integrating  again 


,    -  0,  when  aj  —  0, 
dx  V 


y-A^' w 


the  constant  being  zero,  since  ^  -  0,  when  x  =  0, 

Therefore,  the  equilibrium  curve  in  this  case  is  a  parabola.  The  tension 
at  any  point  D  will  be  equal  to 

T  =  VH*  -f  (wx)* (5) 

and  this  will  evidently  be  a  maximum  at  a  point  of  support,  the  difference 
between  the  maximum  tension  and  H  depending  on  the  sag^  or  dip,  of  the 
lowest  point  of  the  curve. 

If  we  let  (zi,  yi)  and  (xs,  yt)  equal  the  codrdinates  of  the  supports  C  and 
A  respectively  (Fig.  255),  and  I  =  the  horizontal  length  of  the  span,  we  shall 
have 

I"  =  2^*'' •. (6) 

and 

^•-2%*^  =  ^('-*«>' <^> 

Therefore,  when  the  span  and  the  codrdinates  yi  and  yt  of  the  supports  are 
known,  the  coordinate  xi  and  the  value  of  ff ,  for  any  load  intensity  to,  can 
be  obtained  by  solving  (6)  and  (7}  simultaneously.  When  the  supports  are 
on  the  same  level,  the  lowest  point  is  in  the  center  of  the  span  and  the  solution 
can  be  made  by  the  use  of  (6)  alone. 

Variable  Load. — When  w  is  variable  the  equation  of  the  curve  and  values 
of  H  and  T  can  be  obtained  in  a  similar  manner^  provided  w  can  be  expressed 
as  an  integrable  function  of  x. 

Linear  Arch.  —  It  is  evident  that  if  a  member  designed  to  resist  compres- 
sion and  having  the  form  of  the  flexible  cord  were  inverted  and  subjected  to 
the  same  load  the  stress  on  every  cross  section  would  be  uniform  compression. 
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Hence  if  the  central  axis  of  an  arch,  designed  to  support  a  uniform  load 
per  unit  length  of  span,  were  a  curve  represented  by  equation  (4),  the  result- 
ant stress  on  every  cross  section  would  be  uniform  compression  and  there 
would  be  no  bending  in  the  arch.  Such  a  curve  is,  therefore,  sometimes 
called  a  linear  arch,  or  more  frequently,  the  equilibrium  curve  for  the  arch. 

188.  The  Common  Catenary.  —  If  a  flexible  cord  of  uniform 
section  and  material  is  suspended  at  the  ends  and  hangs  freely 
under  its  own  weight  (Fig.  256),  the  curve  formed  by  the  cord  is 

PC 


known  as  the  common  catenary.  The  equation  of  the  curve, 
referred  to  the  axes  OX  and  OY  through  the  lowest  point,  may  be 
obtained  as  follows: 

Let  wi  -  the  weight  per  unit  length  of  the  cord.    The  value  of  w  (Art.  187} 

will  then  be  equal  to 

ds 


^^5i 


(1) 


Substituting  this  value  in  (2)  (Art.  187)  we  have. 


db?     H  dx      m  V  ^  ^  \dx) ^^^ 


where  m  »  ^  »  a  constant.    Equation  (2)  may  be  written  in  the  form 

dx*  1 


and  integrating,  we  obtain 


v^^- 


'«-[IW'+(l)>£ « 

the  constant  of  integration  being  zerof    Hence, 
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Transposing  and  squaring  both  sides  of  the  equation, 

'+(iy-(i)'--g+-"' 

and  therefore, 


|-i(e=-r^).^£. 


(4) 


Integrating  again 


»- j(«'"  +  «~"j-m-m(coeh£-l) (6) 


2\      '         /  ^        m 

where  —  m  —  the  constant  of  integration.    We  also  have 


X 


i-0+(iy-K-'+'"') <•' 

and  by  integrating  we  obtain  for  the  length  of  the  portion  of  the  curve  between 
O  and  any  point  D, 


.-|(e^_r")-msinhj. 


(T) 


the  constant  of  integration  being  xero. 

If  we  transfer  the  equations  to  the  axes  OiXi  and  OiY,  where  OOi^mt 
(4)  and  (6)  will  remain  in  the  same  form  and  (6)  will  become 

y'-y  +  m-|(e".  +  r")-moo8h£. (8) 

XX  * 

By  expanding  the'  values  of  sinh  —  and  cosh  —  in  series  and  reducing, 

m  tn 

equation  (5)  will  become 

2*  :c*  jd* 

^"2m"^24m»"^720^'*"*  *  * ^®' 

Similarly,  equation  (7)  will  become 

•--+^.+ira+--- (w> 

The  tension  at  the  point  D  will  evidently  be  equal  to 

T  =  Vh^  +  (wi*)«  s  wi  Vm«  -f  «*  «=  vhV''  .   ......     (11) 

By  transposing  (6)  and  multiplying  by  Wi,  we  obtain 

UHd,=^{^  +  e~^)dx~'^y'dx^^l/'dx.  .   .   .     (12) 
Hence  the  total  weight  of  the  section  of  the  cord  between  0  and  D  will  be 
Wi8  ^^  j^j/  dx  ^'f^  (ATe&OiODN);     (13) 

that  is,  the  load  on  any  section  of  the  catenary  is  equal  to  the  area  between 

the  curve  and  the  axis  OiXi  multiplied  by  a  constant  -77  »  •-- . 

II       tn 
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When  the  dip  of  the  curve  is  small  the  higher  powers  of  x  in  (0)  and  (10) 
may  be  neglected  and 

y^2m'^TS^'^^^^^^^^^' ^^^^ 

*"^^6^"^"^g^^^®^^®^^y^'     ......     (16) 

and  the  tension  at  any  point  in  the  cord  (equation  11)  will  be  equal  to 

T  ^H  (very  nearly) (16) 

Therefore,  in  such  a  case  the  catenary  very  nearly  coincides  with  the 
parabola.  * 

Tranaformed  Catenary,  —  It  is  evident  that  an  inverted  catenary  would  be 
the  equilibrium  curve  for  an  arch  designed  to  carry  a  vertical  load,  the  in- 
tensity of  which  varies  directly  as  tne  ordinates  between  the  curve  and  a 

u 

horisontal  line  at  a  definite  distance  m  »  —  above  the  highest  point  in  the 

curve. 

A  more  general  type  of  an  equilibrium  curve  for  an  arch  would  be  that  for 
a  distributed  load,  whose  intensity  varies  directly  as  the  ordinate  between 
the  curve  and  a  horizontal  line  at  any  distance  d  above  the  highest  point. 
The  equation  of  such  a  curve  may  be  derived  by  a  method  similar  to  that 
employed  in  the  case  of  the  common  catenary.  If  we  let  OOi  (Fig.  256) 
represent  the  distance  d,  the  load  intensity  at  any  point  D  will  be  equal  to 
try',  where  w  =  the  load  represented  by  each  imit  of  the  area  between  the 
curve  AOC  and  the  horizontal  line  XiOi^i.  The  differential  equation  of  the 
curve  will  be 

da*      H^' ^"^ 

which  may  be  written,  substituting  y  for  y', 


irhen^  -  0,  y  -  d, 


Integrating,  observing  that  when^  «  0,  y  =  d, 


where  m'  =  —  . 

w 


Equation  (18)  may  be  written 


^^  Id 


and  integrating,  observing  that  when  x  «  0,  y  »  d^ 

■*["-±^?^-| m 

which  reduces  to 

y^i(e^  +  e   '^j, (20) 

which  becomes  the  equation  of  the  common  catenary  when  d  ^  nu 
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189.  Effect  of  Temperature  and  Load  Changes.  —  When  the 
dip  of  a  suspended  cord,  or  wire,  is  small  compared  with  the  span, 
the  expansion,  or  contraction,  due  to  a  change  in  temperature,  will 
result  in  a  considerable  change  in  the  dip.  In  calculating  this 
change  it  must  be  observed  that  the  expansion  due  to  an  increase 
in  temperature  will  be  partly  counteracted  by  the  elastic  contrac- 
tion due  to  the  change  in  stress  accompanying  the  change  in  dip. 

Let  t  =»  the  temperature  change,  which  is  positive  for  an  increase  and 
negative  for  a  decrease,  and  €  -  the  coefficient  of  linear  expansion  of  the  cord. 
Let  (xi,  yi)  be  the  codrdinates  of  a  point  of  support  C  (Fig.  257),  with  refer- 
ence to  the  horizontal  and  vertical  axes  through  Oi,  the  lowest  point  in  the 
cord,  8i  =  the  length  of  the  curve  OiC,  Hi  =  the  tension  at  the  lowest  point 
and  wi  -  the  weight  per  unit  length  in  the  initial  condition. 


Fig.  257. 

After  a  change  in  temperature  let  (xij  yt)  be  the  coordinates  of  the  point 
C,  with  reference  to  the  horizontal  and  vertical  axes  through  the  lowest  point 
Oi]  let  8i  —  the  length  of  the  curve  OsC,  Ht  =  the  tension  at  the  lowest  point 
in  the  cord  and  assume  the  weight  per  unit  length  to  remain  unchanged.  Let 
A  =  the  area  of  the  cross  section  and  E  ^  the  modulus  of  elasticity  of  the 
cord.  When  the  dip  of  the  curve  is  small  the  tension  throughout  the  length 
of  the  cord  may  be  assumed  to  be  uniform  and  equal  to  the  tension  at  the 
lowest  point. 

Then,  from  (15)  (Art.  188), 

*^"^^+6H? ^^^ 

and 

««  =  ^»  +  6W' ^^^ 

and,  subtracting  (1)  from  (2), 

52-«i-^*(gp-^,) (8) 
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But 

«.-«i-(^^^^ +  */)«! (4) 

andheooe 

_1 L       6«.   /Ht-Hi  ■    A  •   .. 


where 


and 


ff.-?^' («) 


SfXi-f-  -^  , (7} 

the  value  of  «i  being  obtained  by  eliminating  m  between  (14)  and  (15)  (Art. 
188).  The  solution  of  (5)  will  give  the  value  of  Hi  and  the  dip  of  the  curve, 
after  the  temperature  change,  will  be  equal  to 

y^'^/ («) 

If  the  load  on  the  cord  changes,  coincident  with  the  change  in  temperature, 
and  we  let  wi  -  the  weight  per  unit  length  after  the  temperature  change, 
equation  (3)  will  become 

''"'''-eVH?'!!?) (®) 

and  (5)  will  become 

m'm  i^\—AE-'^v ^^^^ 

Having  the  values  of  toi,  Hi,  x^  and  «i,  fo^  the  cord  in  the  initial  condition, 
and  the  value  of  u^,  after  the  change  in  temperature  t,  the  value  of  Ht  may 
be  obtained  by  the  solution  of  (10)  and  the  value  of  y^  from  (8),  as  before. 

The  change  in  dip,  due  to  a  uniform  load  change  only,  may  evidently  be 
obtained  by  puttiijg  <  »  0  in  (10)  and  solving  for  H%  and  yt,  as  before. 

190.  Tramway  Cable.  —  The  deflection  of  the  track  cable  of  a 
tramway  for  any  position  of  the  traveling  load  may  be  deter- 
mined with  a  sufficient  degree  of  accuracy  by  use  of  the 
approximate  formulas  for  the  common  catenary  (14)  and  (15) 
(Art.  188). 

Let  the  curve  AOB  (Fig.  258)  represent  the  form  of  the  cable  under  a  load 
W  at  the  point  0.  Let  L  —  the  horizontal  distance  and  y^  »  the  difference  in 
level  between  the  points  of  support  A  and  B  and  let  (xi,  yO  and  (2^,  y^  be  the 
coordinates  of  A  and  B  with  respect  to  horizontal  and  vertical  axes  through  0. 
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If  we  assume  the  cable  to  be  perfectly  flexible  and  of  uniform  weight,  the  curves 
OA  and  OB  will  be  parts  of  two  catenaries,  intersecting  at  0,  and  the  lowest 
points  on  the  two  curves  may  be  represented^  by  Oi  and  O2,  respectively. 

Let  81  —  the  length  of  the  curve  OA^  St  =  the  length  of  the  curve  OB  and 
9  »  ^1  +  92  ~  the  total  length  of  the  cable.  Let  w  =  the  weight  of  the  cable 
per  unit  length,  H  =  the  horizontal  component  of  the  tension  at  any  point, 
Va  —  the  vertical  component  of  the  tension  &t  A,  Vh  —  the  vertical  compo- 
nent of  the  tension  at  B  and  7o  »  the  vertical  component  of  the  reaction 
between  the  parts  OA  and  OB  at  the  point  0. 


If  we  assume  the  load  W  to  act  on  the  part  OA  alone  and  apply  the  condition 
SAf  s  0  to  the  iorces  acting  on  OA,  with  the  axis  of  moments  at  A,  we  shall 
have 


lOTi  ^  +  Wxi  -  Foil  -  Hyi  «  0  (very  nearly), 


and,  similarly  for  the  part  OB, 


x% 


—  W8t^  —  VoXt  +  Hyt  =  0  (very  nearly) 

Eliminating  Vo  between  (1)  and  (2), 


(1) 

(2) 


and  hence 


H 


Xi        Xt 


(3) 


Taking  the  sum  of  the  moments  of  all  the  forces  acting  on  the  cable  about 
an  axis  through  B  and  solving  for  Va,  we  have 


^       Wxt  —  Hyp  ,  WW. 
Va^ f r-^, 


2 


(4) 
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Bimllarly, 

F.-^^f^  +  f (5) 

The  teDflion  at  A  will  be  equal  to 

ra  =  VF^  +  fli; (6) 

and  the  teDsion  at  B, 

n-VTV+^; (7) 

the  greater  of  the  last  two  values  being  the  greatest  tension  in  the  cable  for  the 
given  position  of  W.  As  the  postition  of  W  changes  the  greatest  tension  in 
the  cable  will  evidently  vary.  In  general,  an  exact  solution  for  the  position 
of  W  for  which  the  greatest  tension  is  a  maTriTnum,  is  somewhat  difficult; 
but  the  Tnaximum  value  may  be  obtained  with  sufficient  accuracy  by  assum- 
ing that  it  occurs  when  IT  is  at  the  middle  of  the  span. 

For  most  cases  sufficiently  accurate  values  of  «i  and  9%  may  be  obtained  by 
assuming 

«i  -  Vxi«  +  yi« (8) 

and 

9%  -  Vx^  +  y^ (9) 

More  exact  values  of  «i  and  8%  may  be  obtained  by  using  equations  (15)  and 
(14)  (Art.  188)  as  follows:  Taking  the  origin  at  Oi  (Fig.  258), 

-4i  +  *^±^S^ ao) 

^  2m  2^"  2m        »     •    •    •    •     UD 

^-^-f (12) 

Substituting  the  value  of  Oi  in  (10),  the  value  of  Si  is  obtained  in  terms  of  yt 
and  xi.  In  a  similar  manner  an  e3q>resaion  for  9%  in  terms  of  Ut  and  Xt  can  be 
easily  obtained. 

When  A  and  B  are  on  the  same  level  the  greatest  tension  occurs  when  W  is 

at  the  middle  of  the  span,  in  which  case  yr  ~  yk>  Xi  —  Z|  >"  »  And 

H'j^iWi-wai), (13) 

Fa-n-^  +  w„ (14) 


and 


hence 


.-v/t-^^^'' 


«i-««-y^+yA (16) 

or,  a  more  exact  value  of  8i  may  be  obtained  from  equation  (10). 

In  ordinary  cases  the  deflection  yi  is  so  small,  compared  with  the  span,  that 
Ta^H  (very  nearly); 
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and  sufficiently  accurate  results  can  be  obtained  by  assuming  the  cable  to  be 
under  a  imiform  tension  H,  In  such  a  case  the  dip  of  the  curve,  formed  by  the 
cable  when  the  load  is  off  the  span,  can  be  readily  found  by  calculating  8  from 
(8)  and  (9)  and  determining  the  new  value  of  m  from  (15)  (Art.  188)  and  the 
dip  yi  from  (14)  (Art.  188).  If  allowance  is  to  be  made  for  the  change  in  the 
length  of  the  cable,  due  the  change  in  tension  when  W  is  removed,  the  value  of 

IT 

m  -  — ^  should  be  calculated  first  from  (15)  (Art.  188)  and  the  correct  value 
of  Ht  obtained  by  the  use  of  (5)  (Art.  189),  after  which  the  dip  yi  may  be  found 
by  substituting  m  =  —  in  (14)  (Art.  188). 

In  the  foregoing  analysis  the  cable  has  been  treated  as  a  perfectly  flexible 
cord,  whereas  in  an  ordinary  cable  the  rigidity  will  be  sufficient  to  produce  a 
considerable  bending  stress  where  it  bends  around  the  carriage  sheaves,  sup- 
porting the  load  W,  and  the  form  of  the  curve  taken  by  the  cable  will  be 
somewhat  different  from  that  taken  by  the  flexible  cord. 

The  effect  of  the  rigidity  on  the  H  components  at  the  supports  may  be  shown 
by  introducing  in  equations  (1)  and  (2)  the  term  Af,  representing  the  bending 
couple  at  the  section  at  0  (Fig.  258),  and  solving  for  H,  which  will  give 

Tr  +  ^-2Af 

H -^2— ; (16) 

yi  iV* 

Xi        Xt 

showing  that  the  value  of  E  would  be  less  than  if  *the  cable  were  perfectly 
flexible.  The  values  of  Va  and  Vh  (equations  4  and  5)  would  be  the  same  as 
for  a  flexible  cord. 

In  an  ordinary  case  the  value  of  M  would  not  be  large  enough  to  change  to 
any  considerable  extent  the  value  of  H  from  that  given  by  (3);  and  the  form 
of  the  curve  can  be  determined  with  sufficient  aocivacy  by  treating,  the 
cable  as  a  flexible  cord. 

In  calculating  the  maximum  stress  intensity,  however,  allowance  for  the 
stress  due  to  bending  should  be  made.  Rankine  proposed  that  the  bending 
stress  be  calculated  on  the  assumption  that  all  the  wires  in  the  cable  take  the 
same  curvature  when  bending  around  a  sheave.  On  this  assumption,  if  c{  ■> 
the  diameter  of  a  single  wire,  E  »  the  modulus  of  elasticity  of  the  material 
and  f  =  the  radius  of  curvature  of  the  axis  of  the  bent  cable,  the  maximum 
stress  intensity  due  to  bending  would  be  equal  to 

Ed 

2r* 

Hence,  if  7"  =  the  tension  and  A  »  the  total  area  of  the  cross  section,  the 

maximum  stress  intensity  in  the  cable,  where  it  bends  around  a  sheave,  would 

be  equal  to 

«       T  .  Ed  /4M\ 

^'-I  +  2-r ^^^ 

In  applying  (17)  in  practice  allowance  should  be  made  for  the  fact  that  the 
"lay"  of  the  strands  in  an  ordinary  cable  is  such  that  the  curvature  of  the 
different  wires  in  the  bent  cable  is  not  the  same;  and  also  that  the  friction 
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between  the  strands  will  prevent  them  from  moving  freely  on  each  other, 
which  would  tend  to  produce  a  higher  stress  in  the  wires  on  the  outside  of 
a  bend  than  in  those  on  the  inside. 

Mr.  F.  C.  Carstarphen  has  shown,  by  an  extensive  series  of  tests  on  steel 
cable,  that  as  the  tension  on  a  cable  increases  the  properties  of  the  cable  under 
bending  approach  those  of  a  solid  bar  of  the  same  material.  To  meet  such  a 
cooditioQ  (17)  should  be  modified  to 

/•  =  i  +  lr <^«) 

wnere  d\  «  the  diameter  of  the  cable  and  J?i  =  a  modified  value  of  the  modu- 
lus of  elasticity,  depending  on  the  value  of  T, 

Moreover  the  value  of  Ei  for  a  tramway  cable  under  its  working  tension  may 
be  so  large  that  the  resistance  of  the  cable  to  bending  will  be  sufficient  to  pre- 
vent it  from  taking  a  radius  of  curvatiure  as  small  as  the  radius  of  the  carriage 
sheaves  at  0  (Fig.  258),  resulting  in  a  smaller  value  for  the  bending  stress  than 

that  given  by  (18).  . 

• 

191.  Flexible  Trough.  —  The  form  of  the  cross  section  of  a 
perfectly  flexible  trough  filled  with  any  homogeneous  fluid  will  be 
the  same  as  that  of  a  flexible  cord  subjected  to  a  load  which  is 
everywhere  normal  to  the  curve  and  whose  intensity  at  any  point 
is  proportional  to  the  depth  below  a  horizontal  axis  coinciding 
with  the  surface  of  the  fluid. 

Let  AOiB  (Fig.  259)  represent  the  cross  section  of  a  flenble  trough  of  width 
2  h  and  depth  a,  supported  at  A  and  B  and  filled  with  a  homogeneous  liquid 
to  the  level  AB.  Take  the  axes  of  coordinates  through  0,  the  middle  point  in 
AB,  and  let  w  —  the  weight  of  the  liquid  per  unit  of  volume,  H  —  the  tension 
per  unit  length  of  the  trough  at  the  lowest  point  Oi,  T  »  the  tension  per  unit 
length  at  any  point  C,  whose  coordinates  are  (x,  y)tP  —  the  intensity  of  pres- 
sure at  C,  9  »  the  angle  between  the  tangent  at  C  and  the  horizontal  and  r  » 
the  radius  of  curvature  at  C. 

Applying  the  condition  of  equilibrium,  ZX  »  0,  to  the  forces  acting  on  the 
portion  of  the  trough  OiC  we  have 

2X=-H+   r'^pmied8-\-Tiso6e-=0, (1) 

,  T       ,   ^      dy         .  ^      dx 

where  p  =  — ipy  =  — ,    sm^^-^    and    cos^  =  ^« 

Hence 

-ff-«;  J%dy  +  rg  - -H  -  I  (»•  -  a«)  +  rg  -  0; 

and 

r-[H-|(a.-^)]|-[ff-^(«.-^)]Bec»..    .      (2) 

But      T  «  —vjyr  =  —  "V  j^ ;  and  hence    —wy  =  |^~^(^'"^)s^ 
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H'  ~(a«-x/«) 


'dx. 


(3) 


dy 


Multiplying  by  tan  B  =  ^i  we  have 


tanBdB 


-toy 


where 


-/*«  =       -2ydy  -2ydy  ... 


Fio.  269. 


Integrating  (4),  we  obtain 

-  log  cos  ^  =  -  log  (y"  +  iO  +  c. 

Observing  that  ^  =  0,  when  y  —  a, 

c  -  log  (a«  +  iO; 
andhenoe 


or, 


logcos^  "log^     ^t 


^g^y'  +  g 


(« 


W 
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Thereforey 


tasiB 


a*  +  K 


and 


y'  +  g 


dy  = 


y'  +  zg 


V(a>  +  X  +  y«  +  K)(a«  +  X-y«-X)^y 


:a*  +  2iC  +  y»)(a«-y»)  J/a«  +  2/i:  +  y'\A      y'X 


dy. 


(7) 


Let  2^  =  1  —  ^ ;    then   -  =  Vl  —  2^    and   dy  «     .^       ;  and,  subeti- 


tuting  in  (7)  and  reducing, 

v/^-v/2(«'+g)(i-iw) 


V(l-2»)(l-JbV) 


where 


*•-; 


too* 


2(o«+X)       4tf 
By  subetituting 2  «  sin^,  tiz  »  cos^d^  >•  Vl  —^d^, 

2H 
c?  +  K  "  —  and  integrating,  equation  (8)  reduces  to 


where 
and 


0  =  sin~*«  =  cofi"^  Vl  —  2«  =  co8~^  -,  or, 
y  -•  aoo6^ 


*2Vh- 


(8) 


(9) 

(10) 
(11) 
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The  values  of  the  integrals  in  (9),  for  any  value  of  k  and  different  values  of  ^ 
can  be  readily  determined  from  a  table  of  elliptic  integrals  and,  by  substituting 

these  values  and  the  value  of  —  in  the  equation,  values  of  x  corresponding  to 

the  values  of  ^  can  be  found.    In  this  manner,  as  many  values  of  x  and  y  as 
may  be  required  for  plotting  the  curve  can  be  obtained. 
Substituting  the  value  of  cos  9  (equation  6)  in  (2)  we  have 

and  reducing, 

T  =  H (12) 

Hence  the  tension  throughout  the  length  of  the  trough  is  uniform  and  equal 
to  the  tension  at  the  lowest  point. 
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Fio.  260. 

The  form  of  the  curve  wiU  depend  upon  the  value  of  the  ratio  - ;  and  the 
value  of  U  will  be  determined  by  the  values  of  w  and  a,  in  addition  to  the  value 
-  •    Different  forms  are  represented  by  the  curves  0\A ,  OiB,  OiC,  OJ)  and  OiO 


of 


6  . 


(Fig.  260).    As  the  ratio  -  increases,  the  form  of  the  curve  approaches  that 

of  the  parabola  with  the  vertex  at  Oi.    The  dotted  curves  represent  the  par- 
abolas through  Ox  and  the  points  A  and  B. 

If  we  let  Ba  »  the  slope  of  the  tangent  at  a  point  of  support,  we  have  by 
putting  y  =  0  in  (6) 

^-=««"^='^-'0-S) <'i3> 

It  may  be  noted  that  when  uw*  =  2  H  the  tangent  is  vertical  as  shown  by 
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the  curve  OiC  (Fig.  260).  In  this  case  it  will  be  found  that  the  ratio  -  =  0.509 
(very  nearly). 

The  value  of  H  for  any  given  values  of  w,  a  and  h  can  be  found  by  trial; 
substituting  x  »  a  in  (0)  and  ^  «  6  in  (10)  and  interpolating  in  a  table  of 

elliptic  integrals  until  the  value  of  the  ratio  —  required  to  satisfy  the  equations 
is  found. 

h  Tf 

When  -  >  1  the  value  of  —  can  be  found,  very  nearly,  by  treating  the  curve 

as  a  parabola.  For  example,  if  we  let  OA  »  &  and  OOi  »  a  (Fig.  260),  the 
area  of  the  half  segment  of  the  parabola  00\A  will  be  equal  to  f  a6  and  the  dis- 
tance of  its  center  of  gravity  from  the  vertical  through  A  will  be  equal  to  |  6. 
Taking  moments,  about  an  axis  through  A,  of  the  forces  acting  on  the  fluid  in 
the  half  segment  OOiA,  we  have 


„     ,  uw'  .^2  w2,^5. 


0, 


and  hence 


M(- +!'•)• 


(14) 


(15) 


192.  Problems.  —  Arches  and  Catenaries. 

Problem  1. 

A  three-hinged  circular  arch  is  made  up  of  two  equal  ribsAB  and  BC, 
formed  by  bending  8"  steel  I-beams  to  circular  arcs,  the  radius  of  the  central 
axis  of  each  rib  bdng  25  ft.    The  arch  is  subjected  to  four  concentrated  loa  ds 


Ho    A, 


Fig.  261. 

of  5000  lbs.  each,  as  indicated  (Fig.  261 ) .  Calculate  the  horizontal  and  vertical 
components  of  the  supportring  forces  at  A  and  C  and  determine  the  greatest 
fiber  stress  in  the  arch,  assuming  the  area  of  the  cross  section  »  6  sq.  in.,  /  » 
60  (ins.)<  and  neglecting  the  weight  of  the  arch  ribs. 
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Solution.  —  Since  the  arch  ib  symmetrically  loaded,  the  distribution  of  the 
stresses  in  the  two  ribs  will  be  the  same  and,  from  the  conditions  of  equi- 
librium, the  values  of  the  H  and  V  components  at  A, 

Ha  =  12,000  lbs.,  Va  =  10,000  lbs., 
are  readily  obtained. 

Taking  the  origin  at  A  and  substituting  in  equations  (2)  and  (3)  (Art.  185), 
we  have,  for  any  cross  section  of  the  arch  between  A  and  a, 

Af  -  12,000  y- 10,000  X, (1) 

P  »  12,000  cos  a  +  10,000  sin  a; (2) 

for  any  cross  section  between  a  and  h 

M  =  12,000y  -  10,000a;  +  6000  (x  -  8), (3) 

P  =  12,000  cos  a  +  5000  sin  a; (4) 

and  for  any  cross  section  between  b  and  B, 

M  =  12,000y  -  10,000x  +  5000  (x  -  8)  +  5000  (x  -  16).  .    .    (6) 

P- 12,000  cos  a .     .* (6) 

For  the  slope  of  the  tangent  at  il,  we  have 

ott  =  sin-»  li  -  cos-»it  -  63.1«, 
for  the  slope  of  the  tangent  at  a, 

^^  =  sin-i  H  =  28.7% 
and  for  the  slope  of  the  tangent  at  h, 

Bt  =  sin-^  A  -  ^.2^. 
Expressing  x  and  y  in  terms  of  a,  we  have 

X  =f8inao— fsina  =  20  —  25  sin  a, 
y»»rcoea  —  rcosaft  =  25cosa  —  15; 
and,  substituting  in  (1)  and  reducing, 

M  =  300,000  cos  a  +  250,000  sin  a  -  380,000.      ...     (7) 
Differentiating,  placing  the  derivative  equal  to  zero  and  solving  for  a,  we  have 

-^  =  -300,000sina  -j-  250,000 cosa  =  0, 

tan  a  =  H»  «  =  tan"*  0.8333  =  39.8**, 
which  lies  between  oo  and  ^i. 

Substituting  the  values  sin  39.8''  «  0.640  and  cos  30.8"*  «  0.768  in  (7)  and 
(2)  we  have  for  the  greatest  bending  moment  between  A  and  a, 

M'  =  300,000  X  0.768  +  250.000  X  0.640  -  380.000  «  10,400  ft.  lbs. 
and  for  the  normal  thrust  at  the  section  of  greatest  bending  moment, 
P'  =  12,000  X  0.768  -f  iO,000  X  0.640  =  15,600  lbs. 
Proceeding  in  a  similar  manner  {or  any  section  between  a  and  &,  we  obtain 
from  (3), 

M  =  12,000  y-5000  x-40,000 =300,000  cos  a+125,000  sin  a-320,000,    (8) 

^  -  -300,000sina  +  125,000cosa  -  0, 
da 

tan  a  -  HJ,  «  -  tan-i  0.4167  =  22.6'. 
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Since  this  value  of  a  is  less  than  Oi,  the  greater  bending  moment  for  any 
section  from  a  to  6  will  be  at  the  section  a.  But,  from  the  preceding  part  of 
the  solution,  M*  is  evidently  greater  than  the  bending  moment  Mai  and  a  com- 
parison of  (4)  with  (2)  will  show  that  P'  is  greater  than  the  thrust  on  any  section 
between  a  and  h.  Therefore  the  greatest  fiber  stress  will  be  found  by  substi- 
tuting the  values  of  M'  and  P'  in  (1)  (Art^  186),  from  which  we  obtain 

.,         15,600    ,    10,400X12X6       o«nA.io>ioA       iKinnlu 

/'  =  — ^ 1 gg =  2600  +  12,480  *  15,100  lbs.  per  sq.  m. 

It  is  evident  that,  since  the  maximum  fiber  stress  at  a  is  greater  than  that  on 
any  section  from  a  to  &,  it  must  also  be  greater  than  the  fiber  stress  on  any  sec- 
tion between  h  and  B, 

Problem  2. 

Solve  Problem  (1)  omitting  the  load  on  each  rib  nearest  the  hinge  B, 
Problem  8. 

Solve  Problem  (1)  by  constructing  the  equilibrium  polygon  for  the  forces 
acting  on  the  arch,  with  the  strings  of  the  polygon  passing  through  the  hinges 
A  J  B  and  C;  and  determining  the  section  of  greatest  bending  moment  by  in- 
spection and  the  normal  thrust  on  this  section  by  a  graphical  resolution  of 
forces. 

Problem  4. 

Determine  the  greatest  fiber  stress  in  a  two-hinged  arch  of  the  same  dimen- 
sions and  subjected  to  the  same  loads  as  the  arch  in  Problem  (1),  the  hinge  B 
(Fig.  261)  being  omitted. 

Nale.  —  Calculate  the  value  of  Ha,  the  horizontal  component  of  the  sup- 
porting force  at  A,  by  using  equation  (14)  (Art.  185)  and  proceed  with  the  rest 
of  the  solution  in  the  same  manner  as  in  Problem  (1). 

Problem  6. 

Determine  the  deflection  at  the  crown  of  the  arch  in  Problem  (4); 

(a)  Making  an  approximate  solution  by  use  of  equation  (9)  (Art.  178); 

(b)  Making  a  more  exact  solution  by  use  of  equation  (20)  (Art.  178). 

Problem  6. 

Determine  the  greatest  fiber  stress  in  the  arch  given  in  Problem  (4)  if  the 
concentrated  loads  were  replaced  with  a  uniformly  distributed  load  of  600  lbs. 
^r  ft.,  measured  horizontally. 

Note,  —  Calculate  Ha,  the  horizontal  component  of  the  supporting  force  at 
Af  by  using  equation  (17)  (Art.  186)  and  write  the  general  expression  for  M 
(equation  6,  Art.  186),  observing  that  the  value  of  X  is  given  by  (15)  (Art.  186). 
Differentiate  and  determine  the  greatest  bending  moment  as  in  Problem  (1). 

Problem  7. 

A  flexible  cable  is  suspended  between  the  tope  of  two  towers,  200  ft.  apart, 
one  of  the  towers  being  20  ft.  higher  than  the  other.  The  cable  is  subjected 
to  a  uniform  load  of  100  lbs.  per  ft.,  measured  horizontally,  and  the  lowest 
point  in  the  cable  is  20  ft.  below  the  level  of  the  lower  of  the  two  supports. 
Find  the  greatest  tension  in  the  cable. 
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SoluHon.  —  AflBume  an  ongin  of  codrdinates  at  0,  the  lowest  point  in  the 
curve  formed  by  the  cable,  and  let  (xo,  ^o)  be  the  codrdinates  of  A,  the  lower  of 
the  two  supports,  and  (xb,  yb)  be  the  coordinates  of  B,  the  higher  support,  with 
reference  to  horizontal  %nd  vertical  axes  through  0,  Then,  from  (4)  (Art.  187), 
we  have 

y«  =  Tw^» (1) 


2^" 


100    ,  ^^      100/,^         Y 


(2) 


Substituting  i^a  =  20  and  solving  (1)  and  (2)  simultaneously,  we  obtain 
Xa  =  82.8  ft.,  Xb  =  117.2  ft. 
and 

H  =  17,140  lbs (3) 

The  greatest  tension  will  occur  at  the  support  B  and  will  be  equal  to 

Tb  =  V(H)«  +  (tvxb)^  =  20,760  lbs (4) 

Problem  8* 

A  steel  guy  rope,  weighing  0.50  lb.  per  ft.,  is  attached  to  the  top  of  the  mast 
of  a  derrick,  50  ft.  high,  and  anchored  at  a  distance  of  150  ft.  from  and  at  the 
level  of  the  foot  of  the  mast.  Find  the  deflection  of  the  middle  point  of  the 
gu>  rope,  from  a  straight  line  between  the  anchor  and  the  top  of  the  mast,  when 
the  tension  in  the  guy  is  4000  lbs. 

NoU.  —  Use  the  appioximate  equation  for  the  catenary  (14)  (Art.  188) 
and  observe  that  the  origin  of  codrdinates  is  beyond  the  anchor  for  the  guy. 
By  letting  (xa,  ya)  and  (26,  yb)  represent  the  codrdinates  of  the  point  of  anchor- 
age and  the  top  of  the  mast,  respectively,  referred  to  the  horizontal  and  vertical 
axes  through  the  origin,  the  problem  may  be  solved  in  the  same  manner  as 
Problem  (7) 

Problem  9. 

A  wire  rope  drive  consisting  of  a  steel  cable,  }"  diam.,  weighing  0.8  lb.  per 
ft.,  running  over  two  sheaves,  4  ft.  diam.,  with  centers  on  the  same  level  and 
150  ft.  apart,  is  transmitting  100  h.p.  If  the  speed  of  the  sheaves  is  150  r.p.m. 
and  the  tension  in  the  tight  portion  of  the  drive  is  5000  lbs.,  calculate  the  dip 
at  the  middle  point  in  the  tight  portion  of  the  cable  and  also  at  the  middle 
point  of  the  slack  portion. 

j^Qlg^  —  The  tension  will  be  very  nearly  uniform  throughout  each  span  of 
the  cable  and  the  approximate  formula  (14)  (Art.  188)  can  be  used,  assum- 
ing H  —  tension  throughout  the  span. 

Problem  10. 

A  steel  towing  hawser,  1"  diam.,  weighing  1.4  lbs.  per  ft.,  and  800  ft.  long 
is  subjected  to  a  horizontal  pull  of  8000  lbs.  Find  the  dip  at  the  middle  point 
and  the  length  of  the  span,  assuming  that  the  supports  are  on  the  same  level. 


Digitized  by 


Google 


PROBLEMS  465 

Problem  11. 

A  steel  wire,  0.12"  diam.,  weighing  0.0382  lb.  per  ft.,  is  suspended  between 

two  supports  200  ft.  apart  and  on  the  same  level,     (a)  Find  the  dip  at  the 

center  of  the  span  when  the  tensile  stress  in  the  wire  is  15,000  lbs.  per  sq.  in. 

(b)  Find  the  increase  in  the  dip  due  to  an  increase  in  temperature  of  100^  F. 

E  »  30,000,000  lbs.  per  sq.  in.,  e  »  0.0000067  per  degree  Fahr. 

Solution,  —  (a)  The  areft  of  the  cross  section  of  the  wire  A  »  0.01131  sq.  in. 
The  tension  throughout  the  span  will  be  practically  uniform  and  therefore 

H  «  15,000  X  0.01131  -  170  lbs. 

SubsUtuting  in  (14)  (Art.  188), 

'  ^  ^  0.0382  X  (100)«  ^ 
y        2  X 170  ^•^2^- 

(b)  Substituting  in  (7)  (Art.  189), 

«i  -  100-i-^3^x\y  "  100.0084  -xi  (very  nearly) 

and,  substituting  «i  =  xi  in  (5)  (Art.  189), 

1  1  6  X 100        /  g,  - 170  nnnnnnftT  v  1nn^ 

H?  "  (ITO)"*'  (0.0382)»  X  (100)»  \0.01l3l  X  30,000,000  "*"  "-"^^^^^  ^  ^^J* 

which  reduces  to 

Ht*  4-  85.8  W  -  825,000  -  0. 

Solving  for  Htj  we  obtain 

Ht  =  72  lbs.; 

and  hence, 

0.0382  X  (100)«  ^         ^ 
^ 2-X72 ^•^^' 

and  the  increase  in  dip 

1/i  -  yi  =  1  63  ft. 

Problem  12. 

Calculate  the  increase  in  the  dip  of  the  wire  in  Problem  (11)  due  to  a  uni- 
form ice  load  of  0.2  lb.  per  ft.,  the  temperature  remaining  unchanged.  De- 
termine the  tension  in  the  wire  under  the  additional  load. 

Problem  13. 

Calculate  the  maximum  deflection  of  a  copper  wire,  0.204''  diam.,  weighing 
0.126  lb.  per  ft.,  in  a  span  of  120  ft.  when  the  tension  in  the  wire  is  12,000Jbe. 
per  sq.  in. 

Problem  14. 

Calculate  the  change  in  the  maximum  deflection  of  the  wire  in  Problem  (13) 
due  to  an  ice  load  of  0.25  lb.  per  ft.,  combined  with  a  decrease  in  temperature 
of  80^  F. 

E  »  16,000,000  lbs.  per  sq.  in.,  c  »  0.000009  per  degree  Fahr. 
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Problem  16. 

A  steel  tramway  cable,  1''  diam.,  weighing  2.20  lbs.  per  ft.,  has  a  span  of 
800  ft.  Calculate  the  deflection  under  a  load  of  1500  lbs.  at  the  middle  of  the 
span,  assuming  the  greatest  tension  in  the  cable  to  be  10,000  lbs.  and  the  sup- 
ports on  the  same  level.  If  the  cable  is  made  up  of  19  wires,  0.2^'  diam.j  and 
the  value  of  ^  is  assumed  to  be  25,000,000  lbs.  per  sq.  in.,  calculate  the  maxi- 
mum deflection  of  the  cable  under  its  own  weight  only. 
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CHAPTER  Xin. 

CYLINDERS  AND  PLATES. 

193.  Thin  Oval  Cylinder.  —  The  expressions  for  the  stress 
intensities  at  any  point  in  a  thin  circular  cylinder,  subjected  to 
uniform  internal  pressiu'e^  have  already  been  deduced  (Art.  54). 
If  a  thin  cyUnder  of  oval  section  is  subjected  to  a  uniform  inliemal 
pressure  it  will  tend  to  become  circular  in  shape  and  bending 
stresses  wiU  be  set  up  in  the  wall,  in  addition  to  direct  tensile 


Let  a  and  b  equal  the  semi-axes  of  a  thin  oval  cylinder  (Fig. 
262),  symmetrical  with  respect  to  the  axes  OX  and  OY,  where 


Fig.  262. 

a>  b.  Let  t  =  the  thickness  and  p  =  the  intensity  of  the  ura- 
form  internal  pressure.  Consider  a  portion  of  the  cyUnder  be- 
tween two  transverse  sections  at  a  unit  distance  apart  and  let 
Ti  =  the  direct  tension  and  Mi  ~  the  bending  moment  at  the 
section  of  this  strip  cut  by  the  axis  XX,  Ti  —  the  tension  and 
M%  =  the  bending  moment  at  the  section  cut  by  the  axis  FF,  and 
T  =  the  tension  and  M  =  the  bending  moment  at  any  section 
C,  through  the  point  whose  coordinates  are  (x,  y). 
Then 

Ti  ^  pa, (1) 

r,  =  p6 (2) 

467 
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and 

J-^g  +  [l',-,(«-x)]| 

-™s+'»l- ••■■•■■•  <«) 

the  greatest  tension  in  the  cyUnder  evidently  being  equal  to  Ti. 

If  we  call  bending  moments  which  tend  to  increase  the  curva- 
ture positive,  the  expression  for  the  bending  moment  at  C  will  be 

M  =  Mi  +  ri(a-x)-|(a-x)»-|i/«.      .    .     (4) 
Subsfituting  the  value  of  Ti  from  (1)  and  reducing, 

M  =  Jlfi  +  |(a»-x«-2^)  =  Jlfi+|(a«-T^),.    .     (5) 

where  r*  =  a:^  +  y*. 
When  X  =  0,  (5)  becomes 

M,  =  Jlfi  +  |(a«-6«); (6) 

and  hence, 

Af2-Mi=:|(a«-6«) (7) 

From  an  inspection  of  (5)  and  (6)  it  is  evident  that  Mi  is  the 
greatest  negative  bending  moment  and  M^  is  the  greatest  posi- 
tive bending  moment  in  the  cyUnder;  and  that  the  quantity 

I  (a*  —  V)  represents  the  algebraic  difference,  or  the  numerioal 

sum,  of  the  two  bending  moments. 

For  an  exact  solution  for  the  value  of  Mi,  or  M2,  the  equation  of 
the  curve  formed  by  the  perimeter  would  be  required  and  then, 
by  applying  the  condit'on  that  the  slopes  of  the  curve  at  the 
intersections  with  the  axes  OX  and  OY  would  remain  unchanged 
by  the  bending  (Art.  178),  an  equation  containing  Mi  and  Afi 
might  be  obtained,  which  with  (7)  would  give  a  solution. 

An  approximate  solution,  accurate  enough  for  general  pur- 
poses, however,  can  be  made  much  more  easily,  as  follows: 

Draw  the  cross  section  of  the  cylinder  to  scale  and  divide  any 
quadrant  into  a  number  of  sections  of  length  As  and  measure  the 
value  of  r,  the  length  of  the  radius  vector  from  0  to  each  of  these 

sections.    Calculate  the  value  of  the  quantity  |  (a*  —  r*)  for  each 
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value  of  r  and  plot  each  value  as  an  ordinate  on  the  development 
of  the  quadrant  XY  as  a  base  line  (Fig.  263).  The  value  of  Mi 
will  then  be  nearly  equal  to  the  mean  of  the  ordinates  of  the  area 
XYYi\  for,  the  angle  between  the  tangents  at  the  points  X  and 


V, 

.... 

— 

r> 

0 
•r») 

N. 

3 

|(a« 

^ 

^ 

^ 

\ 

4 

N 

111 

Y                  « 

« L » 

X 

Fig.  263. 

Y  (Fig.  262)  will  remain  unchanged  and,  if  we  neglect  the  effect 

of  the  tension  T  on  the  change  in  curvature,  we  have  from  (10) 

(Art.  178), 

^/5a  =  2Jlf  A«  -  0;     ......     (8) 

and,  substituting  the  value  of  M  from  (5), 


and  hence. 


MiSA8  +  2|(a«-r«)A«  =  0;     .    •    .    .    (9) 


Jlfi=- 


2|(a*-r»)A« 


(10) 


.P- 


where  L  =  the  length  of  the  base  Une  XY  and  S  ^  (a*  —  r*)  A«  = 

the  area  XYY\. 

This  relation  is  similar  to  that  between  the  bending  moment  at 
the  support  of  a  symmetrically  loaded  beam,  fixed  at  the  ends, 
and  the  diagram  of  bending  moments  for  a  simple,  beam,  simi- 
larly loaded  (Art.  107). 

If  a  line  BD  is  drawn  at  the  height  of  the  mean  ordinate  M\ 
and  parallel  to  the  base  XY  (Fig.  263),  the  bending  moment  at 
any  section  of  the  cyUnder  will  be  represented  by  the  ordinate 
between  BD  as  a  base  and  the  curve  XY\^  ordinates  above  BB 
representing  positive  bending  moments  and  those  below  JBD, 
negative  bending  moments.  The  point  of  inflexion  e  can  be 
located  on  the  cylinder  by  laying  off  the  distance  Xc,  measured 
from  the  bending  moment  diagram,  along  the  perimeter  (Fig.  262). 
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If  ii  =  the  area  and  -  =  the  section  modulus  of  any  cross 
c 

section  C,  the  greatest  stress  intensity  on  the  section  will  be 

equal  to 

f^^+f,.  ......  (11) 

where  /  is  a  tensile  stress.  The  greatest  stress  intensity  in  the 
cyUnder  will  evidently  be  equal  to 

-      Ti      MiC      Ti  ,  6 Ml  ,-rtv 

/i  =  j  +  ^p  =  y  +  -^,      ....    (12) 

at  the  inner  edge  of  a  cross  section  at  X, 
The  shearing  force  at  any  section  C  will  evidently  be  equal  to 

s-[r,-p(.-x)]|-^| 

and  its  value  can  be  found  by  measiuing  the  angle  between  the 
tangent  to  the  perimeter  at  C  and  the  axis  OX  and  calculating 
the  products  of  its  cosine  and  x  and  of  its  sine  and  y  and  sub- 
stituting in  (13).  The  shearing  force  is  evidently  zero  at  the 
sections  at  X  and  Y  and  its  value  at  intermediate  sections  is 
represented  by  the  ordinates  of  the  curve  X8Y  (Fig.  263). 

If  the  cylinder  is  closed  at  the  ends  the  intensity  of  the  end 
tension  will  be  very  nearly  equal  to 

/*=l^. (1*) 

where  Ai  =  the  area  of  the  end  of  the  cylinder  and  4  L  =  the 
length  of  the  perimeter. 

194.  Tube  of  Rectangular  Cross  Section.  —  If  a  tube,  or  pipe, 
of  rectangular  cross  section  and  uniform  thickness,  is  subjected  to 
a  uniform  internal  pressure,  the  sides  will  be  subjected  to  com- 
bined bending  and  tensile  stresses. 

Let  2  a  and  2  6  represent  the  lengths  of  the  longer  and 
shorter  sides,  respectively,  and  t  =  the  thickness  of  a  rect- 
angular tube  (Fig.  264).  Consider  a  portion  of  the  tube 
between  two  transverse  sections,  at  a  unit  distance  apart,  and 
let  p  =  the  intensity  of  internal  pressiu'e,  Ti  =  the  direct  ten- 
sion and  Ml  =  the  bending  moment  at  the  section  through  this 


Digitized  by 


Google 


TUBE  OF  RECTANGULAR  CROSS  SECTION 


471 


portion,  cut  by  the  axis  of  symmetry  OX;  and  Tt  =  the  tension 
and  Af  2  >=  the  bending  moment  at  the  section,  cut  by  the  axis  of 
synmietry  OY.  Let  Mq  =  the  bending  moment  at  a  right  section 
at  either  side  of  a  comer  C;  and  M  =  the  bending  moment  at  any 
section  between  X  and  C,  or  at  any  section  between  Y  and  C. 


:y 
Fig.  264. 


-X- 


The  direct  tension,  throughout  the  length  of  the  short  side,  will 
then  be  equal  to 

Ti^pa; (1) 

and  the  direct  tension,  throughout  the  length  of  the  long  side, 

72  =  p6 (2) 

Assuming  bending  moments  positive  'where  the  curvature  is 
convex  outwards  and  negative  where  the  curvature  is  convex 
inwards,  we  shall  have  for  the  sections  at  X  and  Y,- 

p6* 


and 


Mi  =  Mo  +  '- 


j|f,  =  Mo  +  ^*. 


(3) 


(4) 


For  any  croes  section  B,  between  X  and  C,  the  bending  mo- 
ment 


M  =  M,-f; 


and  hence, 


EIi  =  jMdy^M.y-'^, 
the  constant  of  integration  being  equal  to  zero. 


•(5) 
(6) 
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Similarly,  for  any  section  D,  between  Y  and  C, 
an() 


M^M^-^ (7) 


Eli 


^Judx^M^-'^.     ....    (8) 

Substituting  y  =  6  in  (6)  we  have,  foi'  the  product  of  EI  and 
the  slope  at  C, 

Elic^Mib--^;     ......    (9) 

and,  substituting  a;  =  a  in  (8),  we  have 

EW^MtfiL-^r.    .....    (10) 

The  values  of  ie  and  to   will  be  equal  in  magnitude  and  have 
opposite  signs  and  hence,  by  adding  (9)  and  (10), 

Mi6  +  Jlf2a-|(a»  +  6»)  =  0;     ....    (11) 

and,  by  substituting  the  values  of  Mi  and  Mi,  from  (3)  and  (4), 
and  solving  for  Mo,  we  obtair 

Putting  the  value  of  Mo  back  in  (3)  and  (4)  and  reducing, 


and 


Afi  =  2(ft2  +  2a6-2a*) (13) 


Mt  =  ^(a^  +  2ab-2V) (14) 


It  is  evident,  from  an  inspection  of  (12),  (13)  and  (14),  that  the 
greatest  bending  moment  in  the  tube  is  Mo;  and  hence  the  greatest 
stress  intensity  will  be  located  at  the  inside  edge  of  a  cross  section 
through  the  side  XC,  next  to  the  comer  C.    This  stress  intensity 

will  be  tension  and,  if  il  =  the  area  and  -  =  the  section  modulus 

c 

of  the  cross  section,  it  is  evident  that 

.      Ti.MoC      Ti,6Mo  .-.X 
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# 


By  placing  (5)  and  (7)  equal  to  zero  we  have,  fop  the  points  of 
inflexion, 


2Mi 


and 


P 
2Mt 


(17) 


P 

If  desired,  the  bending  moment  and  shearing  force  xliagrams 
for  the  long  and  short  sides  may  be  readily  plotted. 

For  a  square  tube,  putting  &  =  a,  the  values  of  the  bending 
moments  become 

Mo^-^, (18) 

Jlfi  =  M,  =  ^ (19) 

If  the  long  and  short  sides  of  the  tube  are  not  of  the  same  thick- 
ness, the  values  of  the  bending  moments  can  be  expressed  in  terms 
of  /i  and  hf  the  moments  of  inertia  of  the  cross  sections  of  the 
short  and  long  sides,  respectively,  about  the  axes  through  the 
centers  of  gravity.  By  substituting  the  values  of  Ii  and  I2  in  (9) 
and  (10)  and  solving  for  Mo,  as  before,  we  would  obtain 

*-i(tif'>- •■■•(-) 

and,  by  substituting  this  value  in  (3)  and  (4),  values  for  JIf  1  and  Mt 
can  be  easily  obtained. 

196.  Thick  Hollow  Cylinder. — A  method  of  calculating  the 
stress  intensity  in  the  wall  of  a  circular  cylinder  subjected  to  uni- 
form internal  pressure,  applicable  when  the  thickness  of  the  wall 
is  small,  has  been  given  in  Art.  (54). 

In  general,  when  a  circular  cylinder  is  subjected  to  a  uniform 
internal  or  a  uniform  external  radial  pressure,  or  to  both  pres- 
sures simultaneously,  and  the  material  is  of  imiform  elasticity, 
the  stress  at  any  point  in  the  wall  .may  be  determined  from 
the  fundamental  relations  between  stresses  and  strains  in  an 
elastic  body  (Art.  46)  >  on  the  assumption  that  the  cylinder  is 
under  plane  stress,  with  the  plane  of  stress  at  right  angles  to  its 
axis. 
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Let  ri  =  the  internal  radius  and  r^  =  the  external  radius  of  a 
cylinder,  which  is  subjected  to  a  uniform  internal  pressure  of 
intensity  Pi,  combined  with  a  uniform  external  pressure  of  inten- 
sity Pj.     (Fig.  265.) 


Fig.  265. 

Through  any  point  0  in  the  wall,  at  a  distance  r  from  the 
center  C,  the  principal  planes  of  stress  will  be  the  radial  plane  OR 
and  the  plane  OT,  tangent  to  a  cylinder  of  radius  r.  At  the 
point  0  let  pt  =  the  stress  intensity  on  the  radial  plane  OR,  pr  — 
the  stress  intensity  on  the  tangential  plane  OT,  d  =  the  strain 
in  the  direction  OT,  and  Cr  =  the  strain  in  the  direction  OR;  and 
assume  tensile  stresses  and  strains  positive  and  compressive  stresses 
and  strains  negative.  Let  u  =^  the  change  in  the  length  of  the 
radius  r,  due  to  the  distortion  of  the  cylinder  under  pressure. 

Then 

'"       .  - (1) 


et 


dr'       •     •     •     • 

2y(M  +  r)  -2yr 

2irr 


u 


and,  from  (5)  and  (6)  (Art.  46), 

rriE    ,        .      .         mE    /    du  ,  u\ 
^       m*  —  1  ^  ^      m^  —  1  \    dr      r/ 


(2) 


(3) 
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and 

mE    .        ,      .         mE    /    u  .  du\        '    ,,. 

If  we  consider  any  particle  D,  at  the  distance  r  from  the  center 
of  the  cylinder  and  bounded  by  two  transverse  planes,  at  a  unit 
distance  apart,  two  cylindrical  surfaces,  of  radii  r  and  r  +  dr,  and 
two  radial  planes  subtending  an  angle  dS  (Fig.  266),  the  stress 
intensities  on  the  two  transverse  planes  will  be  equal  to  zero;  and 
Pr  =  the  stress  intensity  on  the  inner  cylindrical  surface,  pr  +  dpr 
=  the  stress  intensity  on  the  outer  cylindrical  surface  and  pt 
=  the  stress  intensity  on  each  of  the  radial  planes. 

Since  the  stresses  acting  on  the  particle  are  in  equilibrium,  the 
sum  of  the  radial  components  of  the  stresses  acting  on  its  faces 
wiU  be  equal  to  zero  and  hence 

(Pr  +  dpr)  (r  +  dr)d9'-  prtdB  -  2pidr  sin  i  dtf  =  0, 
which  reduces  to 

.     2^  +  t-O;      .    . (5) 

giving  a  relation  existing  between  the  radial  and  tangential  stress 
intensities  throughout  the  wall  of  the  cylinder.  Differentiat- 
ing (3), 

dpr  _    mE    /    4!??  _u  1  ^  —  -^ 
dr      m«  -  1  V^  dr»  "^  r  dr      W' 

and,  substituting  this  value,  together  with  the  values  of  pr  and  pt 
from  (3)  and  (4),  in  equation  (5)  and  reducing,  we  obtain  the 
differential  equation 

^^\t-i-°- («> 

This  equation  may  be  written  in  the  form 

d^  /dw\ d_  /u\  ^ 

drUrJ"      dr\r)' 


and  hence,  by  integrating. 


s--"+'^^ o 


where  2  ii  =  the  constant  of  integration. 
By  transforming  (7)  we  obtain 

.     du      d  ,    V      ^  J. 
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and  integrating, 

ur  =  iir*  +  Bj 
or, 

U  =  iir  +  |,  (8) 

where  B  =  the  constant  of  integration. 
Hence 

du      ,      B 


and 


««  =  7  =  ^+^; (10) 

and,  by  substituting  the  values  of  the  strains  in  (3)  and  (4)  and 
reducing, 

mE     .       .mE    /B\  ,„, 

and 

mE     m    ,     mE    (B\  ,^_. 

P'  =  ;;rn^+;Mny ^i^) 

To  determine  A  and  B  we  may  substitute  in  (11)  pr  =  P\, 
when  r  =  ri,  and  pr  =  P2,  when  r  =  rs,  and  solve  the  two  equa- 
tions simultaneously,  obtaining 

--i^(^S^O  •  ■  •  ■  <«> 

and 

to£    V      ri*-r,>      )•     •    •    '     ^^*^ 

By  substituting  the  values  of  il  and  B  in  equations  (8)  to  (12) 
inclusive,  the  change  in  the  radius  and  the  principal  strains  and 
stress  intensities  at  any  point  in  the  cylinder,  due  to  any  combi- 
nation of  internal  and  external  pressures,  can  be  foimd. 

When  the  external  pressure  Pj  =  0,  the  above-named  equations 
reduce  to 

Pir.«[("»-l)r«-Km+l)r,»]  • 

"                    m£r(ri'-r,»)              '    *     '     *     ^^^' 
^  _Pin«[(wf-l)r«-(m+l)r,«] 
^'~                mEr^{n*-Ti^)             >    '    '     •     ^^o^ 
^  _  Pir.M(m-I)r»+(m+l)r,«] 
*'~               m£r*(ri«-r,')              '   '     "     "     ^^'' 
„  _  Pir»*(r»-r,»)  .,,,. 

.         P'-    r*(n»-r,*) ^^^^ 


5  = 
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and 

^  _  Piri«(r«  +  r,») 

P'-   ,^(rx«-r,») (1^> 

It  wiU  be  evident  from  an  inspection  of  the  foregoing  equations 
that  the  greatest  stresses  and  strains  in  a  cyUnder  under  internal  , 
pressure  only  will  ocdu*  at  points  on  the  inner  surface  of  the 
wall  and,  by  putting  r  =  n,  in  (18)  and  (19),  we  obtain  for  the 
maximum  stress  intensities, 

max.  pr-  Pi (20) 

and 

max.p.  =  ^^^4^ (21). 

The  variation  in  the  tangential  stress  intensity  pi,  on  a  radial 
section  of  the  cyUnder  subjected  to  internal  pressiu'e  only,  is 
indicated  by  the  diagram  aa'6'6,  constructed  by  erecting  ordi- 
nates  representing  values  of  pi  at  different  points  on  the  base  ab. 

If  we  assume  m  =  3,  the  values  of  the  products  of  E  and  the 
principal  strains  at  any  point  in  the  inner  surface,  when  the 
cylinder  is  subjected  to  internal  pressure  only,  become  equal  to 

max.^e,>^-f;'-y       ....    (22) 
and 

-^"-^^w^ <^> 

If  we  assume  m  =  4  these  products  become  equal  to 

and 

"^■^'' 4(r,»-r,«)     '     •     •     •     •     ^25) 

If  62  ==  the  extension  in  the  direction  of  the  axis  of  the  cylinder 
it  is  evident  that 

Be,=  _&-2f=: ^^A  =  a  constant.  .    .    (26) 

If  a  uniform  longitudinal  tension  Pz  is  applied  to  the  cylinder  in 
combination  with  the  radial  pressure,  the  stress  intensities  pr  and 

Pt  will  not  be  affected:  but  the  constant  —  —  will  be  added  to  the 
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of  Ecr  and  Ecty  determined  from  the  radial  pressure 


The  longitudinal  stress  intensity  will  be  given  by  the  expression: 

.....    (27) 


P'  = 


Ps 


196.  Thick  Hollow  Sphere.  —  The  principal  stress  intensi- 
ties and  strains  at  any  point  in  a  thick  hollow  sphere,  subjected 
to  uniform  internal  or  external  pressure,  may  be  determined  by  a 
method  similar  to  that  employed  in  the  case  of  the  cylinder. 

Let  n  =  the  internal  radius  and  Vi  =  the  external  radius  of  a 
hollow  sphere  which  is  subjected  to  a  uniform  internal  pressure, 
of  intensity  Pi,  and  a  uniform  external  pressure,  of  intensity  Pj. 
Through  any  point  0,  at  a  distance  r  from  the  center,  the  prin- 
cipal planes  of  stress  will  be  any  two  meridian  planes  at  right 
angles  to  each  other,  intersecting  in  the  radius  CRy  and  the  tan- 
gent plane  through  0,  intersecting  either  meridian  plane  in  a 
line  OT,  as  indicated  in  the  sketch  of  a  section  of  the  sphere 
(Kg.  266). 


FiQ.  266. 

Let  pr  =  the  intensity  of  the  stress  on  the  tangent  plane  and 
Pt  -  the  intensity  of  stress  on  a  meridian  plane  through  O, 
Cr  =  the  strain  in  the  direction  OR  and  et  =  the  strain  in  the 
direction  of  the  tangent  OT.  Assume  tensile  stresses  and  strains 
positive  and  compressive  stresses  and  strains  negative;  and  let 
u  =  the  change  in  length  of  the  radius  r,  due  to  the  distortion  of 
the  sphere  imder  pressure. 


Digitized  by 


Google 


THICK  HOLLOW  SPHERE  479 

Then 


6r  —  "j"        .      .     ^      •      •      •      •      •      \L) 


and 

'-"''"t^"'"'-"! ■• ») 

and,  from  (6)  and  (4),  (Art.  49), 

Pr'  =  7 — rrr? S\   (w»  -  1)  -r  +  2  -  I      .    .    (3) 

'^       (m  + 1)  (t»  —  2)  L  dr         rj  ^  ^ 

and 

P'=(m  +  l)(m-2)rr  +  TrJ (*> 

l!  we  consider  a  small  particle  at  0,  bounded  by  the  surfaces 
of  two  concentric  spheres  of  radii  r  and  r  +  dr  and  a  circular  cone, 
having  2  dS  for  the  angle  at  the  vertex  C,  as  indicated  in  Fig. 
(266),  the  stress  intensities  on  the  inner  and  outer  spherical 
surfaces  will  be  equal  to  pr  and  pr  +  dpr,  respectively,  and  at 
any  point  on  the  conical  surface  the  Aress  intensity  will  be  equal 
to  pi.  For  equilibrium  the  simi  of  the  radial  components  of  the 
stresses  on  the  particle  must  be  equal  to  zero  and  hence 

(Pr  +  dpr)irl(r  +  dr)  dSY  -  p,ir  (rd$y  -  ptknd02irrd0dr  ^  0, 
which  reduces  to 

^^^^  + J'  =  0.   ......    (6) 

giving  a  relation  existing  between  the  radial  and  tangential  stress 
intensities  throughout  the  wall  of  the  sphere. 
Diflferentiating  (3), 

dpr_  mE       ,    f/^      ^^d*u,2du      2u]/      .^. 

dr  "  (m+l)(m-2)C^      ^^dr^^rdr       r^  y  '    ^^^ 

and,  substituting  this  value,  together  with  the  values  of  pr  and  pt, 
in  (5)  and  reducing,  we  obtain 

^  +  2*._?«^0 

dr*      r  dr      i' 

Writing  (7)  in  the  form 

dr\dr}  ~      ^dr\r}'  ' 
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and  integrating,  we  obtain 

'    |._2H  +  34. (8) 

where  3A  =  an  unknown  constant.    Multiplying  by  r*  and  trans- 
posing, we  have 

r*^  +  2t4r»|(r«u)-34r»;     ....    (9) 

and  integrating, 

or, 

tt-Ar  +  l (10) 

where  B  »  the  constant  of  integration. 
Hence, 

e^  =  ^  =  ^-7r. (11) 

e,=*^  =  A+^; (12) 

and,  by  substituting  the  values  of  the  strains  in  (3)  and  (4)  and 
reducing. 


^        mE    ^       2mE  fB\  .... 


and 


To  determine  A  and  B  we  may  substitute  in  (13)  Pr  =  Pu 
when  r  =  ri,  and  pr  =  Pt,  when  r  =  rj,  and,  by  solving  the  two 
equations  simultaneously,  obtain 

A      rn  -  2  (Pin^  -  P^2*\  .-.. 

^  =  1^1    r,«-r,«    j'    •     ;    •     •     •     (15) 

^-'2mE\      n»-r,»      j'  .  '     '     '    *     ^^^^ 

By  substituting  the  values  of  A  and  B  in  equations  (10)  to  (14), 
inclusive,  the  change  in  the  radius  and  the  principal  strains  and 
stresses  at  any  point,  due  to  any  combination  of  internal  and 
external  pressures,  c9eui  be  found. 


Digitized  by 


Google 


CIRCULAR  FLAT  PLATE  UNIFORMLY  LOADED        481 

When  the  external  pressure  Pi  —  0,  these  equations  reduce  to 

^  Piri»[(m-2)r»  +  (m  +  l)r,»] 

mEr'in*-r,*)  >      •    ■    •    (^n 

p  _  P.r,\,»-2)r*-(m  +  l)r,»] 

*'  mEt'in'-r,*)  '      •    •    •     ^^^' 


fin»[(m-2);^  +  (^)r,»] 


**"  mEr*  (ri*  -  rt*)  »   •    •     •     (1^) 

ana 

^  _P.ri«(2r»  +  r,») 

The  greatest  values  of  the  strams  and  stress  intensitieSi  when 
the  sphere  is  subjected  to  internal  pressure  only,  will  occur  at 
points  on  the  inside  surface;  and,  by  putting  r  »  n  in  (20)  and  (21), 
we  obtain  for  the  maximum  stress  intensities 

max.  pr  =  Pi (22) 

and 

Pi(2ri>  +  r,>)  ^ 

°^-^*=    2(n«-r,«) ;  (23) 

If  we  assume  m  =  3,  the  values  of  the  products  of  E  and  the 
principal  strains  at  any  point  in  the  inner  surface,  when  the 
sphere  is  subjected  to  internal  pressure  only,  become  equal  to 

■"-^'-^^^ <"' 


and 


-^^-^i^^ <^ 

If  we  assume  m  ™  4,  these  products  become  equal  to 

max.  Jber  =  — a  /  % i^ —    ....    (2o) 

^„  F,  _  Pi(4ri»  +  5r,»)  .^. 

.97.  Circular  Flat  Plate  Unif  ormly  Loaded.  —  The  expressions 
'or  the  stress  intensities  and  the  strains  due  to  a  uniform  normal 


and 


for 
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pressure  on  the  surface  of  a  circular  flat  plate  will  be  derived  for 
two  special  cases,  namely:  (a)  when  the  plate  is  fixed  in  direction 
at  the  circumference  and  (b)  when  the  plate  is  freely  supported  at 
the  circumference.  For  convenience  the  plate  will  be  taken  to  be 
horizontal  and  the  load  to  act  vertically  downwards  in  each  case. 
The  material  is  assumed  to  be  homogeneous  and  of  uniform 
elasticity. 


,  Fig.  267. 

(a)  PlaU  Fixed  at  the  Cvrcwmjerence.  —  Let  the  sketch  (Fig.  267a)  repre- 
Bent  a  vertical  croes  section  through  the  center,  or  a  meridian  Bection,  of 
the  plate.  Let  P  »  the  load  intensity,  fi  »  the  outside  radius  and  i  =  the 
thickness  of  the  plate.    Let  W  «  the  total  load  on  the  plate.    Then 

^      W^Pmr^K^ (1) 

Let  hOih  represent  a  section  through  the  middle  layer  of  the  plate  in  the 
unstrained  state  and  Wh  the  section  through  the  middle  layer  after  the  load 
is  applied,  the  middle  layer  of  the  strained  plate  being,  evidently,  the  surface 
of  revolution  fgrmed  by  revolving  the  curve  Oh  about  the  axis  OY,  Assume 
the  axis  OX  through  the  point  0  and  let  c  be  any  point  in  the  meridian  section 
Ob,  having  the  coordinates  (x,  y),  the  original  position  of  the  point  being  ci, 
having  the  codrdinates  (x,  0).  Evidently  all  points  on  a  circle  of  radius  x, 
through  ci,  will  be  displaced  the  same  vertical  distance  under  the  load. 

If  the  thiclmess  i  is  considerably  smaller  than  the  r^us  n,  it  may  be 
assumed :    (1)  That  all  straight  lines  perpendicular  to  the  plane  of  the  middU  • 
layer  f  before  flexure^  remain  straight  and  normal  to  the  middle  layer  after  bending 
taJces  place;  and,  since  the  material  is  homogeneous  and  elastic,  it  may  be 
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aasumed;  (2)  That  the  stress  intensity  is  proporlional  to  the  strain  in  aU  direct 
tions  through  the  plate.  Strains  and  streaseB  in  the  vertical  direction^  due 
directly  to  the  preaBure  on  the  surface,  will  be  so  small  as  to  be  negligible. 

It  will  follow  from  these  assumptions  that  the  middle  layer  will  be  the 
neutral  layer,  in  which  there  is  no  tensile  or  compressive  strain  or  stress.  A 
normal  to  the  neutral  layer  at  Ci,  before  bending,  will  be  perpendicular  to  the 
neutral  layer  at  c  after  boiding,  making  the  angle 

with  OY,  Let  a  be  any  point  on  the  normal  at  e  and  let  the  distance  oa  »  9. 
The  distance  of  a  from  OY  will  evidently  be  equal  to 


'.  X  —  vtun^  ~  *  ~  '^  ^  (very  nearly), 


where  v  is  positive,  when  measured  above  the  neutral  layer,  and  negative, 
when  measured  below  the  neutral  layer. 

The  reciprocal  of  the  radius  of  curvature  of  the  meridian  section  06  at  e 
will  be  equal  to 

g -^{very  nearly);   k 

and,  if  we  assume  tensile  stresses  and  strains  plus  and  compressive  stresses 
and  strains  minus,  the  radial  strain  at  a,  in  the  direction  parallel  to  the 
tangent  to  06  at  c,  will  be  equal  to  * 

"  — g-'-'S (2) 

The  tangential  strain  at  a,  in  the  direction  of  the  perpendicular  to  the 
plane  XOY,  will  be  equal  to 


e,  =  _i IM !(^\ 

**  2tx  x\dxj' 


(3) 


Then,  if  we  let  pr  »  the  radial-  stress  intensity  at  the  point  a,  that  is,  the 
normal  stress  intensity  on  the  plane,  perpendicular  to  the  plane  XOY  and 
containing  the  element  ea,  and  pt  =  the  tangential  stress  intensity  at  a,  that 
is,  the* normal  stress  intensity  on  the  plane  XOY,  we  shall  have,  from  (5)  and 
(6)  (Art.  46), 


and 


'-il??T<"-+-'--5^("S+jS)    •  • «) 

'-j#i(-+->--^.(?i+S)-  •  •  <» 

If  we  consider  a  small  particle  at  a  (Fig.  2676),  bounded  by  two  planes, 
parallel  to  the  tangent  plane  to  the  neutral  surface  at  c  and  at  distances  v  and 
V  +  dv  from  c,  two  radial  planes,  {ntcrsectmg  at  the  axis  OY  and  subtending 
the  angle  d$,  and  two  curved  surfaces,  normal  to  the  neutral  surface,  which, 
without  appreciable  error,  may  be  considered  as  cylindrical  surfaces  having 
radii  r  and  r  +  dr;  the  intensities  of  the  stress  components,  acting  on  the 
faces  of  the  particle  in  directions  parallel  to  the  tangent  plane,  will  be  the 
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shearing  components  s  and  s  +  ds,  the  normal  components  pt  and  the  normal 
components  pr  and  pr  -\-  dpn  acting  as  indicated. 

Since  the  stresses  on  the  faces  of  the  particle  must  be  in  equilibrium,  the 
sum  of  the  components  in  the  radial  direction  OR  will  equal  zero;    and  hence 

(Pr  -f-  dpr)  dv  (r  +  dr)  d0  -  Pr  dvrde  "  2ptdvdran  i  d$  +  {,8  -{-  d8)rde  dr 
-BTdBdr  =  0, 

which  reduces  to 

^^+^'+S=0 (6) 

Since  the  deflection  of  the  plate  is  small,  we  may  write  r  «  a;  and  or  «  (2a;,  in 
which  case  (6)  may  be  written 

_  rfs      Pr-Pt  ,  dpr  ,-. 

dv  z       '^  dx ^^^ 

Differentiating  (4)  with  respect  to  x,  we  obtain,  for  any  layer  at  a  distance 
V  from  the  neutral  layer, 

dx  m»-lV^dx«"*"id2^      T^dx)' 

and,  substituting  the  value  of  the  derivative,  together  with  the  values  c^  Pr 
and  Pi  in  (7)  and  reducing,  we  obtain 

da  _    w?Ev  /flPy  .  1^  _  1  *^^  _  .,7  /on 

do      rrC-\\d^'^  xd:x^      x^dx)"^^*     .     .     .     .       W 
where 

„  _    m^E    (dhi      Id^y      1  dy\ 

^  "m«-lV(ix»"^xdx»      a?dx) ^"^ 

Integrating  (8),  observing  that  Z  is  constant  for  any  one  value  of  x,  we  obtain 

«  =  -2 8^8^       ^^' ^^^^ 

^Z 

where  — q-  is  the  constant  of  integration,  determined  from  the  condition  that 

o 

«  =  0,  when  w  =  ±  5 

Equation  (10)  evidently  gives  the  radial,  or  horizontal,  shearing  stress 
intensity  in  terms  of  Z,  at  any  point  a  at  a  distance  x  from  OF,  on  a  layer  of 
the  plate  parallel  to  and  at  the  distance  v  from  the  neutral  layer;  and  hence 
(Art.  24)  it  gives  the  vertical  shearing  stress  intensity  at  the  point  a  in  the 
conical  surface,  formed  by  revolving  the  normal  ac  about  the  axis  OY.  Since 
the  deflection  of  the  plate  is  small,  this  conical  surface  will  be  very  nearly  the 
same  as  that  of  a  right  cylinder,  of  radius  x  and  length  t;  and  the  total  shearing 
stress  around  its  circumference  will  be  equal  to  the  resultant  pressure  on  the 
portion  of  the  surface  of  the  plate  within  a  circle  of  radius  x. 

Hence 

t  < 

Ptx'  =  2xxp  ^8dv  =  "^/^  (4«*  -ndv^  -'^^^g J   •     (11> 
"2  ~2 
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and,  subetituting  the  value  of  Z  and  transposing  terms, 
^-lI^.I^V-      6(m«-l)P 

where  A  -  -  <^(^'^^)^  -  _  ^(^'-^)^ 

Equation  (12)  may  be  written  in  the  form 

and  hence,  by  integrating, 

s^it-^i^') <•» 

Equation  (13)  mav  be  written  in  the  form 
and,  by  integrating, 
where  C  =  0,  since  ^  =  0  when  x  =  0;  and  henoe 

S-'-d+f) «« 

Integrating  (14), 
where  D  =  0,  since  y  »  0  when  x  »  0;  and  hence 

^5*^  y  =  ^(^+^^^) (^^) 

To  determine  the  remaining  unknown  constant  B,  we  have 
^  =  0  when  x  =  n;  and  hence,  from  (14), 

Substituting  this  value  in  (16),  we  have,  for  the  equation  of  the  neutral  section 
06, 

y-^(x*-2nV) (16) 

By  differentiation,  we  obtain 

dx      S^^     *^*^^'     d^      S^"^^     ^'^'    cb*        4    ' 
and,  substituting  the  values  of  the  derivatives  in  (2)  and  (3),  we  obtain  the 
expressions  for  the  radial  and  tangential  strains  at  any  point  in  the  plate, 

er=-^(3a*-ri«) (17) 

and 

et^^^ia^-n*) (18) 
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By  substituting  the  values  of  Cr  and  ei  in  (4)  and  (5),  we  obtain  the  ez- 
pressions  for  the  radial  and  tangential  stress  intensities  at  any  point, 

Pr-^[(3m  +  l):i^-(m  +  l)ri«l (19) 

and 

Pi-^l(m  +  3)a^-(m-f-l)ri«l, (20) 

where 

If  we  determine  the  value  of  Z,  by  substituting  the  values  of  the  deriva- 
tives in  (9),  and  then  substitute  its  value  in  (10),  we  obtain  the  value  of  the 
horisontal  and  vertical  shearing  stress  intensities  at  any  point, 

«  =  ^«*-4t^) (2n 

The  greatest  values  of  the  radial  and  tangential  stress  intensities  and  strains 

will  evidently  occur  at  the  surfaces  of  the  plate,  where  o  «  it  x ;  and  it  foUows, 

from  an  inspection  of  (17)  and  (18),  that  the  greatest  strain  in  the  plate 
is  the  radial  strain  at  the  surface  of  the  plate  at  the  circumference.  Simi- 
larly, it  is  evident  from  an  inspection  of  (19)  and  (20)  that  the  greatest  normal 
stress  intensity  is  the  radial  stress  intensity  at  the  surface  of  the  plate  at  the 
circumference. 

Hence,  if  we  assume  m  «  3  and  substitute  n;  »  n,  &  »  db  „)  together  with 

the  value  of  A  in  (17),  we  obtain,  for  the  greatest  value  of  the  product  of  B 
and  a  principal  strain, 

nu«.2?«v-±?^'-±|5;       (22) 

and,  for  the  greatest  value  of  a  principal  stress,  we  have,  by  putting  m  »  3, 

x  s  fi,  0  s  ±  -  and  substituting  the  value  of  Ai  in  (19), 

.  3Pri«      ^W  ,^. 

max.p.«d=-j^«j^ (^> 


It  is  evident  from  an  inspection  of  (21)  that  the  greatest  shearing  i 
intensity  wiU  be  located  at  the  neutral  layer  at  the  circumference  of  the  plate; 
and,  putting  x  =  n  and  v  »  0,  we  obtain 

3  Pfi      3  IT  ,„ .. 

°^-^--4r  =  4^t <^) 

The  principal  stress  intensities  dipi,  at  a  point  of  maximum  shear,  will  also 
be  represented  by  (24),  the  planes  of  principal  stress  making  angles  of  45*^ 
with  the  neutral  layer  (Art.  30);  and  hence,  letting  m  «  3,  the  product  of 
E  and  a  principal  strain  at  these  points  will  be  equal  to 

j?*.-p,+^  =  ^-^ <«9 
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By  putting  x  ^  n  and  substituting  the  value  of  ^  in  (16),  we  obtain  for 
the  value  of  the  greatest  deflection  of  the  plate. 


and,  if  we  assume  m  ~  3, 

By  putting 
we  obtain 


^      QEfi'^rEfi ^^ 

-^z »» 

for  the  distance  of  the  point  of  inflexion  of  the  curve  Ob  from  the  center  of  the 

plate,  and  a  circle  of  radius  —j=  will  evidently  be  the  line  of  inflexioa  in  the 

neutral  layer  of  the  plate. 

If  we  consider  a  vertical  section  one  unit  in  widths  perpendicular  to  any 
radius  at  a  distance  x  from  the  center  of  the  plate,  the  normal  stress  on  this 
section  will  be  uniformly  varying  and  the  moment  of  resistance  of  the  stress 
on  the  section  will  be  equal  to 

Afr--^ (29) 

where  the  moment  is  considered  positive  when  tnc  curvature  is  convex  down- 
wards and  pr  is  the  normal  stress  intensity  ai  the  top  surface  of  the  plate. 
Letting  m  ■*  3  and  substituting  the  value  of  Ai  and  the  value  of  pr'»  obtained 

by  putting  v  '^  ^'m  (19),  we  obtain 

Afr---~(5a;^-2r,«) (30) 

Similarly,  if  we  consider  a  vertical  strip  one  ttnil  in  widtii  through  any 
radial  section,  at  a  distance  x  from  ttie  center  of  the  plate,  the  moment  of 
resistance  will  be  equal  to 

Mi''-^^ (31) 

where  p/  is  the  normal  stress  intensity  at  the  top  surface  of  the  plate;  and, 
tituting  the  value  of . 
3  in  (20),  we  have 


substituting  the  value  of  Ai  and  the  value  of  p/,  obtained  by  putting  v  "■  ^  ^cl 


Mi^  -g(3a*-2ri«) (32) 

The  quantities  Mr  and  Mt  are  frequently  called  the  bending  moments  in 
the  plate;  and  for  the  maximum  values  we  Have,  when  x  «  fi, 

,Mr  ^ g-  =  ""  g^  f      ..*....    (33) 
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and,  when  x  ^0, 

"««-^'-^'=^ <^> 

which  is  evidently  equal  to  the  value  of  Mr  at  the  center  of  the  plate. 

If  m  is  assumed  to  be  eqiial  to  4,  or  any  other  quantity,  the  strains,  stress 
intensities,  deflections  and  bending  moments  can  easily  be  determined  by 
substituting  the  value  of  m  in  the  fundamental  equations  (17),  (18),  (19),  (20) 
and  (26). 

(b)  Plate  Freely  Supported  ot  the  Circumference.  —  The  assumptions  and 
conditions  for  this  case  and  the  derivation  of  the  formulas,  as  far  as  equation 
(15),  will  be  identical  with  Case  (a).^ 

In  this  case  the  constant  B  can  be  determined  from  the  condition  that  when 
^  -  ^h  Pr  =*  0;  and  by  differentiating  (15),  we  obtain 

-^-(^  +  iBx\    ^-g(3a?  +  4B),    5^  -  "p  , 

and,  by  substituting  the  values  of  the  derivatives  in  (4), 

Pr--g-^^)[(3m  +  l)a?  +  4(m  +  l)B] (35) 

Then,  by  substituting  x  »  n,  putting  (35)  equal  to  zero,  and  solving  for  B, 
we  obtain 

3m  +  l     - 

^--iTrrT+T)"- 

Substituting  the  value  of  B  in  the  above  derivatives  and  then  substituting 
the  values  of  the  derivatives,  together  with  the  value  of  A,  in  equations  (2) 
and  (3),  we  obtain 

--Tb"-'-^'''] »« 

and 

Avr  ^      3m +  1    ,1  ,^^. 


and,  by  substituting  in  (4)  and  (5), 
and 


Pr  =  ^[(3m  +  l)(x»-ri«)]       (38) 


Pi  =  ^[(m  +  3)x«-(3m  +  l)n«] (39) 

By  substituting  the  values  of  the  derivatives  in  (9)  and  then  calculating 
the  value  of  s  from  (10),  we  would  obtain  the  same  expression  f or  «  as  in  Case 
(a)  (equation  21). 

It  is  evident  from  an  inspection  of  the  above  eq\iations  that  the  greatest 

stress  intensities  and  strains  occur  when  x  »  0  and  v  =  d:  5 ;  and,  putting 
«in  »  3,  and  substituting  the  value  of  A  in  (36),  or  (37),  we  have 

max.£;sr-max.^e«-=Fg^  =  =F|5 (40) 
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Substituting  the  value  of  Ai,  together  with  the  above  values  of  x,  v  and  m, 
in  (38),  or  (39),  we  have 

4  ^        ^4t««'     * 


max.pr 


(41) 


The  mayimuTn  value  of  8  is  given  by  (24),  as  in  the  preceding  case,  with  the 
accompanying  product  of  E  and  the  principal  strain,  given  by  (25). 

The  equation  of  the  neutral  section,  obtained  by  substituting  the  value  of 
B  in  (15),  will  be 

'-ii-<-m)'»i '«! 

and,  by  substituting  x  =  n  and  the  value  of  A,  we  obtain  for  the  value  of  the 
greatest  deflection,  when  m  »  3, 

2Pri*      2Trri* 


For  the  values  of  the  bending  moments  we  shall  have,  putting  v  »  ^  in 

(38)  and  (39),  and  substituting  the  values  of  pr*  and  p/  in  (29)  and  (31), 
together  with  m  =  3, 


A^r=-^(5x«-5ri«), 
A^*--£(3^-6n«); 


and  for  the  maximum  values,  evidently, 


max.  Mr  =  max.  Mt  =  -t^t-  =  oT" 


5Pri«_5Tr 
24i 


24 


(44) 
(45) 

(46) 


If  m  is  assumed  to  have  a  value  other  than  3,  the  values  of  the  stress  inten- 
sities, strains,  etc.,  may  be  easily  derived  in  the  same  manner  as  ttie  above. 

198.  Circular  Flat  Plate  Centrally  Loaded.  —  The  expressions 
for  the  stress  intensities  and  strains  in  a  circular  flat  plate,  due  to 
a  uniform  load  over  the  central  portion  only,  can  be  determined 
by  the  method  employed  in  Art.  (197).  Two  cases  will  be  con- 
sidered, similar  to  the  two  cases  in  the  preceding  article,  the  plate 
being  considered  horizontal  and  the  load  as  acting  vertically 
downward  in  each  case. 


Fio.  2e8. 
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(a)  Plate  Fixed  at  the  Circumference,  —  Let  n  »  the  outside  radius  and 
t  »  the  thickness  of  the  plate,  P  =  the  load  intensity  and  W  =  the  total 
load,  uniformly  distributed  over  a  circular  area  of  radius  fo  (Fig.  268).    Then 

W^Pmro* (1) 

where  the  value  of  Tq,  for  any  given  value  of  W  must  be  greater  than  a  certain 
limiting  value  to  be  determined. 

Making  the  same  assumptions  and  following  the  same  method  as  in  the 
preceding  article  we  obtain  the  same  fundamental  equations'  (2)  to  (10), 
inclusive  (Art.  197). 

Equating  the  total  shear  on  a  cylindrical  section  through  the  plate,  of 
radius  x,  to  the  total  load  on  the  surface  within  the  circle  of  radius  x,  we 
obtain,  for  values  of  x,  from  0  to  fo, 

Pira^= -»xZg(Art.  197); (2) 

and,  for  values  of  x  from  fo  to  n, 

PiTff^  -TxZ^ (3) 

Substituting  the  value  of  Z  from  (9)  (Art.  197)  and  reducing,  we  have,  for 
values  of  x  from  0  to  fo, 

dx^^xdj^      ^dx      ^^' W 

and,  for  values  of  x  from  fo  to  n, 

ds^'^xda^      nfidx'    x   ' ^^^ 

where 

.  ^      6(m«-l)P^      6  (m«  -\)W 
fri^Efi  irrM^Efi 

Integrating  (4),  observing  that  when  x  «  0,  y  »  0  and  ^  =  0,  we  obtain, 
as  in  Art.  (197),  for  values  of  r  from  0  to  fo, 

y-^{&-^^)' <•> 

and,  for  the  values  of  the  derivatives, 

S-'-d  +  T) <n 

S-^(¥^D <» 

g-^¥ <•> 

Similarly  from  (6),  for  values  of  r  from  n  to  ni 

»-Afo«[j(log*-l)+^+flog*+fl'];.    ,    .      (10) 
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and 

|-x^[|(>o.«-i)+f+g.  ...  (.., 
g.x„.[3(k»,+i)+l-g m 

S-^"L-.+7] »" 

To  determine  the  constants  B,  E,  F  and  O,  we  have  the  conditions: 
when  X  «>»,  the  values  of  y  given  by  (6)  and  (10)  are  equal,  the  values 

of  ^  given  by  (7)  and  (11)  are  equal  and  the  values  of  ^  given  by  (8)  and  (12) 

are  equal;  and,  when  x  a  n,  the  value  of  -^  given  by  (11)  is  equal  to  lero.    The 
solution  of  these  equations  wiU  give: 

«-^-¥'«.- 

Substituting  these  constants  in  the  equations  for  the  derivatives  and  then 
substituting  in  equations  (2)  and  (3)  (Art.  197),  we  obtain,  for  values  of  x 
from  0  to  To, 

e,--f  [3=.?  +  4r^log^;-fg.    ....'.    (14) 
aad,  for  values  oi  x  from  r«  to  n, 

"■-^b^-i-^^*] <"> 

'--^b<*i-^ m 

Substituting  the  values  of  the  strains  in  (4)  and  (5)  (Art.  197),  we  obtain, 
for  values  of  x  from  0  to  fo, 

Pr=^[(3m  +  l):i-  +  (m  +  l)(4fa»log^^-^*)],  .     .     (18) 

Pi-^[(m  +  3):c^  +  (m  +  l)(4ra»log5-g)];      .    .     (19) 
and,  for  values  of  x  from  ro  to  n, 

Pr-^[(«  +  l)(41og|-g)-(«-l)|  +  4m],     .    (20) 

p.»^[(m  +  l)(41og|-^;)  +  («-l)g  +  4].    .    .    (21) 
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where 

^'  "       m*  -  1  "^  "  m<»      irra»m(»' 
Substituting  the  values  of  the  derivatives  in  (9)  and  (10)  (Art.  197),  we  ob- 
tain for  the  shearing  stress  intensity,  for  values  of  x  from  0  to  rb, 

«  =  ^«'-4ti») (22) 

and,  for  values  of  x  from  Tq  to  n, 

'•-W<''-*'^> (23) 

At  the  center  of  the  plate,  when  v  —  J=  ^^  we  obtain,  by  substituting  the  values 
of  A  and  Ai  in  (14),  (15),  (18)  and  (19),  assuming  m -"  3, 

^e,-£e.-±3^[41og5-(5y]       ....    (24) 

IV-P.  =  =t^[41ogL;-(l2y]; (25) 

and,  similarly,  at  the  circumference  we  obtain  from  (16)  and  (20), 

and 

--U'-mi (^ 

On  investigation  it  will  be  found  that  when  -  >  0.42  (nearly)  the  greatest 

Ti 

strain  will  be  located  at  the  circumference  of  the  plate  and  the  maximum  value 
of  Eer  will  be  given  by  (26).    Similarly,  when  —  >  0.59  (nearly)  the  greatest 

stress  intensity  will  be  given  by  (27).    For  ratios  of  -  less  than  the  above 

values  the  maximum  strains  and  stresses  will  be  at  the  center. 

From  an  inspection  of  (22)  and  (23)  it  will  be  evident  that  the  greatest 
shearing  stress  intensity  is  located  at  the  intersection  of  the  neutral  layer  and 
the  cylindrical  surface  of  radius  tq  and  will  be  equal  to 

3  Pro      3  W  .  /OCX 

•^••--fr"47;s' (^^ 

and,  if  nt  »  3,  the  product  of  E  and  the  principal  strain  accompanying  this 
stress  will  be  equal  to 

^'^"x-S (^^ 

If  fo  is  very  small  the  values  of  the  stress  intensity  and  the  strain  given  by 
(28)  and  (29)  for  a  total  load  W  may  exceed  those  at  any  other  point  in  the 
plate,  the  values  approaching  infinity  as  fo  approaches  zero.  The  equations 
may  be  used  therefore  to  determine  the  limiting  radius  of  the  circle  over  which 
the  load  may  be  distributed. 
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By  putting  the  values  of  the  constants  in  (6)  and  (10)  we  obtain  the  equ»- 
tions  of  the  neutral  section  Odb^  for  values  of  x  from  0  to  ro, 

'-Kf+'*'('°«s)-??)'        •  <»> 

and,  for  values  of  x  from  ro  to  n, 

^'f^V^\     ^  1  ''<^i     ^     **     fcV  1  6nn  /Qi\ 

j,._^^l0g-+-l0g--^-;j^+-^J.  (81) 

For  the  greatest  deflection,  putting  the  value  of  A  and  x  »  n  in  (31),  we 
obtain,  assuming  m  »  3, 

"-^["-T-'-^'^a <"' 

When  fi  >  2*0  (nearly)  the  point  of  inflexion  in  the  neutral  section  Odb 
can  be  found  by  putting  (12)  equal  to  isero  and  solving  for  a;,  the  equation 
being, 

•««r*-ft-j&  +  l-» <'«> 

(b)  Plale  Freely  Supported  at  the  Circumference.  —  For  this  case  the  funda- 
mental equations  will  be  in  the  same  form  as  equations  (1)  to  (13),  inclusive, 
for  Case  (a).  To  determine  the  constants  in  the  equations,  we  have  the  con- 
ditions: when  X  —  fo,  the  values  of  y  given  by  (6)  and  (10)  are  equal,  the 

values  of  ^  given  by  (7)  and  (11)  are  equal  and  the  values  of  -^  given  by  (8) 

and  (12)  are  equal;  and,  when  x  —  n,  the  stress  intensity  pr  is  equal  to  lero. 
The  solution  of  these  equations  will  give 

n      5rd»      fo*, 
^"■32'"""8^^*'°- 

Proceeding  as  in  Case  (a),  we  obtain,  for  values  of  x  from  0  to  t^ 

and,  tcft  values  of  x  from  m  to  n, 

AvTi^r.,     X      fo"  ,   /m  — l\r(^  ,       4    1  ,^^^ 
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For  the  stress  intensities  we  have,  for  values  of  z  from  0  to  ro, 
Pr-^[(3m  +  l)aJ«  +  (m  +  l)4f.«log^  +  (m-.l)^*-4mr,«],  .    (38) 

Pi-^^[tm  +  3)a!^  +  (m  +  l)4ro-log^  +  (m-l)^^-4mr,«];    .    (39) 

and,  for  values  of  x  from  n  to  n, 

^,d|5f[(„  +  i)4,og,£-(«-l)(J-g)].  .    (40) 

p.-^[(m  +  l)41og^  +  (m-l)(J+g-4)].  .  .    (41) 

It  will  be  apparent  from  an  inspection  of  the  foregoing  equations  that  the 
greatest  values  of  the  strains  and  stress  intensities  occur  at  the  center  of  the 
plate  and  that,  if  m  =  3, 

nu«.«e,-m»x.B«,=  ±^[41ogJ+i(j)'-3],     .    (42). 
m«.pr=.mM.p,-=fc^[41og^;+i(jy-3].     .    .    (43) 

The  values  of  «  will  be  given  by  (22)  and  (23),  as  in  Case  (a),  the  maximum 
value  of  8  and  the  accompanying  principal  strain  being  given  by  (28)  and  (29). 

The  equations  of  the  meridian  section  through  the  neutral  surface,  ob- 
tained by  putting  the  values  of  the  constants  in  (6)  and  (10),  will  be,  for  values 
of  X  from'  0  to  fo, 

and,  for  values  of  x  from  fo  to  n, 

V-   4   V^*^ri^2*^ro     2(m  +  D      ^  U  +  l/4ri«^    8/"   '     ^^^ 

By  substituting  the  value  of  A  and  putting  x  »  n  in  (45)  we  obtain  for 
the  value  of  the  greatest  deflection,  assuming  m  »  3, 

y»-iS-,[h'-h'-^"*72 <«) 

/     In  either  of  the  cases  considered  under  this  article  the  values  of  the  bending 
^moments  Mr  and  Mt,  at  any  point  in  the  plate,  can  be  readily  determined  by 
substituting  the  expres^ons  for  the  stress  intensities  pr  and  pt,  at  the  sur- 
face of  the  plate,  in  equations  (29)  and  (31)  (Art.  197). 

199.  Circular  Flat  Plate  Uniformly  Loaded  and  Supported 
at  the  Center.  —  If  a  circular  flat  plate  is  subjected  to  a  uni- 
formly distributed  load  combined  with  a  center  load,  the  strains, 
stress  intensities  and  deflections,  at  any  point  in  the  plate,  can  be 
determined  by  adding  the  values  obtained  for  each  load  sep- 
arately, from  the  equations  in  Arts.  (197)  and  (198).  This 
ipethod  can  be  used  for  a  plate  which  is  fixed  at  the  circum- 
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ference,  or  when  the  plate  is  freely  supported.  The  case  under 
consideration  is  a  special  case  of  the  latter  type  in  which  the 
supporting  force,  or  center  load,  is  equal  in  magnitude  to  the 
total  uniform  load  and  opposite  in  direction,  the  resultant  reac- 
tion at  the  circumference  being  equal  to  zero. 


Fig.  269. 

Let  ri  a  tne  outside  radius  and  (  »  the  thickness  of  the  plate,  Pi  »» the 
intensity  of  the  load  and  Po  »  the  intensity  of  the  supporting  force,  which  is 
uniformly  distributed  over  a  circle  of  radius  ro  (Fig.  269),  the  minimum  value 
of  fo  being  determined  by  the  conditions  stated  in  Art.  (198).  Then  the  total 
load 

W  -  Pi»ri«  =  -P«irro«.   - (1) 

The  following  expressions  for  the  strains  and  stress  intensities  throughout 
the  plate  can  be  readily  obtained  by  adding  the  values  under  Case  (b)  (Art. 
197)  and  Case  (b)  (Art.  198),  calling  the  upward  pressure  negative. 

For  values  of  x  from  0  to  ro, 

p,-A.t.[(3m+l)(^-^)-4(m+J)log^-(m-l)g+(w-l)],      .    (4) 

p,-A.r[(m  +  8)(^-^)-4(m  +  l)log^-(m-l)^  +  (m-l)];    (6) 
and,  far  values  of  x  from  t%  to  ri, 

.  Vt^     ro*      -,      X      /w  —  l\n)*  ,  m  —  1"!  ,„ 

p,-A,t.[(3».+l)^+(m-l)^-4(m+l)log^-(ff.-l)g - (3m+l)],    (8) 
p,-4.»[(m+3)g-(m-l)^-4(m+l)log^-(«-l)g+(m-5)];  .    (9) 
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the  values  of  the  constants  being 

The  bending  moments,  so-called,  will  be  given  by  (29)  and  (31)  (Art.  197), 
the  values  of  pr'  and  pt  being  obtained  by  putting  v  «  d:  ^  in  (4)  and  (8)  and 

(5)  and  (9). 

Values  of  «,  for  values  of  x  from  0  to  r^  will  be  represented  by  the  following 
expression,  obtamed  by  combining  (21)  (Art.  197)  and  (22)  (Art.  198), 

'-mh-hY'-^^' » 

and,  by  combining  (21)  (Art.  197)  and  (23)  (Art.  198)  we  have,  for  values  of 
z  from  fo  to  ri, 

•-S(^.-0(''-''«^>- <") 

The  equations  of  the  meridian  section  of  the  neutral  layer  can  be  obtained 
by  combining  (42)  (Art.  197)  with  (44)  and  (45)  (Art.  198). 

For  the  maximum  values  of  the  strains  and  stress  intensities  we  have  the 
following,  assuming  m  ==  .3; 

max.Be,-max.Be,=  ±^[i-|(jy-4logg.  .    .    (12) 

nu«.p,-max.p,-±2^[i-i(^)'-41ogg].     .    .    (13) 
located  at  the  center  of  the  plate; 

[©■-] <») 


ZW 

4irro« 


when  X  «  r o,  with  the  accompanying  value  of  the  product  of  E  and  the  prin- 
cipal strain 

--^[ey-o-    •  •  •  •  c.« 

The  greatest  deflection,  obtained  by  adding  (43)  (Art.  197)  and  (46)  (Art. 
198),  making  due  allowance  for  signs,  will  be  equal  to 

^»  =  i£^-'"^'+i^''^^«3 ('"> 

200.  Square  knd  Rectangular  Flat  Plates  Uniformly  Loaded. 

—  If  we  attempt  to  deduce  equations  for  the  strains  and  stresses 
in  a  square,  or  rectangular,  flat  plate,  imifonnly  loaded  and  fixed, 
or  freely  supported,  at  the  edges,  on  the  basis  of  the  assumptions 
made  in  the  case  of  the  circular  plate,  an  exact  solution  will  be 
foimd  to  be  impossible  Approximate  formulas,  however,  which 
must  be  regarded  as  largely  empirical,  can  be  obtained  by  making 
additional  assumptions  in  regard  to  the  distribution  of  the  stresses 
in  the  plate.    Four  cases  will  be  considered. 
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^&/  Reetanffidar  Plate  Fixed  at  the  Edges,  —  Let  2  a  and  2  &  be  the  dimen- 
sioDa  of  the  surface,  t  »  the  thickness  and  P  »  the  pressure  intensity  (Fig. 
270).  Neglecting  stresses  and  strains  in  the  direction  normal  to  the  surface, 
the  same  assumptions  may  be  made  as  in  the  case  of  the  circular  plate,  namely : 
(1)  Thai  all  straight  lineSy  perpendicular  to  the  surf  ace  of  the  plate  before  flexure, 
remain  straight  and  normal  to  the  middle,  or  neutral,  layer  of  the  plate  after  bend- 
ing takes  place,  and  (2)  thai  stress  intensities  are  proportional  to  strains  through-^ 
oiU  the  plate. 


5Ll. 


If  we  consider  a  strip  through  the  center  of  the  plate,  one  unit  in  width  and 
parallel  to  the  axis  OY,  it  is  evident  that,  if  the  dimension  a  is  increased 
indefinitely,  the  strains  and  stresses  in  the  strip  will  approach  the  values  of 
the  stresses  and  strains  in  a  rectangular  beam,  fixed  at  the  ends,  of  the  same 
cross  section  as  the  strip  and  subjected  to  the  same  uniform  load.  Hence,  at 
the  limit  when  a  =  oo ,  the  bending  moment  at  any  cross  section  of  the  strip, 
at  a  distance  y  from  the  center  (Fig.  2706),  will  be  equal  to 


and  tEe  deflection  at  the  cross  section, 


2-07(^-«^>*--2^(^- 


y»)». 


(1) 


(2) 


Similarly,  if  we  consider  a  strip  one  unit  wide  along  OX,  and  5  is  increased 
indefinitely;  at  the  limit,  when  5  »  oo ,  the  value  of  the  bending  moment  at  a 
section,  at  any  distance  x  from  the  center  (Fig.  270c),  will  be  squal  to 


J^.      Pa^      Px« 

and  the  deflection  at  the  croes  section 


(3) 


-2k«("*-"^)'- 


(4) 
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It  was  assumed  by  Grashof  that  the  following  equation,  which  would 
satisfy  each  of  the  limiting  cases  mentioned,  could  be  taken  as  the  equation 
of  the  surface  formed  by  the  neutral  layer  after  bending;  namely, 

. P_  (a'~x»)My-|/')'  ,5x 

'  2Efi  o*-h&*  ^^ 

Then,  if  we  let  r^  «•  the  radius  of  curvature  of  a  section  of  the  neutral  layer, 
parallel  to  OX,  through  any  point  in  the  Uyer,  whose  co6rdinatee  are  (x,  y,  z), 
and  ry  »  the  radius  of  curvature  of  the  section  parallel  to  OY,  throu|^  the 
same  point,  we  shall  have,  making  the  same  approximation  as  in  the  oommon 
beam  theory, 

-  -  —    and      i  -  —  ; 

and  hence,  on  the  basis  of  the  assumptions  stated  above,  the  strains  in  any 
layer  of  the  pUte,  at  a  distance  v  from  the  neutral  Uyer,  in  directions  parallel 
to  OX  and  OF,  will  be  respectively  equal  to 

**--^--''aS ^*^ 

*»--r---'ap; ^ 

tensile  strains  and  stresses  being  plus  and  v  being  plus  when  measured  upwards. 
Obtaining  the  values  of  the  derivatives  from  (5)  and  substituting  in  (6) 
and  (7), 

2Pt;(a«-3x»)(y~y')«  ,^. 

«•  -  Efi(a^  +  ¥)  ......     W 

and 

^  Et*(a*  +  ¥)  ^^^ 

It  will  be  evident  from  an  inspection  of  (8)  and  (9),  that  the  majrimnm 
strains  will  be  located  at  the  surface  of  the  plate,  at  the  ends  of  the  axes  OX 
and  OF,  and  for  these  points, 

n««.Ee.=  ±2P^(^) (10) 

A.t  the  center  of  the  plate,  when  v  »  d=  ^, 

^--^^c-^) ■  ■•  <» 

It  will  be  evident  that  when  a  >  &  the  greatest  value  of  the  product  of  E 
and  a  strain  for  the  entire  plate  will  be  that  given  by  (11). 
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By  use  of  equations  (5)  and  (6)  (Art.  46)  we  may  obtain,  for  the  sections 
at  the  ends  of  the  axis  OX,  when  v  =  =k  ^i 

and,  similarly  for  the  sections  at  the  ends  of  the  axis  OY, 

m«      2P6» 


max.  py  B  =k 


m«-l     (« 


(^) <«) 


It  will  be  evident  from  an  inspection  of  equations  (14)  and  (15)  that,  when 
a  >  6,  the  greatest  stress  intensity  will  be  given  by  (15),  where,  if  m  «  3, 

9P6«  /     a*     \ 

2  Pf^  M  c 

The  quantity  — p—  (equation  11)  is  evidently  equivalent  to  -j-,  where 

P45S 
Ml  =  -To~  »  the  greatest  bending  moment  in  a  strip  one  unit  wide  along 

OY  (Fig.  270a),  considered  as  a  beam  under  a  imiform  load  of  intensity  P, 

and  -  =»  7  ""jthe  section  modulus  of  the  cross  section  of  the  strip.    Similarly, 

C        D 

the  quantity  —r^  is  equivalent  to  —p,  where  JIfj  =  -jo"-     Hence  equa- 
tions (10)  and  (11)  may  be  interpreted  as  follows,  asfflaniing  a  >  5: 

To  determine  the  neatest  values  of  the  prodttcte  of  E  and  the  principal  etraine 
in  a  rectangular  plaUf  fixed  at  the  edges  and  svbjected  to  a  uniform  load;  cal- 
culate  the  maximum  fiber  stresses  in  the  two  strips^  one  unit  wide,  along  the 
central  axes  of  the  plate,  considered  as  uniformly  loaded  beams  fixed  at  ends; 

the  load  on  the  shorter  strip  being  equal  to  I^a^m}^  ^^^  *^  ^^  ^  longer  strip 

equal  to  (^  ■  LtJ^i  where  P  ^  the  load  intensity  on  the  plate. 

Since  the  strains  along  the  edges  of  the  plate  at  the  ends  of  the  axes  OX  and 
OY  are  equal  to  zero  the  stress  intensities  Px  and  py,  from  (14)  and  (15),  are 
greater  than  the  values  of  Ecg  and  Ee^f  from  (10)  and  (11),  instead  of  being 
equal  to  them,  as  would  be  the  case  if  the  strips  were  separate  beams. 

The  greatest  deflection  in  the  plate  will  evidently  occur  at  the  center  and, 
by  putting  x  =  0  and  y  »  0  in  (5),  we  obtain  for  its  value 

_        Pa*¥  -. 

*°      2E^{a*  +  ¥y      •- •    ^^^^ 

It  will  be  evident,  from  an  inspection  of  (2)  and  (4),  that  the  division  of  the 
load  intensity,  required  to  produce  the  same  maximum  deflection  in  two  stripe 
of  unit  width,  along  the  central  axes  of  plate,  when'  acting  as  independent 
beams,  is  the  same  as  that  called  for  in  the  foregoing  rule  for  calculating  the 
mftTimiiin  strains,  by  considering  the  stripe  along  the  central  axes  as  uni- 
formly loaded  beams. 
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The  diagram  (Fig.  271)  represents  the  variation  in  the  value  of  the  quantity 
^  .  ,^  with  the  variation  in  r- :  and  it  is  evident  that  when  r  >  3  the  value 

1  (nearly);  that  is,  the  maximum  stresses  and  strains  are  prac- 


tioally  the  same  as  if  the  plate  were  of  indefinite  length. 


aft 
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/ 

/ 
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/ 

JLO     U     &0      &5     &0      8^     ^0     ^5     SJQ     5b5    6LD 
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Fig.  271. 


Expressions  for  the  shearing  stress  intensities  through  the  plate  might  be 
obtained  by  use  of  the  general  equations  of  equilibrium  (Art.  49);  but  the 
magnitudes  would  be  so  small  that  the  results  would  be  of  no  considerable 
importance. 

(b)  Square  Plate  Fixed  at  the  Edges.  —  For  a  square  plate,  putting  6  »  a 
in  (10),  (11),  (14)  and  (15),  we  have 

Pa* 
max.  Eex  =  max.  Eey  =  ±  -rj- (18) 

and,  when  m  »  3, 

max.  p.  =  max.  p,  =  ±  -^ (19) 

Putting  &  s  a  in  (17),  we  have  for  the  maximum  deflection  of  the  plate 

^--S <»> 

The  numerical  coefficients  in  (18)  and  (19)  are  somewhat  higher  than  the 
coefficients  in  the  empirical  formulas,  proposed  by  Bach  and  others,  for  cal- 
culating the  strains  and  stress  intensities  in  square  plates. 

ThS  results  of  a  series  of  measurements  of  the  deflection  of  a  square  steel 
plate  made  under  the  supervision  of  one  of  the  authors  showed  that  the  values 
given  by  (20)  averaged  15  to  20  per  cent  higher  than  the  measured  deflections, 
which  would  also  indicate  that  the  values  given  (18)  and  (19)  are  too  high  and 
h^ioe,  if  we  write  these  equations  in  the  forms 

max.J&C  =  =b-j^, (21) 
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aad 

max.p,  »  ib-^, (22) 

they  will  probably  represent  more  nearly  the  true  values  of  the  greatest  stiain 
and  stress  intensity  in  the  plate. 

Grashof ,  by  a  solution  of  the  differential  equation  of  the  neutral  surface  of 
the  square  plate  found  the  coefficient  in  (21)  to  be  |  when  m  =  3. 

It  would  follow,  perhaps,  that  if  the  numerical  coefficients  in  (10)  and  (16) 
were  modified,  in  accordance  with  these  facts,  to  V  Aiid  2,  respectively,  the 
equations  would  represent  more  nearly  the  true  values  of  the  maximum  strain 
and  stress  intensities  in  the  rectangular  plate. 

(c)  Square  Plate  Freely  Supported  at  the  Edges,  —  A  theoretical  treatment 
will  not  lead  to  a  satisfactory  solution  in  this  or  the  following  cases.  We  will, 
therefore,  write  for  these  cases  empirical  formulas,  simply,  omitting  signs 
and  stating  in  each  case  the  reasons  for  the  proposed  form  of  the  equation. 

If  we  compare  equations  (21)  and  (22)  with  equations  (22)  and  (23)  (Art. 
197)  we  find  that  the  maximum  values  of  the  strains  and  stress  intensities 
given  by  the  formulas  for  the  square  plate,  fixed  at  the  edges  and  uniformly 
loaded,  are  one-third  higher  than  the  valucs^'given  by  the  formulas  for  a  circuit 
plate,  having  a  diameter  equal  to  the  side  of  the  square,  and  loaded  and 
supported  in  the  same  manner. 

Hence,  if  we  assume  a  similar  relation  to  exist  in  the  case  of  the  square  and 
circular  plates  freely  supported  at  the  edges  we  may,  by  increasing  the  numeri- 
cal coefficient  in  (40)  (Art.  197)  by  one-third,  estimate  the  value  of  the  product 
of  E  and  the  greatest  strain  to  be 

max.Eex  «  max.Ee^  »    g^   ,       (23) 

the  strain  evidently  bdng  located  at  the  center  of  the  plate. 

By  substituting  in  (5)  (Art.  46)  we  shall  have,  for  the  greatest  stress  in- 
tensity, if  m  a  3, 

max.  p,  -  max.  p,  -  -^  .• (24) 

(d)  Redangidar  Plate  Freely  Supported  at  the  Edges.  —  Since  the  load 
intensities  on  two  uniformly  loaded  beams,  of  the  same  cross  section  and 
having  the  same  maximum  deflection,  are  inversely  proportional  to  the  fourth 
powers  of  the  lengths,  we  may  assume,  from  the  analogy  with  Case  (a),  that 
the  ratio  of  the  maximum  strains  in  the  two  imit  strips,  taken  along  the 
central  axes  OX  and  OY  (Fig.  270),  is  the  same  as  in  that  case. 

Hence,  using  the  same  notation  as  before,  we  shall  have  for  the  maximum 
values  of  the  products  of  E  and  the  strains  ex  and  ey,  located  at  the  center  of 
the  plate, 

°^-^^--9ir(sH=^) (26) 

„         20P6«/    o*     \  ,^. 

°^-^^- ^7^(5^76^) <26) 

both  (25)  and  (26)  reducing  to  the  form  of  (23)  when  b  =  a. 
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When  a>  h  the  greatest  value  of  the  product  of  E  and  a  principal  strain 
for  the  entire  plate  will  evidently  be  given  by  (26). 

By  substituting  in  (6)  (Art.  46)  we  obtain  for  the  value  of  the  greatest 
stiesB  intensity  in  the  plate,  when  m  »  3, 

„.„  .    „  5Pa'6'(3a'  +  y)  ,^ 

201.  Square  and  Rectangular  Flat  Plates  Centrally  Loaded. 
—  In  each  of  the  following  cases  we  will  assume  a  load  TF  to  be 
uniformly  distributed  over  a  small  circular  area  of  radius  n  at 
the  center  of  the  plate.  We  will  use  the  same  notation  for  the 
dimensions  of  the  plate  as  in  Art.  (2(K)).  Four  cases  will  be  con- 
sidered, empirical  formulas,  simply,  being  written  for  each  case. 

(a)  Jiguare  Plate  Fixed  at  the  Edges.  —  If  we  assume  the  maximum  strain 
in  the  square  plate  to  be  one-third  higher  than  in  the  circular  plate,  having  a 
diameter  equal  to  the  side  of  the  square  and  similarly  loaded,  as  in  Case  (c) 
(Art.  200),  we  shall  have,  from  (24)  (Art.  198),  for  the  product  of  E  and  the 
greatest  strain,  located  at  the  center  of  the  plate. 


max. 


^-15  E^'-? -(?)■]•  ■  •  ■•  ■  <» 


If  we  assume—  »-  0.1,  equation  (1)  reduces  to 


-  21 T^ 

max.  Ecx  -  max.  Ee^  -  ^^  (nearly)  ;      ....      (2) 

and,  from  (6)  (Art.  46),  if  m  =»  3, 

max.  p»  *  max.  py  «■  —=-  (nearly) (3) 

(b)  Square  Plate  Freely  Supported  at  the  Edges.  —  Making  an  assumption 
similar  to  that  in  Case  (a)  we  shall  have,  from  (42)  (Art.  198), 

^^-s^b'^'i+m-'i <« 

If  we  assume  —  »  0.1  equation  (4)  reduces  to 

max. Esx  ^  ma.  Ee^  ^ -^n  (neealy); (6) 

and  from  (5)  (Art.  46),  if  m  -  3, 

21 W 
max.  p.- max.  p,, --g^  (nearly) (6) 

(c)  Rectangular  Plate  Fixed  at  the  Edges.  —  Since  the  greatest  bending 
moments  in  two  centrally  loaded  beams  of  the  same  cross  section  and  having 
the  same  ivMiTifmim  deflection  are  inversely  proportional  to  the  squares  of  the 
lengths,  if  we  assume  the  maximum  moments  of  resistance  of  the  two  imit 
strips  along  the  central  axes  of  the  plate  to  be  proportional  to  the  maximum 
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valiieB  of  Ee^  and  Ee^^  we  may  estimate  that,  when  ^  =  0.1,  the  mATimiiin 
values  of  the  products  of  E  and  the  strains  e.  and  Cy  will  be  equal  to 

'^■^^"'-ffi^) (7) 

^■^^-'-wi^) («) 

located  at  the  center  of  the  i^te. 

When  a  >  &  the  value  of  the  product  of  E  and  the  greatest  strain  for  the 
entire  plate  will  evidently  be  that  given  by  (8);  and  both  (7)  and  (8)  will  evi- 
dently reduce  to  the  form  of  (2)  when  b  =  a. 

By  substituting  in  (6)  (Art.  46)  we  would  have  for  the  greatest  stresB 
intensity  in  the  plate,  when  m  »  3, 

""•'.-!^^i±^ m 

which  reduces  to  the  form  of  (3)  when  b  =  a. 

(d)  Redangidar  PlcUe  Freely  Supported  at  the  Edges.  — By  reasoning 
similar  to  that  in  the  preceding  case  we  have  for  the  mityimiim  values  of  the 

products  of  E  and  the  strains  e«  and  ey,  ftflmimmg  ^  a  o.l, 

•-«-^^'  =  W(«4^) .»«> 

located  at  the  center  of  plate;  the  mairimum  value  for  the  entire  plate,  when 
a  >  hj  being  that  given  by  (11);  both  (10)  and  (11)  reducing  to  the  form  of 
(5)  when  b  =  a. 

The  greatest  stress  intensity  in  the  plate,  obtained  from  (6)  (Art.  46), 
would  then  be  equal  to,  assimiing  m  =  3, 

21  TT  /3a«-|-6*N 
°^P-==l67? 

which  reduces  to  the  form  of  (6)  when  b  =  a. 


m^ '"' 


202.  Problems.  —  Cylinders  and  Plates. 

Problem  1. 

Determine  the  allowable  internal  pressure  intensity  in  an  elliptical  cylinder 
}''  thick,  having  maximum  and  minimum  inside  diameters  8''  and  b'\  assum- 
ing a  working  stress  intensity  of  12,000  lbs.  per  sq.  in. 

Problem  2. 

Determine  the  required  thickness  of  a  square  tube,  2"  X  2^'  inside  measure- 
ment, to  withstand  an  internal  pressure  of  40  lbs.  per  sq.  in.,  assuming  /  » 
12,000  lbs.  per  sq.  in. 
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Problem  3. 

A  circular  cylinder,  10"  inside  diameter  with  a  wall  3"  thick,  is  subjected 
to  an  internal  pressure  of  5000  lbs.  per  sq.  in. 

(a)  Calculate  the  maximum  stress  intensity  in  the  wall; 

(b)  Calculate  the  maximum  value  of  the  product  Eet,  assuming  m  =  4; 

(c)  Determine  the  increase  in  the  inside  diameter  due  to  the  pressure, 
assuming*^  =  30,000,000  lbs.  per  sq.  in. 

Problem  4. 

Plot  the  diagrams  for  th^  cylinder  in  Problem  (3),  showing  the  variation  of 
the  following  quantities  along  any  radial  section,  assuming  E  =  30,000,000 
lbs.  per  sq.  in.  and  m  =  4: 

(a)  Tangential  stress  intensity; 

(b)  Radial  stress  intensity; 

(c)  Values  of  J&e<; 

(d)  Values  of  Eer] 

(e)  Increase  in  radius. 

Problem  6. 

Solve  Problem  (3),  assuming  the  cyhnder  to  be  subjected  to  an  eictemal 
pressure  only  of  8000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (4),  assuming  the  cylinder  to  be  subjected  to  an  external 
pressure  only  of  8000  lbs.  per  sq.  in. 

Problem  7. 

Determine  the  thickness  of  a  cast-iron  cylinder,  12"  inside  diameter,  re- 
quired to  withstand  an  internal  pressure  of  1200  lbs.  per  sq.  in.: 

(a)  Assuming  the  working  stress  intensity  =  4000  lbs.  per  sq.  in.; 

(b)  Afiwiming  the  value  of  the  product  Eet  »  4000  lbs.  per  sq.  in. 
Calculate  the  increase  in  the  inside  diameter  of  the  cylinder,  assuming 

E  »  14,000,000  lbs.  per  sq.  in. 

Problem  8. 

Solve  Problem  (7),  substituting  a  cast-iron  spherical  shell,  12"  inside  diam- 
eter, for  the  cylinder. 

Problem  9. 

A  circular  flat  plate,  24"  diameter  and  1"  thick,  fixed  at  the  circumference, 
is  subjected  to  a  uniform  pressure  of  120  lbs.  per  sq.  in.    Assuming  m  »  3; 

(a)  Determine  the  maximum  stress  intensity  in  the  plate; 

(b)  Determine  the  maximum  value  of  the  product  Eer] 

(c)  Determine  the  greatest  deflection  of  the  plate,  assuming  E  j=  30,000,000 
lbs.  per  sq.  in. 

Problem  10. 

Solve  Problem  (9),  assuming  the  plate  to  be  freely  supported  at  the  cir- 
cumference. 
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Problem  11. 

Plot  diagrams  representing  the  variation  of  the  following  quantities  along 
any  radial  section  of  the  plate  in  Problem  (9),  assuming  m  ^  3: 

(a)  Radial  stress  intensity  pr't 

(b)  Tangential  stress  intensity  Pi; 

(c)  Values  of  Eer; 

(d)  Values  of  Eet. 

Determine  the  radius  of  the  line  of  inflexion  in  the  neutral  layer  of  the  plate. 

Problem  12. 

Calculate  the  maximum  values  of  pr  and  Eer  for  a  plate,  20"  diameter  and 
1"  thick,  supported  at  the  center  only  on  a  post  2"  diameter,  and  subjected  to 
a  uniform  load  of  160  lbs.  per  sq.  in.  Calculate  the  greatest  deflection  of  the 
plate.    Assume  E  »  30,000,000  lbs.  per  sq.  in.,  m  =  3. 

Problem  18. 

A  circular  flat  plate,  30"  diameter  and  f"  thick,  fixed  at  the  circumference 
and  supported  by  a  stay  at  the  center,  is  subjected  to  a  uniform  pressure  of 
intensity  P.  Determine  the  central  supporting  force  in  terms  of  P,  assuming 
the  support  to  be  on  the  same  level  as  the  circumference  and  the  supporting 
force  to  be  distributed  over  a  circle  2''  diameter.  Calculate  the  allowable 
value  of  P,  assuming  m  =  3: 

(a)  Assuming  pr  =  16,000  lbs.  per  sq.  in.; 

(b)  Assuming  Eer  -  16,000  lbs.  per  sq.  in. 

Problem  14. 

Find  the  allowable  pressure  intensity  on  a  rectangular  plate  20"  X  12''  and 
i"  thick,  assuming  the  working  stress  intensity  —  16,000  lbs.  per  sq.  in.: 

(a)  When  the  plate  is  fixed  at  the  edges; 

(b)  When  the  plate  is  freely  supported  at  the  edges. 

Find  the  allowable  pressure  on  the  assumption  that  the  product  of  E  and 
the  greatest  strain  »  16,000  lbs.  per  sq.  in.: 

(a)  When  the  plate  is  fixed  at  the  edges; 

(b)  When  the  plate  is  freely  supported  at  the  edges. 

Problem  16. 

Find  the  allowable  center  load  W  on  the  plate  m  Problem  (14),  under  each 
of  the  conditions  stated,  on  the  assiunption  that  the  load  is  distributed  over 
a  circle  having  a  diameter  equal  to  about  0.1  of  the  short  dimension  of  the 
plate. 
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CHAPTER  XIV. 
REINFORCED  CONCRETE  BEAMS  AND  COLUMNS. 

203.  Conditions  and  Assumptions.  —  It  is  our  purpose  in  this 
chapter  to  give  the  derivation  of  the  formulas  commonly  used  in 
making  calculations  of  the  stresses  due  to  bending,  shear  and  com- 
pression in  beams  and  columns,  or  struts,  made  up  of  concrete  and 
steel  reinforcement. 

In  the  development  of  the  theory  it  will  be  necessary  to  assume 
the  existence  of  certain  ideal  conditions  which,  at  best,  are  only 
approximately  met  in  practice.  The  formulas  which  are  deduced, 
however,  will  be  in  proper  form  for  use,  provided  the  required  con- 
stants are  obtained  from  the  results  of  experiments  on  the  strength 
of  members  subjected  to  loading  under  conditions  similar  to  those 
actually  existing  in  concrete  structures. 

In  all  the  cases  considered  the  following  conditions  will  be 
imposed: 

(a)  Every  member  will  be  considered  to  be  made  up  of  layers, 
or  fibers,  parallel  to  its  central  axis,  and  each  of  the  component 
materials  will  be  considered  to  be  homogeneous. 

(b)  The  theory  will  be  subject  to  the  limitations  (c),  (d)  and  (e) 
(Art.  63)  of  the  ordinary  theory  of  beams. 

In  addition  to  the  foregoing  conditions  it  will  be  necessary  in 
every  case  to  make  the  following  assumptions,  the  first  two  of 
which  are  similar  to  the  assumptions  of  the  beam  theory  (Art.  66). 

(1)  That  a  plane  cross  section,  perpendicular  to  the  central  axis 
of  a  member  before  loading,  remains  plane  and  normal  to  the  central 
axis  after  loading. 

(2)  That  each  material  follows  Hooke's  law,  within  the  limits  of 
stress  due  to  the  working  load,  the  ratio  of  stress  intensity  to  strain 
in  the  concrete  bearing  a  fixed  relation  to  the  ratio  of  stress  in- 
tensity to  strain  in  the  steel,  in  both  tension  and  compression. 

(3)  It  follows  from  the  first  assumption  that  at  any  surface  of 
contact  the  concrete  and  the  steel  must  elongate,  or  contract,  the 
same  amoimt  in  any  given  length;  that  is,  there  must  be  a  p^fect 
bond,  or  no  slipping,  between  the  two  materials. 
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(4)  The  resistance  of  concrete  to  tension  will  be  assumed  to  be 
negligible. 

The  last  assumption  is  probably  in  close  agreement  with  actual 
conditions  in  many  cases,  the  concrete  on  the  tension  side  of  a 
member  subjected  to  bending  failing,  on  account  of  its  low  tensile 
strength,  before  the  safe  working  load  is  reached,  even  when  evi- 
dence of  the  failmre  is  not  visible  to  the  eye.  Under  certain  con- 
ditions this  failure  in  tension  may  not  take  place  and  the  resistance 
of  the  concrete  to  tension  will  have  an  appreciable  effect  on  the 
moment  of  resistance  at  any  given  section.*  In  such  cases,  how- 
ever, the  error  due  to  assuming  the  tension  equal  to  zero  will 
not  be  very  great;  and  formulas  based  on  this  assumption  will  be 
adaptable  to  all  cases. 

In  the  development  of  the  theory,  in  each  of  the  following  cases, 
the  foregoing  conditions  and  assumptions  will  be  rigidly  adhered 
to,  although  leading  in  some  cases  to  refinements  which  the  con- 
ditions of  practice  may  not  justify.  It  is  the  part  of  the  Engineer 
to  modify  the  theoretical  equations  into  such  forms  as  may 
simplify  the  necessary  computations  and  still  give  results  suffi- 
ciently accurate  for  use  under  actual  working  conditions. 

For  the  sake  of  simplicity  all  beams  will  be  considered  as  hori- 
zontal and  the  formulas  for  columns  and  struts  will  be  derived  by 
considering  the  central  axes  vertical. 

204.  Rectangular  Beam  Reinforced  for  Tension  Only.  —  A 
section  of  such  a  beam  is  represented  by  the  sketch  (Fig.  272),  one 
or  more  reinforcing  bars  being  embedded  in  the  concrete  near  the 
under  side  of  the  beam  to  resist  tension,  the  compression  in  the 
upper  portion  of  the  beam  being  resisted  entirely  by  the  concrete. 
In  accordance  with  the  assimiptions  (Art.  203)  the  stress  in  the  con  • 
Crete  at  any  cross  section  will  be  uniformly  varying  compression 
above  the  neutral  axis  NN  and  of  zero  intensity  at  all  points  below 
the  neutral  axis. 

The  steel  reinforcing  bars  would  be  placed  in  a  single  horizontal 
plane,  when  possible;  but,  if  necessary,  would  be  arranged  in  two, 
or  more,  horizontal  layers.  Since  the  total  area  of  the  cross  sec- 
tion of  tKe  steel  bars  is  small  in  extent,  compared  with  the  area  of 
the  entire  cross  section,  the  stress  in  the  steel  may  be  considered 
to  be  uniform,  without  any  considerable  error. 

*  See  Experimental  Researches  on  Reinforced  Concrete;  by  A.  Gonsiddre. 
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Fig.  272. 


The  foQowing  notation  has  been  generally  adopted: 

h  =  the  breadth  of  the  beam, 

A  =  the  total  depth  of  the  beam, 

d  =5  the  depth  to  the  center  of  gravity  of  the  total  cross  section 

of  the  steel  reinforcing  bars,  called  the  effective  depth  oj 

the  beanif 
A  =  the  total  area  of  the  cross  section  of  the  steel  reinforce- 
ment, 
fe  =  the  maximum  intensity  of  stress  in  the  concrete, 
/,  =  the  intensity  of  stress  in  the  steel, 
C  =  the  resultant  compressive  stress  in  the  concrete, 
T  =  the  resultant  tensile  stress  in  the  steel  reinforcement, 
M  =  the  moment  of  resistance  of  the  stress  on  a  cross  section, 

equal  and  opposite  to  the  bending  moment  due  te  the 

external  forces, 
ifc  =  the  ratio  of  the  depth  of  the  neutral  axis  te  the  efifective 

depth  d, 
z  =  the  distance  from  the  top  of  the  beam  to  the  resultant 

compressive  stress  C, 
j  —  the  ratio  of  the  moment  arm  of  the  resisting  couple  to  the 

effective  depth  d, 
p  —  the  ratio  of  the  steel  area  A  to  the  effective  area  of  the 

concrete  M, 
Cc  «  the  maximum  longitudinal  strain  in  the  concrete, 
e«  ==  the  longitudinal  strain  in  the  steel, 
Ee  =  the  ratio  of  stress  intensity  to  strain,  or  the  modulus  of 

elasticity,  for  the  concrete. 
Eg  =»  the  modulus  of  elasticity  of  the  steel, 
n  =  the  ratio  of  the  value  of  E,  to  the  value  of  £«. 
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It  will  follow  from  assumption  (1)  (Art.  203)  that  the  longitudi- 
nal strain  in  the  layers  of  the  beam  will  be  uniformly  varying  (see 
equation  1,  Art.  95)  from  zero  at  the  neutral  layer  to  the  values  ee, 
at  the  upper  layer,  and  e,,  at  the  layer  through  the  center  of  the 
steel,  and  therefore 

Ct  _d-'kd  _1  —  k  .. 

ec"     Jfed     "     *    '       ^' 

From'assumption  (2)  (Art.  203)  we  have 

erE.^Sc^vSo' ^^ 

and,  combining  (1)  and  (2), 

^-m ») 

Since  the  loads  on  the  beam  are  vertical,  it  is  evident  that  (7^7; 
and  hence 

^■^-SA: (4) 

from  which  we  obtain 

S,_hkd 

1-2A' ^ 

But,  from  the  foregoing  definitions,  ci  —  P  &z^d,  substituting  this 
value  in  (5)  and  equating  to  (3),  we  have 

and  solving  for  k, 


k  1-fc. 

=  n — z —  > 
2p  k 


k  =  V2jm  +  (pny  -  pn, («) 

which  gives  the  ratio  k  in  terms  of  the  steel  ratio  p  and  the  ratio  of 
the  moduli  of  elasticity  of  the  steel  and  the  concrete  n;  showing 
that  the  position  of  the  neutral  axis  depends  solely  on  the  propor- 
tion of  the  steel  reinforcement  and  the  ratio  of  the  two  moduli 
of  elasticity. 
It  is  evident  that 

kd 

and  that 

jd^d^u, (7) 

hence 

i  •  1  —  g*         • (8) 
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The  moment  of  resistance  of  the  stress  on  the  cross  section  will 
evidently  be  equal  to 

M  =  Tjd '^  Cjd; (9) 

and,  substituting  the  values  of  T  and  C,  we  have 

M=fA}d=f^jd, (10) 

from  which  we  may  obtain  the  stress  intensities  in  terms  of  the 
bending  moment  at  the  section, 

^'     Ajd     pjbd^' ^^^' 

f"m ^'^ 

Prom  (3)  we  also  have 

^-^(A)' w 

the  magnitude  of  the  quantity  -  being  represented  in  the  sketch 

(Fig.  272). 
From  (11)  and  (12)  we  obtain 

'^     f.P3      W ^^*^ 

from  which  the  size  of  the  beam,  required  to  resist  a  bending 
moment  M,  may  be  obtained  when  the  coiistants  in  the  equation 
are  known. 

The  beam  of  minimum  weight,  required  to  resist  a  given  bending 
moment,  will  evidently  be  that  in  which  both  the  stress  intensity 
in  the  steel  and  the  maximum  stress  intensity  in  the  concrete  have 
the  greatest  allowable  values.  This  condition  will  not  exist  unless 
the  amount  of  the  steel  reinforcement  bears  a  certain  definite 
proportion  to  the  amount  of  concrete.  In  order  to  determine  the 
proportion  of  steel  required  we  have,  from  (3), 

and  from  (5), 

*2/.      bd     ^• 
Eliminating  A;  between  these  two  equations  and  reducing, 

p  =  -rr^—FT: (15) 


=K'+^J' 
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which  is  the  value  of  p,  in  terms  of  the  allowable  working  stress  in- 
tensities and  the  ratio  n,  for  the  beam  of  minimum  weight,  required 
to  resist  any  given  bending  moment. 

The  design  of  a  beam  under  this  condition,  therefore,  cou'iisos 
in  calculating  the  value  of  bdP  for  the  required  bending  moment, 
by  substituting  the  values  of  the  constants  in  (14),  and  then 
selecting  values  for  b  and  d  which  will  satisfy  the  equation,  the 
total  cross  section  of  the  steel  reinforcement  required  being  equal 
to  A  =  pbdf  the  value  of  p  being  obtained  from  (15). 

206.  Shearing  and  Bond  Stresses.  —  If  the  bending  in  the 
rectangular  concrete  beam  is  due  to  vertical  loading,  longitudinal 
shearing  stresses  will  be  developed,  in  the  same  manner  as  in  the 
homogeneous  beam  (Art.  88).  The  longitudinal  shearing  stresses 
along  the  layers  in  contact  with  the  reinforcing  bars  will  tend  to 
break  the  bond,  or  cause  slipping,  between  the  steel  and  the  con- 
crete. The  bond  stress  intensity  must  therefore  be  considerably 
below  the  stress  intensity  at  which  the  adhesion  between  the  con- 
crete and  the  steel  rods  will  be  overcome.  It  is  customary  to 
assume  that  the  intensity  of  the  bond  stress  is  the  same  at  all  points 
in  the  perimeters  of  the  reinforcing  bars,  which  lie  in  the  plane 
of  any  given  cross  section,  but  that  the  intensity  varies  m  the 
longitudinal  direction,  in  the  same  manner  as  the  shearing  stress. 

At  any  point  in  the  beam  the  intensity  of  the  shearing  stress  on 
a  vertical  section  will  evidently  be  equal  to  that  on  a  longitudinal 
section  (Art.  24).  The  shearing  stress  intensity  at  any  point  on 
any  longitudinal  section  may  be  found  by  the  following  method, 
similar  to  that  employed  in  the  conmion  beam  theory  (Art.  88). 

We  will  use  the  same  notation  as  before  and,  in  addition,  let 

V  =  the  shearing  force  at  any  cross  section  of  the  beam. 

V  =  the  shearing  stress  intensity  on  a  vertical,  or  longitudinal, 
section  at  any  point  below  the  neutral  layer, 

u  =  the  bond  stress  per  unit  of  area  of  the  surface  of  a  rein- 
forcing bar, 

o  =  the  perimeter  of  a  single  reinforcing  bar, 
Zo  =  the  sum  of  the  perimeters  of  all  the  reinforcing  bars. 

Then  from  equation  (1)  (Art.  88)  we  have,  for  the  total  shearing 
stress  on  the  portion  of  a  longitudinal  section  between  two  cross 
sections  at  the  distance  x  apart, 

«te  =  ft  -  Bi, (1) 
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where  B%  and  JZi  represent  the  resultant  normal  stresses  on  the 
portions  of  the  two  cross  sections,  between  the  longitudinal  layer 
and  the  top  of  the  beam,  and  s  represents  the  average  longitudinal 
shearing  stress  intensity  between  the  two  cross  sections.  Under 
assumption  (4)  (Art.  203)  it  is  evident  that  for  all  layers  below  the 
neutral  layer, 

i?2  —  fii  =  C2  —  Ci  =  a  constant, 

where  C^  and  C\  represent  the  values  of  the  total  compression  in 
the  concrete  at  the  two  cross  sections.  Hence,  by  taking  x  suffi- 
ciently small,  we  may  put  v  =  «  and  write  (1)  in  the  form 

--^'"^^ (2) 


bx     '   ' 
But  from  (9)  (Art.  204)  we  have 

Mt-Mi 


C,-Ci  = 


3d 


(3) 


where  Mi  and  Mi  represent  the  bending  moments  at  the  two  cross 
sections.    Hence, 

M,  ^  jf  1  _  y  .  ... 

^  *"      xbjd     'hid' ^^^ 

since,  by  taking  x  sufficiently  small,  we  may  write 

^i^=y(Art.73). 

The  longitudinal  shearing  stress  intensity,  on  sections  above  the 
neutral  layer,  will  evidently  vary  in  the  same  manner  as  in  a  homo- 
geneous beam  of  rectangular  section  (Art.  90).    Hence  the  dia- 


aa 


^} 


Fia.  273. 

gram,  reprecenting  the  variation  in  either  the  longitudinal  or  the 
vertical  shearing  stress  intensities  at  any  cross  section,  will  be  in 
the  form  shown  (Fig.  273),  the  portion  above  the  neutral  layer 
being  a  parabola  and  the  portion  below,  a  vertical  line. 

To  obtain  the  intensity  of  the  bond  stress  between  the  concrete 
and  the  steel,  observe  that  the  average  longitudinal  shearing  stress 
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per  unit  of  length  of  the  surface  of  contact  ^th  the  steel  will  be 
equal  to  vb,  the  total  surface  of  contact  per  unit  of  length  of  steel 
being  equal  to  2)o.  Hence  the  average  bond  stress  intensity  will 
i>e  equal  to 

^         V      .  ... 

^  =  s3=ids3 (^> 

It  is  evident  that  the  allowable  value  of  u  will  depend  on  the 
nature  of  the  surface  of  the  reinforcing  bars,  whether  rough  or 
smooth;  and  it  is  important  that  the  maximum  value  of  u  in  any 
beam  shall  not  exceed  the  allowable  value  for  the  type  of  rein- 
forcing bar  used. 

It  is  also  evident  that  sufficient  space  must  be  left  between  the 
bars  if  the  full  strength  of  the  bond  between  the  steel  and  the  con- 
crete is  to  be  obtained.  The  distance  between  the  centers  of 
adjacent  bars  should  be  at  least  2^  to  3  times  their  diameters  and 
the  distance  between  the  center  of  a  bar  and  the  side  of  a  beam  at 
least  2  diameters. 

206.  Floor  Slabs.  —  Slab  supported  on  two  aides.  The  stresses 
in  a  reinforced  concrete  floor  slab,  supported  on  two  sides  only, 
may  be  determined  by  considering  the  slab  as  divided  into  trans- 
verse strips,  one  unit  wide,  and  treating  each  strip  as  a  rectangular 
beam.  Slabs  g-re  usually  made  continuous  over  the  supports;  that 
is,  the  reinforcing  bars  are  arranged  so  as  to  resist  negative  bend- 
ing, or  tension  at  the  top  of  the  slab,  at  every  support. 

When  the  continuity  exists  for  several  spans  it  is  evident  that 
each  intermediate  span  approaches  the  condition  of  a  beam  fixed 
at  the  ends;  and,  for  uniform  loading,  the  greatest  bending  moment 
may  be  determined  with  sufficient  accuracy  by  use  of  the  formula 

M,  =  ^(Art.l01), (1) 

where  Mt  ~  the  bending  moment  at  the  end  of  the  span  and  {  = 
the  distance  from  center  to  center  of  the  supports  (Kg.  274).  If 
the  clear  span  h  is  considerably  less  than  the  distance  between 
centers  a  somewhat  less  value  may  be  used  in  place  of  I  in  (1). 
Fdr  uniform  loading,  the  bending  moment  Af i,  at  the  middle  of 
the  span,  would  be  one-half  the  value  of  M2;  but,  when  the  slab  is 
of  uniform  thickness,  the  maximum  bending  moment  only  need  be 
considered. 
Where  the  reinforcement  is  continuous  the  bars  should  evidently 
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cross  the  central  la3rer  in  the  vicinity  of  the  points  of  inflexion, 
which  would  be  located  at  distances  approximately  0.2 1  from  the 
ends  of  the  span  (Art.  101). 


Fig.  274. 

Where  it  becomes  necessary  to  join  the  reinforcement,  the  rods 
may  be' clamped  together,  or  lapped  by  each  other  in  the  concrete, 
a  distance  2  ai,  as  indicated  at  the  support  A,  the  bond  in  the  con- 
crete being  relied  upon  to  furnish  the  required  continuity.  In  the 
latter  case  the  overlap  should  be  sufficient  to  provide  a  total  bond 
stress  in  the  length  ai  equal  to  the  total  tension  in  the  rod  at  the 
section  over  the  support. 

Since  the  maximum  bending  moments  in  the  end  spans  of  a  uni- 
formly loaded  continuous  beam  are  greater  than  in  the  interme- 
diate spans  (Art.  121),  the  end  spans  should  be  designed  for  a 
greater  moment  of  resistance.    It  is  customary  to  use  the  equation 


(2) 


in  calculating  the  greatest  bending  moment  in  the  end  spans  of  a 
slab  which  is  continuous  over  several  supports.  Owing  to  the 
imcertainty  which  usually  exists  in  regard  to  the  conditions  at 
the  different  supports,  the  calculation  of  bending  moments  by 
more  exact  methods  is  of  little  value  when  the  slab  is  continuous 
over  several  spans. 

When  the  number  of  spans  is  less  than  four,  however,  or  the 
intensity  of  loading  varies  in  different  spans,  the  bending  moments 
should  be  calculated  by  use  of  the  more  exact  fonmulas  for  con- 
tinuous beams,  with  due  allowance  for  the  unceiiainty  of  condi-. 
tions  at  the  supports. 

Slab  supported  on  four  sides.  —  If  a  slab  is  supported  on  four 
sides,  reinforcing  rods  are  used  in  both  the  transv^fse  and  the 
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lengthwise  directions.  When  the  length  of  the  slab  is  over  twice 
the  width,  the  entire  load  should  be  assumed  to  be  carried  by  the 
transverse  reinforcement.  When  the  ratio  of  length  to  width  is 
less  than  two,  the  stresses  in  the  slab  may  be  estimated  in  the  same 
manner  as  in  the  case  of  the  homogeneous  flat  plate  (Art.  200); 
the  stress  intensities  on  the  cross  sections  at  the  ends  of  a  trans- 
verse strip,  one  imit  wide,  through  the  center,  being  calculated  on 
the  assumption  that  the  load  intensity  on  the  strip  is  equal  to 

a* 
^      ,^  times  the  total  load  intensity  on  the  slab,  where  a  =  the 

length  and  b  =  the  width  of  the  slab;  and  the  stress  intensities  on 
the  cross  sections  at  the  ends  of  a  longitudinal  strip,  one  unit  wide, 

being  calculated  for  a  load  intensity   ^  ,  .  ^  times  the  total  load 

intensity. 

For  a  square  slab  one-half  of  the  load  would  evidently  be  assumed 
to  be  carried  on  each  set  of  reinforcement. 

Since  the  stress  intensities  in  strips,  parallel  to  and  near  the  sides 
of  the  slab,  will  be  less  than  in  the  strips  through  the  center,  less 
reinforcement  is  required  near  the  sides  than  through  the  center; 
that  is,  the  distance  between  the  rods  may  be  made  larger  as  the 
sides  are  approached.  The  allowable  increase  in  spacing  can 
best  be  determined  by  experiment. 

207.  Rectangular  Beam  Reinforced  for  Tension  and  Com- 
pression. —  In  this  case  reinforcing  bars  are  embedded  in  the 
concrete  near  the  side  of  the  beam  under  compression  as  well  as 
in  the  tension  side.  The  distribution  of  stress  on  the  cross  section 
of  such  a  beam  is  indicated  by  the  sketch  (Kg.  275). 

We  will  follow  the  same  notation  as  in  Art.  (204)  and,  in  addi- 
tion, let. 

A'  =  the  total  area  of  the  cross  section  of  the  reinforcement  on 

the  compression  side, 
d'  =  the  depth  of  the  center  of  gravity  of  the  cross  section  of 

the  compression  reinforcing  bars, 
//  =  the  intensity  of  stress  in  the  compression  reinforcement, 

assumed  to  be  uniform, 
C  =  the  resultant  compressive  stress  in  the  steel, 
p'  =  the  ratio  of  the  steel  area  A'  to  the  effective  area  of  the 

concrete  bd. 
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From  assumptions  (1)  and  (2)  (Art.  203)  we  have,  as  in  the  beam 
reinforced  for  tension  only, 

(i) 


^»(^> 


and  also,  since  the  tensile  and  compressive  moduli  of  elasticity  are 
assmned  to  be  equal, 

/i       d-M ^'^^ 


Fia.  275. 
Since,  for  a  vertically  loaded  beam,  C  +  C  —  T,  we  shall  have 


fj>kd 


hf,'A'  -  fA  (very  nearly), 


(3) 


(4) 


the  resultant  stress  in  the  concrete  being  calculated  without  de- 
ducting from  the  area  of  the  cross  section  the  space  occupied  by 
the  compression  reinforcement. 

Substituting  the  values  A  =  pbd  and  A'  =  p'bd,  together  with 
the  value  of//  from  (2),  in  equation  (3)  and  transposing  terms,  we 
obtain  _ 

Equating  (1)  and  (4)  and  transposing  terms, 

=  2n(p  +  p'^^-  2n(p+p')k; 
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and  solving  for  A;, 

t=y2n(p  +  p'^j+n2(p  +  pO'~n(p  +  p').    •      (5) 

By  adding  the  moments  of  the  components  of  the  compressive 
stress  about  an  axis  through  the  top  of  the  cross  section  we  obtain 

(C  +  C')2=-^X^+//A'd' (6) 

Substituting  the  values  of  C  and  C  and  also  the  value  of  /,' 
from  (2),  we  have 


z  =• 


fjbkd  (kd-d'\   ' 


and  eliminating/,,  by  substituting  its  value  in  terms  of /c  from  (1), 
substituting  A'  =  p'bd  and  reducing,  we  obtain 

It  follows  that 

jd  =  d-z (8) 

and  that  the  moment  of  resistance  is  equal  to 

M  =  Tjd  =  {C  +  C')jd (9) 


or. 


M^fAjd^i^+S.'A^jd (10) 

Hence, 

•'•     Ajd     ifflKP' ^    ^ 

and,  substituting//  in  terms  of /c  and  A'  =  p'bd  and  solving, 

/. , ^il,  .      ....    (.2) 


■,w[t  +  2p'»(l-|)] 


The  value  of /c  can  evidently  be  obtained  more  easily  from  equa- 
tion (1),  from  which  the  value 

f-Kr^) w 

can  be  computed  after  the  value  of  /,  has  been  foimd. 
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Prom  (2)  we  have  for  the  value  of  the  stress  intensity  in  the  com- 
pression reinforcement. 

'--'•'^ •  ("' 

Shearing  and  Bond  Stresses.  —  Since  there  is  assmned  to  be  no 
tension  in  the  concrete  below  the  neutral  layer,  the  distribution 
of  the  shearing  stress  on  any  cross  section  will  be  similar  to  that 
for  the  beam  reinforced  for  tension  only  (Art.  205),  the  shearing 
stress  intensity  being  uniform  below  the  neutral  layer;  and  hence, 
by  the  same  reasoning  as  before, 

^=m' ^''^ 

and,  for  the  bond  stress  intensity  on  the  tension  reinforcement, 

As  the  difference  between  the  stress  intensities  in  the  compres- 
sion reinforcing  bars  and  the  adjacent  layers  of  concrete  is  lees  than 
the  stress  intensity  in  the  tension  reinforcing  bars,  it  is  unneces- 
sary to  develop  a  formula  for  the  bond  stress  intensity  on  the  com- 
pression steel. 

&06.  Tee  Beam.  —  When  a  reinforced  concrete  floor  is  sup- 
ported on  beams  of  the  same  material,  as  indicated  in  Fig.  (274), 
the  beams  and  the  floor  are  bonded  together  so  as  to  form  a  con- 
tinuous structure.  The  bond  is  usually  strengthened  beyond  that 
due  to  the  adhesion  in  the  concrete  alone  by  the  use  of  special  re- 
inforcement. The  floor  slab,  therefore,  forms  the  flange  of  a 
beam,  tee-shaped  in  section,  as  shown  in  Fig.  (276),  which  resists 
the  compressive  stress,  while  the  tensile  stress  is  carried  by  re- 
inforcing bars  placed  near  the  bottom  of  the  web,  or  stem,  of  the 
loc. 

In  the  deduction  of  the  formulas  for  the  maximum  stress  in- 
tensity in  the  concrete  and  the  stress  intensity  in  the  steel  we  will 
follow  the  notation  previously  adopted  and,  in  addition,  let 
h  =  the  width  of  the  flange, 
t  =  the  thickness  of  the  flange, 
V  =  the  width  of  the  web,  or  stem,  of  the  tee. 

In  floors  of  ordinary  proportions  it  would  not  be  safe  to  assume 
that  one-half  of  the  entire  slab  on  either  side  of  any  beam  would 
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act  as  a  compression  flange  and  fulfill  the  conditions  stated  in 
Art.  (203);  and  no  satisfactory  theory  can  be  developed  to  deter- 
mine just  what  proportion  of  the  floor  slab  can  be  considered  to 
form  a  part  of  the  beam  in  order  that  the  formulas  for  stress  in- 
tensity, deduced  under  the  above-mentioned  conditions,  may  give 
accurate  results. 


/ 


;^ 


-^ 


J_ 


j<f 


-*-T 


1 

Ik 
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6               '! 

1 

N                 N 

b^ 

Fig.  276. 


'  The  rules  which  have  been  proposed  for  obtaining  the  value  of 
6  are,  therefore,  entirely  empirical  and  as  a  result  have  varied  to 
a  large  extent.    Of  these,  the  rule  that 

b^5t (1) 

can  be  considered  as  conservative. 

This  rule  should  be  interpreted  to  mean  that  when  the  flange  of 
the  tee  is  a  part  of  a  floor,  b  should  ordinarily  be  taken  equal  to 
approximately  five  times  the  thickness  of  the  slab,  bat  in  case  the 
spans  of  the  floor  slabs  were  very  short,  or  in  the  case  of  a  single 
beam,  having  a  tee  section,  the  width  b  might  evidently  be  less  than 
5  ^  As  less  conservative,  the  rule  that  6  =  6  <,  or  even  the  rule 
that  b  ^  Sty  may  be  quoted. 

After  having  determined  the  value  of  b  the  expressions  for  stress 
intensity  may  be  deduced  under  the  same  assxmiptions  as  m  the 
preceding  cases.  Two,  or  three,  cases  will  arise,  depending  on  the 
position  of  the  neutral  axis. 

(a)  When  the  neutral  axis  lies  in  the  flange  of  the  tee.  —  When  the 
thickness  of  the  flange  t  is  large,  in  proportion  to  the  depth  d,  the 
neutral  axis  may  be  located  in  the  flange,  the  value  of  kd  being 
less  than  /.  It  is  evident  that;  since  there  is  assumed  to  be  no 
tensile  stress  in  the  concrete,  the  distribution  of  stress  on  any  cross 
section  would  in  this  case  be  identical  with  that  for  a  rectangular 
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beam  of  width  6;  and,  therefore,  the  maximum  stress  intensities 
in  the  concrete  and  the  steel  bars  would  be  given  by  the  equations 
in  Art.  (204). 

(b)  When  the  neutral  axis  lies  in  the  web  near  the  flange  of  the  tee, 
—  This  is  the  condition  which  usually  exists  in  the  tee  beam  and, 
since  the  formulas  for  stress  intensity  are  found  to  be  simplified 
considerably  if  the  compression  stress  in  the  web  between  the 
neutral  axis  and  the  under  side  of  the  flange  is  neglected,  it  is 
customary  to  deduce  the  equations  on  the  assumption  that  the 
entire  compression  stress  on  a  cross  section  is  carried  by  the  flange 
of  the  tee,  as  indicated  (Fig.  276).  The  error  introduced  by 
making  this  assumption  is  evidently  very  small  when  NN  is  near 
the  flange. 

Then,  in  the  same  manner  as  in  the  rectangular  beam  (Art.  204), 
we  have,  from  assumptions  (1)  and  (2)  (Art.  203), 

f:-»(^) <« 

The  stress  intensity  in  the  concrete  at  the  under  side  of  the  flange 
will  be  equal  to 

'■■'f-^- 0) 

and,  since  T  =  C  for  any  vertically  loaded  beam, 

M=l(fc+fc')U=fM(^^j^);.    .    .      (4) 
and  hence 

fr^-^y  ■ <« 

Equating  (2)  and  (5)  and  solving  for  kd,  we  have 

^  =  2nA+2bt ^^^ 

Since  the  value  of  z  will  evidently  be  equal  to  the  distance  from 
the  top  of  the  beam  to  the  center  of  gravity  of  the  trapezoid,  repre- 
senting the  variation  in  the  stress  intensity  over  the  flange,  we  shall 
have 

,_   2  ^3"^   2^3  _Uc  +  2fJ)t, 
(/.+/.')^      ,-3(/.+/.V 
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and,  substituting  the  value  of  fj  from  (3)  and  reducing, 

t     3kd-2t 
^'3^   2kd-t ^^^ 

Having  the  value  of  «,  we  obtain 

jd^d-z; (8) 

and,  substituting  the  values  of  T  and  C  in  the  equation 

M  =  Tjd  ^Cjd, (9) 

we  have 

M^fAjd=fMi^-^^^3d (10) 

Solving  for  /,  and  /«, 

f-w '"> 

and 

_2MM_ 

^'      i2kd-t)btjd ^^^^ 

From  equation  (2)  we  obtain,  as  in  previous  cases,  the  expres- 
sion 

^•  =  ^(i4l) (13) 

from  which  the  value  of  fe  can  be  found  after  the  value  of  /,  is 
known. 

(c)  When  the  compression  in  the  web  is  not  negligible.  —  If  the 
flange  of  the  tee  is  comparatively  small,  the  neutral  axis  may  lie 
so  far  below  the  under  side  of  the  flange  that  a  considerable  error 
will  be  introduced,  if  the  compression  stress  in  the  web  is  neglected, 
and  the  following  equations,  derived  by  allowing  for  the  stress  in 
the  web,  will  give  more  accurate  results. 

Equations  (2)  and  (3)  will  hold  true  for  this  case,  as  before,  but 
equation  (4)  will  be  modified  to  the  form 

M-^+Z-C'-'of-^').   .  .   (U) 

Solving  for  y  and  equating  to  (2) ,  we  have 

J' 

Vkd  ,  (b-b')t(2kd-t)  _     /I  -  k\ 
'2A^  2Akd  "^Vir)' 

which  reduces  to  the  form 

6' (fed)*  +  2[nA  +  {b  -b')t]kd  =  2ndA  +  {b  -  60 <*; 
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and,  solving  for  fcd,- 

By  taking  moments  of  the  components  of  the  compression  stress, 
about  an  axis  through  the  top  of  the  flange,  we  obtain,  for  the  dis- 
tance of  the  center  of  the  compressive  stress  from  the  top  of  the 
beam 


Z  = 


which  reduces  to 


^■"  3[6'(fcd)2+(6-6')(2)W-0«]*      '     '     ^^ 
Having  the  values  of  k  and  z,  the  values  of  jd,  /,  and  /«  can  be 
found  from  (8),  (11)  and  (13). 

Shearing  and  Bond  Stresses.  —  Since  there  is  assumed  to  be  no 
tension  in  the  concrete,  the  distribution  of  the  shearing  stress  will 
be  similar  to  that  in  the  rectangular  beam,  the  shearing  stress  in- 
tensity on  any  cross  section  being  uniform  between  the  neutral 
axis  and  the  center  of  the  tension  reinforcement.  Hence,  by  the 
same  reasoning  as  in  Art.  (205),  we  shall  have  for  the  value  of  the 
maximum  shearing  stress  intensity  on  any  cross  section 

^-Wd' ^''^ 

and,  for  the  bond  stress  intensity, 

«  =  25=;Wo ^18> 

Bending  Moments,  —  When  a  concrete  floor  beam,  or  girder,  is 
supported  at  more  than  two  points  the  reinforcement  is  usually 
arranged  to  resist  negative  bending  over  the  intermediate  supports; 
and,  under  imiform  loading,  the  bending  moments  should  be  cal- 
culated in  the  same  manner  as  for  the  continuous  floor  slab  (Art. 
206).  When  the  beam  is  continuous  over  several  spans  and  the 
loading  is  uniform,  the  greatest  bending  moment  in  any  inter- 
mediate span  may  be  taken  equal  to 

M  =  'g; (19) 
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and  in  the  end  spans  the  greatest  bending  moment  may  be  assumed 
to  be  equal  to 

M  =  ^ (20) 

For  a  continuous  beam  having  three  spans,  or  two  only,  or  when 
the]  loading  is  not  uniform,  the  bending  moments  should  be  esti- 
mated by  use  of  the  more  exact  equations  for  continuous  beams. 
The  values  in  (19)  and  (20)  represent  the  bending  moments  at  the 
ends  of  the  spans;  but  it  is  customary  to  design  the  middle  cross 
section  for  a  moment  of  resistance  equal  to  the  bending  moments 
given  by  these  equations.  The  value  of  I  is  ordinarily  taken  equal 
to  the  distance  from  center  to  center  of  the  supports,  unless  the 
clear  span  between  the  supports  is  considerably  less  than  this 
distance,  when  a  smaller  value  for  I  may  be  allowed. 

Stresses  at  a  Section  Over  a  Support.  — The  reinforcement  re- 
quired to  resist  the  negative  bending  moment  over  a  support  of  a 
continuous  floor  beam  may  be  provided  by  bending  up  one-half  of 
the  reinforcing  bars  in  the  spans  on  each  side  of  the  support,  as 
indicated  at  the  support  B  (Fig.  277),  the  remainder  of  the  bars 
being  run  through  the  support  on  the  lower  side  of  the  beam.  If 
the  bars  are  symmetrically  arranged  this  will  provide,  at  sections 
near  a  support,  equal  amounts  of  tension  and  compression  rein- 
forcement, as  shown  in  the  section  A-A ;  the  total  area  of  each  set 
of  reinforcing  bars  being  the  same  as  that  of  the  tension  reinforce- 
ment at  the  section  C-C,  which  would  be  similar  to  the  cross 
section  represented  in  Fig.  (276). 


SECTrpN  A-A 


'-^fFN  ! 


TT 


Fig.  277. 

Since  it  is  assumed  that  the  concrete  does  not  resist  tension, 
the  section  A-A  is  equivalent  to  that  of  a  rectangular  beam,  re- 
inforced for  both  tension  and  compression  (Fig.  275).  The  moment 
of  resistance  of  this  section  must  evidently  be  as  great  as,  or 
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greater  than,  the  moment  of  resistance  of  the  tee  section  at  C-C. 
The  stress  intensities  at  the  section  A- A  can  be  obtained  by  use 
of  the  equations  in  Art.  (207),  the  width  of  the  beam  being  equal 
to  6',  the  effective  depth  equal  to  d,  and  the  distance  from  the  com- 
pression side  of  the  beam  to  the  center  of  the  compression  rein- 
forcement equal  to  d\ 

The  bent-up  rods  should  cross  the  neutral  layer  near  the  points 
of  inflexion,  at  distances  0.2 1  to  0.25 1  from  the  supports.  When 
the  bond  in  the  concrete  is  relied  upon  to  develop  the  full 
strength  of  the  steel  at  the  section  over  the  supports,  the  over- 
lap of  the  rods  on  the  tension  side  may  be  estimated  from  the 
expression 

«^^^o <21) 

and  that  of  the  rods  on  the  compression  side  from  the  expression 

^^^^o' (22> 

where  w'  =  the  allowable  intensity  of  the  bond  stress  on  the  rods. 

In  any  case  the  overlap  must  be  great  enough  to  provide  suflS- 
cient  reinforcement  throughout  the  portion  of  the  beam  in  which 
negative  bending  may  exist. 

209.  Web  Reinforcement.  —  In  each  of  the  cases  which  have 
been  considered  tensile  stresses  in  the  concrete  have  been  assumed 
to  be  negligible;  and  the  only  stress  which  has  been  considered  as 
existing,  on  the  portion  of  a  cross  section  between  the  neutral 
axis  and  the  tension  reinforcem^t,  has  been  a  vertical  shearing 
stress,  of  uniform  intensity  v.  This  stress  must  be  accompanied 
by  a  shearing  stress  of  equal  intensity  on  any  longitudinal  layer, 
intersecting  the  cross  section. 

If  the  assumptions  of  the  theory  are  adhered  to,  therefore,  the 
state  of  stress  at  any  point  below  the  neutral  layer  should  be  con- 
sidered similar  to  that  existing  at  the  neutral  layer  in  any  homo- 
geneous beam  (Art.  92)';  that  is,  at  any  point  between  the  neutral 
layer  and  the  tension  reinforcement,  the  planes  of  principal  stress 
would  make  angles  of  45°  with  the  vertical  and  the  stress  intensi- 
ties on  each  of  these  planes  would  be  equal  to  v,  the  stress  on  one 
plane  being  tension  and  on  the  other,  compression. 

If  the  concrete  does  not  resist  tension,  it  is  evident  that  special 
reinforcement,  in  addition  to  the  longitudinal  bars,  will  be  re- 
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quired  to  resist  the  tensile  stresses  on  the  diagonal  planes.  This 
secondary  reinforcement  may  consist  of  small  rods,  bent  into 
special  forms,  which  for  convenience  are  placed  in  vertical  planes, 
at  distances  s  apart,  as  indicated  in  Fig.  (277).  Sometimes  the 
secondary  reinforcement  is  inclined  at  45°  with  the  vertical,  in  the 
direction  of  the  diagonal  tensile  stress;  which  would  evidently  be 
a  more  efficient  arrangement,  if  this  stress  alone  were  to  be 
considered. 

When  the  secondary  reinforcing  units  are  vertical,  the  rods  may 
be  bent  into  stirrup  shaped  forms,  or  into  forms  with  four  vertical 
parts,  as  indicated  in  the  cross  section  A-A  (Fig.  277).  The  spaces 
between  two  adjacent  units  may  be  found  on  the  assumption  that 
each  unit  supports  a  stress 

F  =  i;6'«V2, (1) 

equal  to  the  total  tension  on  a  plane  at  45°  with  the  horizontal,  of 
width  V  and  length  equal  to  s  V%  the  diagonal  distance  between 
the  units.  The  diagonal  force  F  would  produce  a  combination  of 
tension  and  shear  at  any  section  through  the  vertical  reinforcing 
unit,  the  total  tensile  stress  component  on  the  section  of  the  unit 
being  equal  to 

P  =  Fcos45°  =  v6's (2) 

If  the  allowable  value  of  P  is  known,  the  proper  spacing  of  the 
secondary  reinforcing  units  in  any  portion  of  the  span  can  be  found 
from  (2),  when  the  average  value  of  v  for  that  portion  is  known, 
provided  the  assumption  that  the  concrete  does  not  resist  tension 
is  consistently  adhered  to. 

The  value  of  P  must  be  determined  more  or  less  arbitrarily;  but, 
since  each  reinforcing  unit  is  subjected  to  a  combination  of  equal 
shear  and  tension,  we  may  assume 

P  =  0.6 /.n'a, (3) 

where  n'  =  the  number  of  vertical  parts  in  the  unit  and  a  =  the 
area  of  the  cross  section  of  a  single  part,  provided  there  is  a  suffi- 
cient bond  between  the  unit  and  the  concrete.  For  rough,  or  de- 
formed, rods  with  the  ends  bent  over,  as  indicated  (Fig.  277),  there 
will  probably  be  a  sufficient  bond  if 

^^w ^*^ 

where  do  =  the  diameter  of  the  rod.  If  square  rods  are  used  do 
will  represent  the  side  of  the  square. 
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It  is  evident  from  (2)  that  the  required  spacing  of  the  reinforc- 
ing units  will  increase  as  v  diminishes.  In  the  tee  beam  the  web 
reinforcement  serves  the  double  purpose  of  resisting  the  diagonal 
tension  and  strengthening  the  bond  between  the  flange  and  the 
web;  and  hence  it  is  customary  in  such  a  beam  to  limit  the  maxi- 
mum value  of  Bj  a  oonmion  rule  being 

B  ^\d (6) 

On  account  of  the  approximations  in  the  theory,  all  of  the  fore- 
going equations  must  be  r^arded  as  empirical,  to  a  greater  extent 
even  than  those  in  the  preceding  articles,  and  subject  to  modifica- 
tion to  suit  the  conditions  under  which  they  are  used.  One  modi- 
fication may  be  mentioned;  namely,  that  of  replacing  v  in  (2)  with 
a  value  v'  ^  v  —  c,  where  c  is  a  small  value  for  a  tensile  stress  in- 
tensity which  the  concrete  alone  is  assmned  to  resist. 

Althoi^  the  tee  beam  has  been  taken  as  an  illustration,  since 
it  is  in  beams  of  this  type  that  web  reinforcement  is"  nearly  always 
required,  it  is  evident  that  the  foregoing  method  of  computing  the 
spacing  of  the  web  reinforcement  could  be  applied  with  equal 
facility  to  a  rectangular  beam,  if  necessary. 

210.  Deflection  of  Reinforced  Concrete  Beams.  —  A  general 
equation  for  the  elastic  curve  of  a  reinforced  concrete  beam,  which 
is  of  uniform  dimensions  and  uniformly  reinforced  throughout,  can 
be  deduced  in  the  following  manner. 

If  we  let  r  =  the  radius  of  curvature  at  any  point  in  the  elastic 
cm^e  and  follow  the  notation  previously  adopted,  we  shall  have, 
as  in  the  common  beam  theory  (Art.  95), 

^--^ f^—     .  ,  .  .  (1) 


r     d-kd     E4{l-k) 

The  equation  for  the  stress  intensity  in  the  tension  reinforcement, 
in  each  of  the  cases  considered,  has  been  found  to  be  in  the  form 

.  _  M  . 
^'-Jjd' 


and,  substituting  this  value  of  /.  in  (1),  we  have 
1  M 


r     EAjd^  (1  -  k) 


(2) 
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Ab  in  the  ordinary  beam  theory,  -  =  -1-5  ;  hence  we  may  write 

(ft;  Af  M  .„v 


where 
Therefore, 


B  =  EAjcP  (1  —  fc)  =  a  constant. 


-US 


Mdxdx, (4) 


the  constant  B  evidently  taking  the  place  of  the  constant  EI  for 
the  homogeneous  beam  of  miiform  section. 

Hence,  by  substituting  the  value  of  B  for  EI  in  the  formulas  for 
the  maximum  deflection  of  simple  homogeneous  beams  under 
various  load  systems  (Art.  106),  we  may  obtain  the  formulas  for 
computing  the  maximum  deflections  in  simple  reinforced  concrete 
beams,  of  any  type  of  cross  section,  when  subjected  to  similar  load 
systems. 

In  a  continuous  beam,  or  a  beam  fixed  at  the  supports,  how- 
ever, we  have  seen  that  the  arrangement  of  the  longitudinal  rein- 
forcement must  be  varied  to  provide  for  the  tensile  stresses 
throughout  the  span;  and  hence  the  values  of  B  for  the  different 
sections  of  such  a  beam  would  vary  in  such  a  manner  that  an 
accurate  solution  for  the  deflection  would  be  impracticable. 

211.  Columns,  Azially  Loaded.  —  The  stress  intensities  in  a 
reinforced  concrete  column  can  be  readily  determined  under  the 
assumptions  made  in  developing  the  theory  for  reinforced  concrete 
beams  (Art.  203).  When  the  resultant  of  the  load  coincides  with 
the  axis  of  the  colunm,  it  is  evident  that  the  stress  intensities  in 
both  the  concrete  and  the  reinforcing  bars  will  be  uniform.  We 
will  adopt  the  following  notation: 

A  =  the  total  area  of  the  cross  section  of  the  column, 

At  =  the  total  area  of  the  cross  section  of  the  reinforcing  bars, 

Ae  =  the  net  area  of  the  cross  section  of  the  concrete,  allowing 

for  the  space  occupied  by  the  reinforcement, 
Po  =  the  ratio  of  the  area  A,  to  the  area  A, 
fe  =  the  stress  intensity  in  the  concrete, 
/,  =  the  stress  intensity  in  the  reinforcing  bars, 
R  =  the  resultant  axial  load, 

E,  =  the  modulus  of  elasticity  of  the  steel  reinforcement, 
Ee  =  the  modulus  of  elasticity  of  the  concrete, 
n  =  the  ratio  of  Em  to  Ee. 
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Under  the  assumptions  mentioned,  the  longitudinal  strain  in  the 
concrete  must  be  equal  to  that  in  the  reinforcement;  and  hence 

Eg        Ee 

and,  therefore, 

/.  =  "/« (1) 

For  equilibrium 

R=f.A.+fcAc;  ...    (2) 

and,  substituting  the  value  of  f»  from  (1) 
and  solving  for  /c,  we  have 
R 


4 
1 


/»  = 


Ac  +nA,' 


(3) 


Fig.  278. 


If  desired  (3)  may  be  expressed  in  terms 

of  the  total  area  A  and  the  ratio  po  =  -^;  in 

which  case,  by  substituting  Ac  =  A  —  A„ 
we  have 

^'  ^  A[l+po{n-l)Y  '    '    ^^^ 

The  sketch  (Fig.  278)  represents  a  square  column,  but  the 
foregoing  equations  will  evidently  apply  to  an  axially  loaded 
column  having  a  cross  section  of  any  shape. 

The  allowable  value  of  the  working  stress  intensity  fe  will  de- 
pend to  a  certain  extent  on  the  ratio  of  the  unsupported  length  of 
the  column  to  the  width  b  of  the  cross  section;  but,  for  ratios  of 

7  less  than  a  certain  quantity,  say 

g  ^  16,  or  20, 

we  may  assume  the  working  stress  intensity  to  be  constant,  as  in 
the  case  of  the  homogeneous  column. 

212.  Columns,  Eccentrically  Loaded.  —  Two  cases  will  be  con- 
sidered, based  on  the  conditions  stated  in  Art.  (203).  In  both  cases 
the  cross  sections  will  be  square,  or  rectangular,  and  the  reinforce- 
ment will  be  assumed  to  be  symmetrically  arranged,  so  that  the 
center  of  the  reinforcement  will  coincide  with  the  center  of  the 
concrete.    If  the  resultant  of  the  external  forces,  acting  on  the 
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4 

44- 


-f 


column,  is  not  normal  to  the  section  it  will  be  resolved  into  a 
normal  component  fl„  and  a  shearing  component,  the  latter 
evidently  having  no  efifect  on  the  normal  stress  intensity  at  any 
point. 

(a)  When  the  nevircd  axis  NN  lies  within  the  boundary  of  the 
cross  section  (Fig.  279).  —  We  will  adopt  the  following  notation, 
the  dimensions  of  the  cross  section  being  , 

indicated  in  the  sketch: 

A  =  the  area  of  the  cross  section  of 
the  reinforcing  bars  which  are 
in  tension, 

A'  =  the  area  of  the  reinforcing  bars 
which  are  in  compression, 

f,  =  the  intensity  of  stress  in  the  ten- 
sion reinforcement, 

/,'  =  the  intensity  of  stress  in  the  com- 
pression reinforcement, 

Je  =  the  maximmn  compressive  stress 
intensity  in  the  concrete, 

e  =  the  eccentricity  of  the  load,  that 
is,  the  distance  between  the  re- 
sultant normal  force  Rn  and 
the  center  of  the  cross  section, 

k  =  the  ratio  of  the  distance  of  the 

neutral  axis  from  the  compression  side  to  the  total 

depth  of  the  section  A, 

A  A' 

p  =  gr*^^  ^'  ~  foS '  ^^^^  ^^^  ^^^  ratios  of  the  areas  of  the 

tension  and  compression  reinforcing  bars,  respectively, 
to  the  total  area  of  the  cross  section. 

For  a  symmetrical  section  A  =  A^  and  hence  p  =  p'.  Since  the 
stress  intensity  in  any  reinforcing  bar  would  be  n  times  the  stress 
intensity  which  would  exist  in  the  surrounding  concrete,  provided 
the  concrete  were  assumed  to  resist  tension  as  well  as  compression 
and  the  ratio  of  the  moduli  of  elasticity  were  the  same  for  tension 
as  for  compression,  we  may  write 

f.  // 

^  —  ^  -~  ^^  J      ^  _  feft  —  d' 

To'  kh    ^"""^  f:^~kh~' 


Fig.  279. 
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and  hence 

f'^Ai-'} <i) 

f.'-^i-i} (2) 

Since  Rn  must  equal  the  resultant  nonnal  stress  on  the  section, 
we  have 

ft«=*^+//il'-/*A  (very  nearly),  .    .    .      (3) 

the  stress  on  the  concrete  being  calculated  without  deducting  the 
area  of  the  cross  section  of  the  reinforcing  bars. 

Since  the  bending  moment  will  be  equal  to  the  moment  of  resist- 
ance, we  shall  have,  making  the  same  approximation  as  in  (3), 

Jlf  =  fi.6  =  ^g-f)+//A'a+/^a.   .    .      (4) 

Substituting  the  values  of/,  and/,'  from  (1)  and  (2),  and  putting 
A'  =  A  =  pbh  in  (3)  and  (4)  and  reducing,  we  obtain 

fl.-^  +  »^c(i-|)p6*-nf.(^-i)p6A 

-m[l  +  pn{2-l)] (5) 

=  ^[2pna«+^*(3-2fc)] (6) 

Solving  (6)  for  Rn  and  equating  to  (5),  we  have 

g[2;»..+  f  (3-2*)]./^»[|  +  p»(2-  i)], 
which  reduces  to 

'■+3(M)*'+^*=T(xH-  <^ 

from  which  the  value  of  k  may  be  obtained. 

Having  the  value  of  k,  we  can  obtain  from  (5)  or  (6)  the  value 
of  the  maximum  stress  intensity  in  the  concrete, 

2Rnk  l2Mk 


and 


bh[k'  +  2jm{2k-l)]     6[24pna2  +  fc«A2(3-2fc)]" 


(8) 
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The  stress  intensities  in  the  reinforcing  bars 'can  be  determined 
from  (1)  and  (2)  after  the  value  of  /«  has  been  found. 

(b)  When  the  neutral  axis  NN  liee  ovdeide  of  the  boundary  of 
the  cross  section  (Fig.  280). 

Using  a  notation  similar  to  that  in 
the  preceding  case  and  assuming  A  » 

n      kh  —  d  ,      n  _  fcA  —  d' 

jr      kh        "^"^     /c"      kh     ' 

the  stress  intensity  /•  being  compression 
instead  of  tension  in  this  case. 
Hence 


^'-A^-^'  • 

.    (9) 

//  =  r^c(l-,^). 

•    (10) 

and  the  stress  intensity  in  the  concrete, 
at  the  side  of  the  cross  section  nearest 
the  neutral  axis,  will  be  equal  to 

/.'-/.(V)-/'('-i) ("> 

The  resultant  stress  on  the  section  will  evidently  be  equal  to 

«n  =  ^(/c+//)6A+//A'+/^  (very  nearly),     .     (12) 

the  stress  on  the  concrete  being  calculated  without  deducting  the 
area  of  the  reinforcement  from  the  cross  section  of  the  concrete. 
The  bending  moment,  making  the  same  approximation,  will  be 
equal  to 

Jlf  =  ft,e  =  i(/c-/e06fcXg+//il'a-/wla.     .     (13) 

Substituting  the  values  of//,  /.  and//,  from  (9),  (10)  and  (11), 
and  putting  A'  ^  A  -  pbh  in  (12)  and  (13)  and  reducing,  we 
obtain 

=  /^A(l+2pn)(l-^) (14) 
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■^Hi'-ihi'-m)] 


and 

=  Sh^*  +  ^'] ^''^ 

Solving  (15)  for  fi„  and  equating  to  (14),  we  have 

j^[24pna*  +  A»]  =  /^A(H-2pn)(l  -  ^). 

from  which  we  obtain 

24  pna^  +  ft'      .  1 


Jb  = 


+  2- 


(16) 


12eh{l+2pn) 

Solving  (14)  or  (15)  we  have,  for  the  value  of  the  maximum  stress 
intensity  in  the  concrete, 

.  _  2Rnk  ^         12 Mk 

^''bh[(l  +  2pn)(2k-l)]  6[24pna2  +  A2]-  *  ^^'^ 
The  stress  intensities  in  the  steel  bars  can  be  determined  from  (9) 
and  (10)  after  the  value  of /<.  is  known. 

(c)  Columns  with  eight  reinforcing  bars, 
symmetrically  arranged.  —  The  formulas 
for  k  and  fe  in  the  two  preceding  cases 
may  be  readily  modified  to  suit  the 
arrangement  of  the  reinforcing  bars, 
shown  in  the  cross  section  Fig.  (281a), 
for  the  case  where  the  neutral  axis  is 
within  the  boundary  of  the  cross  section 
and  the  distribution  of  stress  is  similar 
to  that  shown  in  Fig.  (281c),  or,  for  the 
I  case  in  which  the  neutral  axis  is  outside 
of  the  section  and  the  stress  distribution 
is  similar  to  that  shown  in  Fig.  (2816). 
Assuming  the  bars  to  be  of  the  same 
size,  we  will  use  the  same  notation  as 
before  and,  in  addition,  let  il"  =  the 
)  total  area  of  the  tv  o  bars  in  the  central 
plane  through  0  and  //'  =  the  intensity 
ot  the  compression  stress  in  these  two 
bars. 
Then  in  either  of  the  cases  mentioned 


Fig.  281. 


A"  =  lA' 


2   .  2     ri 

=  34  =  3P6A 


(18) 
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and 

Proceeding  in  the  same  manner  as  in  Case  (a);  we  shall  have  for 
the  resultant  of  the  normal  siress  on  the  cross  section,  when  the 
stress  distribution  is  similar  to  that  indicated  in  Fig.  (281c); 

Rn^^-^+f.'A'  +f."A" -fA  =/^a[|+|p«(2 -])];    (20) 

the  bending  moment  being  represented  by  equation  (6),  as  before. 
Solving  (6)  for  Rn,  equating  to  (20)  and  reducing,  we  have 

from  which  the  value  of  k  may  be  obtained.    Having  the  value 
of  fc,  the  value  of  fe  may  be  obtained  from  (20). 

Similarly,  when  the  stress  distribution  is  similar  to  that  indi- 
cated in  Fig.  (2816),  the  resultant  normal  stress  on  the  cross  section 
will  be  equal  to 

ftn=^  (/c+/cO  bh+f/A'+f/'A"+f.A  =/^a(i  +  |pn)(l  -^);  (22) 

the  bending  moment  being  represented  by  (15),  as  before. 

Solving  (15)  for  Rm  equating  to  (22)  and  then  solving  for  k,  ^ve 
have 

t-  "r't'\4 w 

126*^1+ |pnj      ^       - 

Having  the  value  of  k,  the  vahie  of  /<  may  be  obtained  from 
(22). 

(d)  Columns  vnth  mare  than  eight  reinforcing  bars.  —  If  desired 
expressions  for  the  values  of  k  and  fe  may  be  readily  obtained  for 
square,  or  rectangular,  columns  reinforced  with  more  than  eight 
bars,  symmetrically  arranged,  by  the  same  method  as  that  em- 
ployed in  Case  (c). 

(e)  Unsymmetrical  reinforcement.  —  When  the  reinforcing  bars 
are  not  sjrmmetrically  arranged,  the  true  central  axis  of  the  column 
will  not  pass  through  the  geometric  center  of  the  square,  or 
rectangle,  but  through  a  point  which  may  be  called  the  center  of 
gravity  of  the  equivalent  cross  section;  that  is,  the  center  of 
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gravity  of  the  cross  section  which  would  be  formed  if  the  cross 
section  of  the  reinforcing  bars  were  replaced  with  n  times  the  area 
in  concrete.  For  illustration;  if  in  Case  (a)  the  area  A'  were  not 
equal  to  A  (Pig.  279),  the  distance  u  to  the  true  center  of  gravity 

of  the  cross  section  would  not  be  equal  to  ^,  but  could  be  found 

from  the  equation 

bhx^  +  nA'd'+nAd 

^"       bh  +  nA'  +  nA        ^^^ 

In  such  a  case  the  fundamental  equation  for  /2„  (equation  3) 
would  remain  unchanged,  but  the  equation  for  M  (equation  4) 
would  be  written  in  the  form 

M  =  ^(u  -  I)  +fM'(u  -  d')  +fJL  (d-  tt).      (25) 

By  substituting  the  values  of  /,  and  //,  from  (1)  and  (2),  and 
the  values  ot  A'  and  A,  in  terms  of  6,  h,  p'  and  p,  in  (3)  and  (25), 
expressions  for  the  values  of  k  and  /c  can  be  obtained  in  the  same 
manner  as  in  Case  (a). 

Expressions  for  the  value  of  Af,  similar  to  (25),  could  evidently 
be  written  for  each  of  the  other  cases  considered;  and  expressions  for 
the  maximmn  stress  intensity  in  the  concrete  obtained  in  the  same 
manner. 

(f )  Alternative  method.  —  In  cases  where  the  neutral  axis  of  the 
resultant  stress  lies  outside  of  the  cross  section,  a  solution  can  be 
made  by  adapting  the  formula  for  the  maxijnmn  stress,  due  to  com- 
bined axial  compression  and  bending  in  a  homogeneous  column, 
(Art.  126)  to  the  conditions  in  the  concrete  colunm  as  follows: 
Let  Aq  =  the  area  of  the  equivalent  cross  section,  mentioned 
under  Case  (e),  obtained  by  replacing  the  cross 
section  of  the  reinforcing  steel  with  n  times  its  area 
in  concrete,  and 
7o  =  the  moment  of  inertia  of  the  equivalent  section  about 
an  axis  through  its  center  of  gravity,  perpendicular 
to  the  plane  of  bending. 
The  formula 

/c  =  f-"  +  ^ (26) 

would  then  give  the  correct  value  of  the  maximum  stress  intensity 
in  the  concrete,  provided  the  neutral  axis  of  the  resultant  stress 
were  outside  of  the  section,  as  shown  in  Figs.  (280)  or  (2816). 
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For  a  cross  section  similar  to  that  in  Fig.  (280)  the  value  of  u 
would  be  given  by  (24) ;  the  area  of  the  equivalent  cross  section 

Ao--bh  +  nA'+nA (27) 

and  the  moment  of  inertia  of  the  equivalent  cross  section 

h  =  ^  +b(^^J+nA'{u-dy  +  nA{d-uy.    (28) 

When  il  =  A',  tt  =  2 )  ^^^  (28)  would  reduce  to 

Io  =  ^  +  2na'A (29) 

The  TTimiTmiTn  stress  intensity  on  the  cross  section  would  be  equal 
to 

//=^n,M(A-u) (3QJ 

Ao  io 

A  negative  result,  obtained  by  the  solution  of  (30),  would  indicate 
that  the  neutral  axis  was  inside  of  the  boundary  of  the  section,  in 
which  case  the  formulas  for  fc  and  fe  would  not  be  correct.  If, 
however,  the  negative  value  torf/  were  small,  as  compared  to  the 
value  of /c,  given  by  (26),  the  latter  could  be  considered  sujfficiently 
acciu'ate  for  ordinary  purposes. 

This  method  has  the  advantage  of  being  applicable  to  colunms 
having  circular,  or  other  shaped,  cross  sections,  where  a  solution 
by  the  method  used  in  Cases  (a),  (b)  and  (c)  would  be  much  more 
complex. 

213.  Hooped  Reinforcement.  —  Concrete  columns  of  circular 
section  are  frequently  reinforced  with  steel  hoops,  or  bands,  or  a 
continuous  rod  wound  into  the  form  of  a  helix,  embedded  near  the 
surface.  This  reinforcement  would  resist  to  a  certain  extent  the 
lateral  expansion,  which  accompanies  the  longitudinal  compression 
in  the  concrete  (Art.  5) ;  in  other  words,  the  hoops  would  prevent 
a  certain  amoimt  of  lateral  strain  and  reduce,  by  a  corresponding 
amount,  the  compression  strain  in  the  direction  of  the  axis  of  the 
column. 

This  reduction  in  strain  is  very  small  for  loads  within  the  working 
load;  but  experiments  have  shown  that  the  ultimate  strength  of 
concrete  columns  has  been  considerably  increased  by  the  use  of 
this  reinforcement. 

The  effect  of  hoop  reinforcement  may  be  allowed  for  by  using 
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a  higher  value  for  the  working  stress  intensity  fc  than  that  used 
for  columns  with  longitudinal  reinforcement  only.  The  allowable 
increase  in  the  value  of /c  should  be  determined  from  a  comparison 
of  the  results  of  experiments  on  the  strengths  of  the  two  types  of 
columns,  rather  than  from  any  theory  built  upon  the  relation 
of  the  lateral  and  longitudinal  strains. 

214.  Floor  Slabs  Supported  on  Columns,  without  Beams  or 
Girders.  —  A  system  of  reinforced  concrete  floor  construction, 
which  does  away  with  the  necessity  of  floor  beams,  or  girders,  was 
originated  by  C.  A.  P.  Turner.  In  this  system,  frequently  called 
the  mushroom  system,  the  floor  slab  is  supported  directly  on  the 
tops  of  columns,  which  are  specially  formed  for  the  purpose,  and  is 

reinforced  by  sets  of  rods  run- 
ning in  four  directions,  as  indi- 
cated in  Fig.  (282). 

Methods  of  determining  the 
stresses  in  such  a  slab  have  been 
proposed,  which  are  based  on 
the  theory  for  determining  the 
stresses  in  a  homogeneous  cir- 
cular flat  plate,  supported  at  the 
center  and  subjected  to  uniform 
load,  combined  with  a  load  at 
the  circiunference;  the  radius  of 
the  circle  being  taken  equal  to 
the  mean  distance  of  an  assmned 
line  of  inflexion  in  the  portion 
Pjq  282.  ^^  ^^®  ^^  surrounding  a  col- 

umn. 
On  account  of  the  lack  of  homogeneity  in  the  slab,  such  a  method 
is  at  best  very  approximate  and  a  better  method  in  this  case  would 
appear  to  be  a  purely  empirical  one,  based  on  the  results  of  experi- 
ments made  to  determine  the  ultimate  strength  of  slabs  of  this 
type  under  actual  working  conditions;  supplemented  by  measure- 
ments of  the  deflections  of  the  slabs  under  series  of  loads,  both  be- 
low and  above  the  allowable  working  load. 

216.  Problems.  —  Reinforced  Concrete  Beams  and  Columns. 
—  For  the  sake  of  brevity  all  quantities  in  the  following  problems 
will  be  expressed,  as  far  as  possible,  by  the  sjonbols  adopted  in  the 
dififerent  cases  which  have  been  considered. 


V 


r-1 
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Problem  1. 

A  rectangular  concrete  beam,  having  the  dimenBions,  b  =  10",  d  »  12", 
is  reinforced  on  the  tension  side  only  with  2  steel  bars,  }"  square,  and  loaded 
with  a  uniformly  distributed  load  of  500  Ibe.  per  ft.  If  the  span  is  16  ft.  and 
the  beam  is  assumed  to  be  freely  supported  at  the  ends,  determine  the  values 
of  /«,  /c,  t;  and  u,  assuming  n  »  15. 

Problem  2. 

Find  the  proper  size  and  spacing  of  the  reinforcement  for  a  concrete  floor 
slab,  supported  on  two  sides  only  and  having  a  span  of  15  ft.,  assuming  d  »  5", 
/,  =  16,000  lbs.  per  sq.  in.,  fe  «  700  lbs.  per  sq.  in.,  n  «  15. 

Problem  8. 

Determine  the  safe  uniform  load,  in  lbs.  per  sq.  ft.,  including  the  weight  of 
the  slab,  for  the  floor  in  Problem  (2),  assuming  the  slab  to  be  continuous  over 
the  supports,  with  the  reinforcement  arranged  as  indicated  in  Fig.  (274);  and 

calculate  the  values  of  v  and  u  under  this  load. 

*  • 

Problem  4. 

A  concrete  floor,  supported  on  concrete  girders,  as  indicated  in  Fig.  (274), 
which  are  spaced  15  ft.  on  centers  and  reinforced  with  4  steel  bars  1|"  square, 
has  the  following  dimensions:  span  of  girders  »  24  ft.,  t  »  6",  6'  ^  15", 
d  »  22".  If  the  total  load  on  the  floor,  including  the  weight  of  the  floor  and 
girders,  averages  150  lbs.  per  sq.  ft.,  calculate  the  values  of  /«,  /e,  v  and  u, 

assimiing  n  =  15  and  M  =  -jg- 

Problem  5. 

Calculate  the  size  and  required  spacing  of  the  web  reinforcing  units  in  the 
girders  in  Problem  (4),  assuming  the  allowable  values,  /«  »  16,000  lbs.  pei  sq. 
in.,  fc  ~  650  lbs.  per  sq.  in.,  t;  »  120  lbs.  per  sq.  in. 

Problem  6. 

Calculate  the  values  of /c,  /«  and/«'  at  the  sections  at  the  ends  of  floor  girders 
in  Problem  (4),  assuming  one-half  of  the  reinforcing  rods  in  each  span  to  be 
bent  up  and  carried  over  the  supports,  as  indicated  in  Fig.  (277),  the  distance 
from  the  centers  of  the  rods  to  the  top  of  the  floor  being  2)",  and  the  distance 
of  the  centers  of  the  rods  on  the  lower  side  from  the  under  side  of  the  beam 
being  assumed  to  be  2)". 

Problem  7. 

Determine  the  values  of  fe  and  /«  due  to  an  axial  load  of  200,000  lbs.  on  a 
concrete  column,  having  a  cross  section  16"  X  16",  reinforced  with  eight 
i"  square  bars,  arranged  as  shown  in  Fig.  (281a),  the  bars  being  placed  with 
centers  2"  inside  of  the  column.    Assume  n  »  15. 

Problem  8. 

Determine  the  values  of /«,  /« and/«'  for  the  column  in  Problem  (7),  angnming 
the  colunm  to  be  subjected  to  an  eccentric  load  of  120,000  lbs.,  acting  through 
a  principal  axis  at  a  distance  e  «  2"  from  the  center.    Assume  n  »  15. 
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Problem  9. 

Solve  Problem  (8)  assuming  the  column  to  be  subjected  to  a  load  of  80,000 
lbs.,  with  an  eccentricity  e  -  6". 

Problem  10. 

Determine  the  allowable  load  on  a  concrete  column  16"  square,  reinforced 
with  eight  V  square  bars,  arranged  as  in  Problem  (7),  with  centers  2"  from 
the  sides  of  the  column;  assuming /e  »  650  lbs.  per  sq.  in.  and  n  ->  16: 

(a)  When  the  load  is  central; 

(b)  When  the  load  has  an  eccentricity  of  1"; 

(c)  When  the  load  has  an  eccentricity  of  8''. 
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loads  considered  separately J203 

loads  considered  simultaneously 201 

SoDd  arch 439 

Sphere,  thick  hollow 81, 478 

Spiral  spring 433 

Spring,  carriage 435 

close  coQed 393, 399 

helical,  subjected  to  axial  load 392 

helical,  subjected  to  axial  twist 398 

heUcal,  subjected  to  a  combined  axial  load  and  twist 400 

of  hollow  circular  section » 401 

of  non-circular  section 401 

open  coiled 394,  399 

spiral 433 

time  of  oscillation  of 401 

Springs  and  shafting 375 

problems 403 

S-polygon,  construction  of  the 333 

for  combined  stresses ^ 335 
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Square  flat  plates,  centrally  loaded 502 

fixed  at  the  edges 502 

freely  supported  at  the  edges 502 

Square  flat  plates,  uniformly  loaded 496 

fixed  at  the  edges 500 

freely  supported  at  the  edges 500 

Stiffness 181 

Straight  line  formulas 360 

Strain,  accompanying  plane  stress 71 

analysis  of 64 

and  stress,  convention  of  signs  for  curvature 411 

at  a  point , 64 

components  in  terms  of  principal  strains 70 

components  of 66 

compressive 6 

defined 5 

dastic 23 

hysteresis  of 25 

or  set,  permanent 23 

plane 64 

shearing 7, 64 

stress  diagram 13 

tensUe 5 

units  of  ^. 67 

Strains,  principal 69, 76 

principal  axes  of 75 

Strsuns  and  stresses,  due  to  change  of  temperatmre 22 

general  relations  of 75 

relations  between 71 

Strength,  breaking 13 

of  a  riveted  joint 87 

of  materials 1 

shearing 22 

ultimate 13 

working 33 

Stress,  analysis  of 39 

and  strain,  convention  of  signs 411 

at  a  point 39 

at  a  point,  problems 61 

beyond  the  elastic  limit  in  torsion 379 

center  of 93 

complex 3 

components  on  any  plane  in  terms  of  the  principal  stresses 47 

defined 3 

diagram 447 

diagram  of  outside  fiber 156 

ellipse  of 46, 46 

fiber 109 
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Strees,  graphical  representation  of  normal 140 

graphical  representation  of  longitudinal  shearing 167 

greatest  outside  fiber 139 

intensity  of 4 

intensity  of,  at  a  point 39 

intensities  on  different  planes  through  a  point  in  any  body  sub- 
jected to  plane  stress 43 

longitudinal  shearing,  maximum  intensity  of 163 

longitudinal  shearing,  per  unit  of  length 163 

notation  of 40 

oblique 4 

on  a  cross  section  of  a  beam,  intensity  of  shearing 165 

outside  fiber : 109 

per  unit  of  depth,  intensity  of  shearing 166 

plane 39 

plane  of 39 

principal  planes  of 45 

relation  of  intensities  of  shearing  on  the  X  and  Y  planes 41 

resultant 93 

simple 3 

strain  diagram 13 

strain,  relation  in  shear 22 

uniform 77 

uniform  shearing 82 

uniformly  varying 93 

uniformly  varying,  whose  resultant  is  a  couple 94 

units  of. 4 

Stresses  and  strains,  due  to  change  of  temperature 22 

general  relations  of 75 

relation  between 71 

Strrases,  at  a  section  over  a  support 523 

conjugate 53 

combined 292 

combined,  resilience  due  to 304 

combined,  truss  members  subjected  to 305 

equal  principal 48, 54 

in  beams,  definitions 103 

in  beams,  principal  stresses,  problems 177 

in  hooks 211 

principal 45, 75 

principal,  in  beams 174 

principal,  in  terms  of  the  stresses  on  any  two  coordinate  planes  at 

right  angles  to  the  plane  of  stress .• 51 

ratio  of  conjugate 60 

shearing  and  bond 511 

Structural  joint 92 

Strut,  defined 346 

or  tie,  subjected  to  combined  axial  and  lateral  loading 365 
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Strut,  and  oolumns 346 

Suddenly  applied  load .  29 

Summary,  formulas  for  bending  moments  and  deflections 223 

Supporting  forces,  defined 103 

determination  of,  for  beams  which  are  statically  indeterminate . .  213 

Tee  beams 518 

Temperature  and  load  changes,  effects  of 452 

Temperature,  strains  and  stresses  due  to  change  of 22 

Tensile  properties,  effect  of  shape  of  test  piece  on 18 

Tensile  strain 5 

Tensile  stresses,  relation  of,  to  strains  above  the  elastic  limit 12 

Tension,  axial 77 

end 80 

hoop 80 

Test  pieces,  effect  of  shape  of,  on  tensile  properties 18 

Theorem  of  three  moments 259 

Theory  of  flexure,  limitations  of  the 250 

Theory  of  beams,  assumptions  of 107 

limitations  of 104 

Theory  of,  ordinary  bending 113 

simple  or  uniform  bending 107 

Thick,  hollow  cylinder 473 

hollow  sphere , 478 

Thin,  hollow  cylinder 79 

hoUow  sphere 81 

oval  cylinder 467 

Three  hinged,  arch 440 

circular  arch 461 

Three  moments,  the  theorem  of 259 

Time  of  osculation  of  a  spring 401 

Torque  at  the  elastic  limit 378 

Torque,  or  twisting  moment 377 

Torsion  and  bending,  combined 385 

Torsion  and  end  pressure,  or  tension,  combined 389 

Torsion,  bending  and  end  pressure,  or  tension,  combined 391 

Torsion,  ductility  in 379 

elastic  limit  in 378 

in  bars  of  non-circular  section 381 

load-deformation  diagram  for 378 

modulus  of  rupture  in 379 

moment  of  resistance  in 377 

resilience  in 384 

set  in 378 

stress  beyond  the  elastic  limit  in 379 

yield  point  in 378 

Torsional  rigidity 378 

Total  stress 4 
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Tramway  cable 453 

Transmiasion  of  power  by  shafting 379 

Transformed  catenary 451 

Transverse  and  axial  loads 293 

Transverse  curvature 249 

Transverse  loads  not  in  same  plane 302 

Trough,  flexible 457 

Trussed  beams 307 

solution  by  method  of  least  work 309 

Trussed  members  subjected  to  combined  stresses 305 

Tube  of  rectangular  cross  section 470 

Twisting  moment,  or  torque 377 

Two  hinged  arch 441 

Ultimate  strength 13 

Uniform  and  uniformly  varying  stress 77 

problems 97 

Uniform  bearing  pressure 83 

Uniform  bending 104, 105 

curved  bars,  subjected  to 410 

general  formulas  for  slope  and  deflection  due  to 186 

theory  of 107 

Uniform,  external  pressure 81 

internal  pressure 79 

Uniform  strength,  beams  of % 217 

Uniform  stress 77 

Uniform  shearing  stress 82 

Uniform  tension,  stress  intensities  on  different  planes  through  a  point  in 

a  bar  subjected  to 41 

Uniformly  varying  stress 93 

whose  resultant  is  a  couple 94 

Unit  stress 4 

Units  of,  modulus  of  elasticity 11 

modulus  of  rigidity 11 

section  modulus 140 

strain 6, 7 

stress 4 

stress  intensity .- 4 

Unsymmetrical  bars,  combined  direct  and  bending  stresses  in 326 

Unsymmetrical  bending 321 

Variation  in  maximum  stress  intensity  with  radius  of  curvature 419 

Varying  cross  section,  beams  of 155 

Varying  stress,  uniformly 93 

Volume,  change  of,  imder  stress 8 

Web  reinforcement 524 

Wire 392 
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Working,  load 33 

outside  fiber  stress 148 

resilience 34 

strength 33, 148 

Yield  point 12 

in  torsion 378 

Young's  modulus 11 

Zigsag  riveting * 88 

my  91922 


Digitized  by 


Google 


Wiley  Special  Subject  Catalogues 

For  convenience  a  list  of  the  Wiley  Special  Subj^ 
Catalogues,  envelope  size,  has  been  printed.  These 
are  arranged  in  groups — each  catalogue  having  a  key 
symbol.  (See  special  Subject  List  Below).  To 
obtain  any  of  these  catalogues,  send  a  postal  using 
the  key  symbols  of  the  Catalogues  desired. 


l^Agriculture.    Animal  Hustmndiy.    Dairying.    Induatiial 
Canning  and  Preserving. 

2— Architecture.      Building.      Concrete  and  Masonry. 

3 — ^Business  Administration  and  Management.    Law. 

Industrial  Processes:  Canning  and  Preserving;    Oil  and  Gas 
Production;  Paint;  Printing;  Sugar  Manufacture;  Textile. 

CHEMISTRY 
4a  General;  Analytical,  Qualitative  and  Quantitative;  Inorganic; 

Organic. 
4b  Electro-  and  Physical;  Food  and  Water;  Industrial;  Medical 

and  Pharmaceutical;  Sugar. 

CIVIL  ENGINEERING 
5a  Unclassified  and  Structural  Engineering. 
5b  Materials  and  Mechanics  of  Construction,  including;  Cement 

and    Concrete;    Excavation    and    Earthwork;    Foundations; 

Masonry. 

5c  Railroads;  Surveying. 

5d  Dams;  Hydraulic  Engineering;  Pumping  and  Hydraulics;  Irri- 
gation Engineering;  River  and  Harbor  Engineering;  Water 
Supply. 


Digitized  by 


Google 


CIVIL  ENGINEERINQ— Cofi/«nsiei 
0e  Highways;    Municipal    Engineering;    Sanitary    Engineering; 
Water   Supply.    'Forestry.      Horticulture,    Botany    and 
Landscape  Gardening. 


^—Design.      Decoration.      Drawing:    General;     Deacriptive 
Geometry;  Kinematics;  Mechanical. 

ELECTRICAL  ENGINEERING— PHYSICS 
7--General  and  Unclassified;  Batteries;  Central  Station  Practice; 
Distribution  and  Transmission;  Dynamo-Electro  Machinery; 
Electro-Chemistry  and  Metallurgy;  Measuring    Instruments 
and  Miscellaneous  Apparatus. 


8 — ^Astronomy.     Meteorology.     Eiploeiyee.      Marine   and 
Naval  Engineering.    Military.    Miscellaneous  Books. 

BiATHEBiATICS 

9— General;  Algebra;  Analytic  and  Plane  Geometry;  Calculus; 
Trigonometry;  Vector  Analysis. 

MECHANICAL  ENGINEERING 
Ma  General  and  Unclassified;  Foundry  Practice;  Shop  Practice. 
10b  Gas  Power  and  Internal  Combustion  Engines;  Heating  and 

Ventilation;  Refrigeration. 
lie  Machine  Design  and  Mechanism;  Power  Transmission;  Steam 

Power  and  Power  Plants;  Thermodynamics  and  Heat  Power. 
11 — Mechanics.  ^..— ....^. 

12— Medicine.   Pharmacy.     Medical  and  Pharmaceutical  Chem* 

istry.   Sanitary  Science  and  Engineering.     Bacteriology  and 

Biology.  • 

MINING  ENGINEERING 

13— General;  Assaying;  Excavation,  Earthwork,  Tunneling,  Etc4 
Explosives;  Geology;  Metallurgy;  Mineralogy;  Prospectingi 
Ventilation.  

14— Food  and  Water.  Sanitation.  Landscape  Gardening. 
Design  and  Decoration.    Housing,  House  Painting. 


Digitized  by 


Google 


Digitized  by 


Google 


r 


Digitized  by 


Google 


/J 

UNIVERSITY  OF  MICHIQAN 


3  9015  06814  3513 


^ 


Digitized  by 


Google 


Digitized  by 


Google 


